At 


The  Milner  & Kettig  Company 


MEMPHIS  BIRMINGHAM  SAVANNAH 


^J^DISCOUNTS^^ 

MARCH  1,  1904 


Applying  to  NUMBER  ELEVEN  edition  of  our  catalogue 
and  all  manufacturers’  revised  lists  to  date,  to  take  place  of  all 
previous  quotations  and  subject  to  change  without  notice. 


Owing  to  constant  fluctuations  in  prices  it  becomes 
impossible  to  publish  quotations  of  absolute  reliability 
at  all  times.  It  is  our  aim  to  give  our  customers 
lowest  prices  ruling  at  time  of  shipment. 


Our  customers  are  requested  to  write  us  for  quo- 
tations before  placing  orders  elsewhere. 

ADDRESS  ALL  COMMUNICATIONS  TO  BIRMINGHAM. 


u8-v.p_ 

COIUMSH  ,,  AlfT 

UNIVfcc 


(TV 


brandon-nashville 


Pipe  and  Casing,  Boiler  Tubes,  Fittings 
Valves,  Cocks,  Engine  Goods 
Shafting  and  Pulleys 
Belting,  Hose,  Packings 
Bar  Iron  and  Steel,  Nuts  and  Washers,  Spikes 
Rivets,  Barrows,  Shovels 

Pumps,  Engines 

Boilers,  Machinery 

Machinists'  Tools 

Porcupine  Dry  Kilns 

^ PLUMBING  GOODS  ^ 

We  carry  in  stock  for  immediate  delivery: 

ENGINE  LATHES 

UPRIGHT  AND  RADIAL  DRILLS 
PLANERS,  SHAPERS 

MILLING  MACHINES,  BOLT  CUTTERS 
AUTOMATIC  GEAR  CUTTER 
TWIST  DRILL  GRINDERS 


BOILERS  AND  ENGINES  AND  PNEUMATIC  TOOLS 


Agents  for  Flexible  Metallic  Tubing 

Write  for  full  information  and  prices 
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Page 

ARTICLES 

Discount 

Net 

I 

Pipe 

5 

c; 

Wrought  Tron  Pipe  Galvanized  *]"  to  T2V 

Os 

rt 

Double  Extra  Pipe,  I/2,/  to  

<5 

Large  O.  D.  Pipe 

Pipe  cut  to  special  lengths 

Line  Pipe  

2 

Boiler  Tubes 

l"  to  I Y2"  

32 

46 

52 

46 

5° 

55 

58 

lfyi"  to  2^" 

2\i\"  to  5"  : 

6"  .~. 

Lap-welded  Casing,  S &■  S /i"  to  3" . _ 

Lap-welded  Casing  S.  ^ S 3l^\"  to  A" 

on  appl. 
on  appl. 
on  appl. 

Drive  Pipe 

3-5 

Fittings 

C.  I.  Ells,  Tees,  Crosses,  Y’s,  Ret.  Bends  and  Locknuts.  . 
C.  I.  Plugs  and  Bushings 

60-10-5 

70 

60-5 

Mall.  Bushings  

Flanged  Unions 

65-10 

60-10 

6 

Branch  Tees  . . . 

7 

60-10 

Saddles,  Wrought  Iron 

50 

70 

70 

65-10 

65-10 

8 

C.  I.  Flanges  . 

9-16 

Standard  Flanged  Fittings  and  Reducing  Companion 
Flanges  

1 8-1 9 

Long  Sweep  Fittings 

20 

Ex.  Heavy  Screwed  C.  I Fittings 

21-27 

7 

Ex.  Heavy  Flanged  Fittings,  Companion  Flanges,  and 
Reducing  Companion  Flanges. . 

55->o 

50 

70-10 

65-10 

60-10 

28 

Ex.  Heavy  Shrunk  Flanges 

34-35 

We  make  a specialty  of  pipe  cutting  and  fitting  from  drawings. 

Wrought  Iron  Nipples 

36 

Wrought  Iron  Couplings 

Faced  Locknuts  and  Couplings 

Long  Screws  

60 

Casing  Couplings  

45 

Tubing  Couplings  

37-39 

Malleable  Iron  Fittings,  pound  list 

30 

65-5 

5° 

45 

45 

40 

Malleable  Unions  

Keystone  Unions  

American  Unions  

41 

Heavy  Brass  Unions  Universal 
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ARTICLES 

Discount 

Net 

4* 

42 

60-10 

Mall  Union  Elbows  and  Tees 

65-10 

7° 

Mall.  Flange  Unions 

43 

Railing  Fittings  Tron  . . 

40 

Railing  Fittings  Brass 

25 

25 

•5 

60-10 

44 

Gas  Pipe  Hooks  WYt 

Gas  Pipe  iriooks  Mall 

Telescoping  Floor  Sleeves  

Pipe  Straps  Tinned  per  lh 

So  15 

44 

Pipe  Hangers  and  Plates 

Expansion  Pipe  Hanger  

70 

5°-5  . 
45 

65-10 

5° 

65-10 

60 

Solid  Iron  Pipe  Hanger 

45 

Ball  Joint  Pipe  Hanger 

Floor  Plates,  Iron 

Floor  Plates,  Brass 

46 

Ceiling  Plates,  Iron 

Saucer  Pattern  Floor  and  Ceiling  Plates 

Adjustable  Floor  and  Ceiling  Plates 

50-10 

•5. 

47 

Perfection  Steam  Clamp 

48 

Straight  Riveted  Pipe 

49-52 

Spiral  Riveted  Pipe,  Black 

40 

40 

40 

15. 

special. 

Spiral  Riveted  Pipe,  Asphalted  

Spiral  Riveted  Pipe,  Galvanized  

Connection  for  Spiral  Pipe 

54 

Fittings  for  Riveted  Pipe 

55' 

Brass  Steam  Fittings  

60-10 

Brass  Tubing  I.  P.  Size 

20 

56 

Brass  Steam  Fittings  

60—10 

57 

58 

Brass  Valves 

65-5 

60 

Cross  Valves  

65-5 

60-10 

59 

60 

40 

60 

Safety  Valves  

60-10 

60 

50-10 

65-10 

65 

special. 

Butterfly  Valves  , 

Throttle  Valve  

Vacuum  Valve  

50 

60-10 

61 

Brass  Hose  Valves 

Straightway  Hose  Valves 

50 

70 

50 

50-10 

50-10 

60-5 

62 

Gate  Valves,  Standard 

Gate  Valves  Wood  or  Brass  Wheel 

63 

Handy  Gate  Valves 

Lever  Throttle  Valves 

Straightway  Valves,  Q.  O 

64 

Pop  Safety  Valves 

75-5 

75-5 

50 

60-5 

50-10 

Water  Relief  Valves 

6 5 
66 

Ex.  Heavy  Globe  and  Angle  Valves 

Jenkins’  Brass  Valves 

Asbestos  Disc  Brass  Valves 

4 
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ARTICLES 

Discount 

Net 

66 

IO 

10 

5° 

68 

5° 

50 

50 



69 

4° 

50 

60-5 

P & C.  Swing  Check  Valves 

5° 

60 

70-5 

7 1 

5° 



72 

Standard  Radiator  Valves  Brass  Disc 

70 

Standard  Radiator  Valves  Comp  Disc 

70-10 

Jenkins’  Radiator  Valves  

70 

/ j 

74 

“Detroit”  Quick  Opening  Hot  Water  Radiator  Valves. .. . 

60-10 

“Detroit”  Union  Elbow 

60 

Keys  

40 

75 

Compression  Radiator  Air  Valves.... 

60 

Jenkins’  Automatic  Air  Valves 

30 

76 

Victor  Automatic  Air  Valves.. 

Davis  Float  Air  Valves 

on  appl. 

Brass  Cocks 

77 

Steam  Cocks 

70-5 

60 

Ex.  Heavy  Brass  Steam  Cocks 

50-10 

78 

Service  Cocks  

7° 

Service  Cocks,  Ex.  Heavy 

60-10 

Service  Cocks,  Lock 

65 

Meter  Cocks  

65 

79 

• 

Pittsburg  Dock  shield  Air  Cocks 

S° 

80 

60 

60 

Fusible  Plugs  

65 

Boiler  Pings 

special. 

81 

Air  Cocks 

70 

82 

Steam  Bibbs 

60-10 

Cvlinder  Cocks  

65-10 

S3 

Steam  Whistles,  Plain 

60-10 

Mocking  Bird  Whistle 

60 

S4 

Single-bell  Chime  Whistle  

60 

Whistle  Valves  

60 

T-Whistle  Chimes  

50-10 

§5 

Bibbs  Compression 

60-10 

Bibbs  Lever  Handle 

60  1 

S.  & W.  Cocks 

60-10 

86 

Standard  Gas  Fittings 

60-5 

87 

Miscellaneous  Gas  Goods  

net. 

Standard  Staple  Brackets 

35 

5 
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ARTICLES 

Discountj 

Iron  Body  Valves 

88-89 

Globe,  Angle  and  Cross  Valves 

7° 

90 

70 

60-10 

60-10 

91 

7° 

50-10 

92 

80 

75-'° 

93 

65 

25 

65-10 

94 

60-5 

Iron  Body  Expansion  Joints 

65-5 

75 

5° 

95 

Jenkins’  Iron  Body  Valves 

60-  5 

IO 

Asbestos  Disc  Iron  Body  Valves 

50 

96 

Jenkins’  I.  B.  Check  Valves 

60-5 

Standard  Swing  Check  Valves 

70-10 

P.  & C.  Swing  Check  Valves 

50 

Gate  Valves  — Iron  Body 

97 

Gate  Valves,  Standard 

70 

Lunkenheimer’s  “Victor”  Gate  Valve 

50 

98 

“Clip”  Gate  Valves  

65 

“Handy”  Gate  Valve 

5° 

Lunkenheimer  Clip  Gate  Valves,  Double  Seated 

50 

60 

99 

Gate  Valves,  Hub  End 

65-5 

Gate  Valves,  for  Gas,  Acids,  etc 

65 

IOO 

Medium  Straightway  Valves 

50 

IOI-IO4 

Extra  Heavv  Straightway  Valves 

50 

Iron  Cocks 

106 

Cocks,  all  Iron  

70 

Cocks,  Iron,  Brass  Plug 

70 

3-Way  Cocks,  all  Iron 

65 

3-Way  Cocks,  Iron,  Brass  Plug 

60 

107 

Extra  Heavy  Cocks,  all  Iron 

65 

Extra  Heavy  Cocks,  I.  B.,  Brass  Plug 

60-10 

Homestead  Straightway  Valve,  Brass 

IO 

Homestead  Valves,  Iron 

35 

10S 

Pittsburg  Blow-off  Valve  

5°-*° 

Asbestos  Packed  Iron  Cocks 

20 

Jenkins’  “Y”  or  Blow-off  Valve 

5° 

109 

Extra  Heavy  2-Wav  Furnace  Tuyere  Cocks 

60-10-5 

Gland  Packed  4-Way  Cocks 

40 

Heavy  Tuyere  Cocks 

60 

1 10 

Drv  Pipe  and  Gas  Main  Tapping  Machine 

15 

Columbia  Water  Main  Tapping  Machine 

25 

1 1 1 

Improved  Extension  Service  Boxes 

10 

3-Round  Base  Boxes 

10 

1 12-114 

Ammonia  Fittings  and  Valves 



115-117 

Cast  Iron  Radiators 

on  appl 
on  appl 


6 


THE  MILNER  & KETTIG  COMPANY 

Memphis  BIRMINGHAM 

SAVANNAH 

Page 

ARTICLES 

Discount 

Net 

I 23- I 24 

Engine  Trimmings. 

Water  Gauges  

60-10 

125 

Gauge  Glasses  to  24”  long 

75->o 

45 

10 

Gilbert’s  Ga.  Glass  Preservers 

$>  25 
list. 

G G Cutters Fig  480 

G fr  Glitters Figs.  400,  401,  4Q2 

25 

60-10 

126 

Compression  Gauge  Cocks 

Mississippi  Gauge  Cocks 

60-10 

Ball  Gauge  Cocks 

50-10 

1 27 

1 50 

Syphon  Compression  Gauge  Cocks Fig.  498 

60 

Syphon  Compression  Gauge  Cocks,  Crank  Handles; 

50 

20 

128 

Locomotive  Gauge  Cocks 

Gauges,  Etc. 

129 

Single  Spring  Bourdon  Steam  Pressure  Gauges,  3^2"  4/4" 
/>nd  4"  

> 75 

130 

Single  Spring  Bourdon  Steam  Pressure  Gauges,  Balance. . 
Locomotive  Double  Spring  Bourdon  Steam  and  Pressure 
Gauges  

60-10 

60 

I3I 

Improved  Vacuum  Gauges 

60 

Compound  Pressure  and  Vacuum  Gauges 

60 

1 33 

Pittsburg  Hydraulic  Gauges 

60 

134 

Combination  Water  Pressure  Gauges 

60 

Pittsburg  Pyrometer  Steam  Gauges 

60 

>35 

Ammonia  Gauges  

60 

Altitude  Gauges  

60 

136 

Standard  Test  Gauges 

5° 

Gauge  Hand  Puller  

10 

>37 

>3^ 

Illuminated  Dial  Gauge  

on  appl. 
on  appl. 
on  appl. 

Hardwood  Boards  and  Name  Plates,  etc 

'39 

Hydraulic  Pump  for  Testing  Gauges 

Inspector’s  Test  Pump  and  Gauge 

40 

60 

140 

Steam  Gauge  Cocks 

Svphon  for  Steam  Gauges 

20 

Syphon  Cocks  for  Steam  Gauges 

40 

>4 1 

Revolution  Counters  

list. 

Round  Revolution  Counter  

25 

35 

40-10 

142 

Syphon  Pressure  Gauge 

Hot  Water  Thermometers 

r43 

Recording  Pressure  and  Vacuum  Gauges  “Columbia”. . 

35  00 

Marine  and  Locomotive  Clocks,  Boston  and  Howard 
Movements  

30 

Marine  and  Locomotive  Clocks,  Seth  Thomas  Movements. 
Recording  Pressure  Gauges 

40 

10 

1 44- 1 5° 
>5> 

Gongs,  4"  to  8",  50%  ; larger 

40 

20 

Engine  Bells  and  Pulls 

Pvrometers  

20 

>52 

>53 

Engine  Tachometers  

on  appl. 

Thompson  Indicator  

3° 

Howard  Thompson  Indicator 

on  appl. 
on  appl. 
list. 

3-Way  Cocks  

Peerless  Reducing  Wheel  

154 

1 

Speed  Indicators.  .Fig.  548,  75c.;  Fig.  549,  $1;  Fig.  550 
Self-timing  Speed  Indicator 

10 

on  appl. 
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Page  ARTICLES 

Discount 

Net 

Governors 

‘55  >57  Gardner,  Judson  & Pickering  Governors,  3"  and  smaller..  25 

Gardner,  Judson  & Pickering  Governors,  314"  and  larger.  20 


'59 

160 

161 

162 


63 

64 

65 

66 
67 


168- 


69 


7' 

72 

73 

74 


75 

76 

77 


1 ;s  1 79 

'79 

180 

181 

182 

'83 


84 

85 

86 
s7 


188 


Injectors 


Metropolitan  Automatic  Injector 60-10 

Metropolitan  Automatic  Injector  Repairs 5° 

Metropolitan  Double  Tube  Injector 4° 

Rue’s  ‘‘Little  Giant’-  Injector 5° 

U.  S.  Automatic  Injector 7° 

U.  S.  Automatic  Injector  Repairs 4° 

Lunkenheimer’s  Automatic  Injector 75 

Penberthy  Injector  7° 

ihe  Hancock  Inspirator 75 

Hancock  Locomotive  Inspirator 3° 

“Blakeslee”  Steam  Jet  Pumps 75 

Erwin  Steam  Ram  25 

Steam  Pumps 

Cameron  Regular  Pattern  Steam  Pump 35 

Cameron  Outside  Packed  Plunger  Pump 35 

Snow  Duplex  Pump  3° 


Artesian  Brass  Cylinders  45~10 

Chanman  Steam  Trap 35 

McDaniel  Steam  Traps 40 

Standard  Steam  Traps 60 

Anderson  Improved  Steam  Trap 25 

Geipels  Steam  Trap 20 

“Nason”  and  “Sidelug”  Steam  Traps 50-10 

Pittsburgh  Seamless  Copper  Floats 

Pittsburgh  Open-Tank  Seamless  Copper  Floats 

Electric  Flash  or  Search  Light 

Reliance  Water  Columns 45~5 

Common  Water  Columns  7° 

Davis  Pressure  Regulators 20 

Mason  Reducing  Valves  and  Regulators '5 

Fisher  Automatic  Pump  Governor... 20 

Davis  Balance  Valve  with  Lever 25 

Clark’s  High  Pressure  Damper  Regulator 

Low  Pressure  Damper  Regulator 

Watson’s  Pressure  Regulator 25 

Cochrane  Horizontal  Separator 

Detroit  Separator 50 

Austin  Separators  45-'o 

Keystone  Exhaust  Head  35 

Spiral  Tube  Brush,  per  inch 

Abram  Steel  Wire  Flue  Brush 70 

Coil  Brush  and  Scraper  Combined 40 

Christoffel’s  Elliptic  35 

Improved  Boiler  Tube  Scraper 60 

Combination  Scraper  and  Flue  Brush 50-10 

National  Flue  Scraper  50-10 

Engineers’  Favorite  Tube  Scraper 70-10 

Rollins’  Self-expanding  Flue  Cleaner 20 

Favorite  Steam  Flue  Blower 45 


on  appl. 
on  appl. 
on  appl. 


on  appl. 
on  appl. 


on  appl. 


So  25 


S 


U/ 


: 7\ 


* 


.. 

/ ^ 
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Page 

ARTICLES 

Discount 

Net 

1 89 

Boiler  Tube  Ferrules  

45 

190 

Pittsburg  Roller  Tube  Expander 

70 

Improved  Roller  Tube  Expander 

70 

Collins  Roller  Tube  Expander 

45 

Asbestos  Covering 

191 

Asbestos  Covering,  85%,  at  Factory 

40 

192 

Magnabestos  Sectional  Coverings,  at  Factory 

45-5 

Standard  Asbestos  Moulded  Sectional  Coverings 

60-10 

Metals,  Etc. 

IQ? 

$ 0 15 

20 

20 

9 

8 

7f 

6J- 

30 

Solder,  etc 

market 

prices. 

10  00 

3 5° 

Dixon’s  Pipe  Joint  Compound,  per  lb 

25 

Plumbago,  in  1 -lb.  cans 

35 

1 1 5 

2 00 

20 

13 

9 

8 3 

Cotton  Waste,  No.  1,  colored 

7 

6 

Cotton  Waste  No.  3 colored 

6 

Wool  Waste  

IO 

Crane’s  Cesnent  

25 

Gas  Fitter’s  Cement 

IO 

• 

Oilers,  Etc. 

*95 

Chase’s  Machine  Oilers,  Zinc 

60 

Tin  Oilers  

60 

Copper  Plated  Steel  Oilers 

50- IO 

Brass  Oilers 

45 

I96 

Cannon  Tin  Oilers 

IO 

Cannon  Brass  Oilers 

list. 

R R Oilers  Steel.  . 

50-10 

R.  R.  Oilers,  Brass 

45 

Gem  Oilers 

40 

197 

Engineers*  Fillers  Steel.. 

50-10 

Engineers’  Fillers,  Brass 

45 

Tin  Tallow  Pots 

70 

Furnace  Lamps  

30 

Furnace  Lamp  Wicks 

10 

198 

Malleable  Oilers  

45 

Steel  Tallow  Pots 

35 

4° 

35 

9 
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Discount 

V 1 

Net 

198 

Steel  Oil  Carrier 

45 

199 

Locomotive  Oilers,  Tin,  per  doz 

{ $ 4 OO 

Locomotive  Oilers,  Brass  . . 

50 



Tallow  Pots  

^O-IO 

F.ncnnppr  Hand  T.amns . 

Steel  Jacket  Lamps 

50-10 

Imp.  Pump  Oiler 

35 



Alcohol  Lamp  

45 

200 

Inspector’s  and  Locomotive  Torches 

50-10 

I 

Engineer’s  Sets,  Copper 

50 

Engineer’s  Sets,  Brass  

40 

201 

Pvramid  T.amn  

.... 

Miner’s  T.amn  

Standard  Railroad  T.antprn<; 

20 

202 

Headlights,  23”,  each 

3^00 

Mill  Lamps,  each  

4 75 

Brass  and  Nickel  Pah  T.amns  each  

C 00 

20  3 

Grease  Cups,  Buffalo 

60-10 

Grease  Cups,  Ideal 

65-10 

Grease  Cups,  Climax 

70 

Grease  Cups,  Moon  

60 

Grease  Cups,  Star  

60 

204 

Grease  Cups,  Magic 

Grease  Cups,  Jewel 



60-10 

Grease  Cups,  Tiger 

60-10 

Grease  Cups,  Traction  Crank  Pin 

50-10 

205 

Glass  Shafting  Oilers 

I C 

Plain  Oil  Cups 

Oil  Cups,  Locomotive  Pattern 

60-10 

Oil  Cups,  with  Lever  Handle 

60-10 

Oil  Cups.  Hinge  Lid 

60-10 

Oil  Cups,  Elbow  Shank 

60 

206 

Plain  Taper  Sc.  Engine  Oiler 

CO 

Self  Oiler  for  Shaft 

I C 

207 

Nickel-plated  Stop  and  Sight  Feed  Oilers. . 

...  CO 

Cylindrical  Glasses  and  Cork  Washers.  . . . 

IO 

208 

Pioneer  Oilers 

, . 60 

Roval  Oilers  

60— 5 

Victor  Oilers  

60- 10 

Crown  Oilers 

209 

Yankee  Oiler  

Ruby  Oiler  

Auto.  Crank  Pin  Oiler 

Safety  Crank  Pin  Oiler 

60 

210 

I X L Spring  Top  Oil  Cup 

5° 

Cross  Bar  S.  F.  Oilers 

60-10 

Patent  Signal  Oilers 

75 

21 1 

Brass  Guide  Cups 

60 

Glass  Guide  Cups 

60 

Brass  Rod  Guns 

cc 

Loose  Pullev  Glass  Oiler 

Brass  Loose  Pulley  Oiler 

3° 

212 

Dynamo  Sight  Feed  Oil  Cups 

65 

213 

Patent  Drip  and  Sight  Feed  Oiling  Devices 

70-10 

, 

Common  Lubricators  

....  70 

214 

Auto.  Needle  Valve  Oil  Feeder 

5° 

Swift  Sight-Feed  Lubricators 

80-10 

215 

Junior  Lubricator  

60-10 

Senior  Lubricator  

70-10 

IO 
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ARTICLES  Discount 

Net 

215 

216 

217 

218 
219-223 

224 

225 

226 

227 
228-229 

80-10 

60 

80-10 

24  OO 

50- 10 

45-5 

50-5 

60 

on  appl. 

IO 

list. 

IO 

20 

on  appl. 

50 

50 

on  appl. 

4 75 

50 

65 

65 

65 

85 

1 2.1 

25’ 

75 

5° 

6 

40 

5° 

55 

75 

75 

1 00 

30 

10 

38 

50 

55 

65 

25 

75 

75 

65 

95 

25 

12 

9 

8 

25 

95 

1 00 

si 

75 

80 

Packings 

Wire  Insertion,  per  lb 

Std  Square  Piston,  per  lb 

3-P  Special  Packing,  per  lb 

Empire,  per  lb 

Hydraulic,  per  lb 

Champion,  per  lb 

Rd.  Granite,  per  lb 

Sq.  Pure  Rubber,  per  lb 

Peerless,  per  lb 

Seldons,  per  lb 

German  Asb.  Gum  Core,  per  lb 

Asbestos  Rope  & Wick,  per  lb 

Hemp,  Ital.  A,  per  lb 

Hemp,  Ital.  B per  lb 

Hemp,  Amer.,  per  lb 

Candle  Wick,  per  lb 

Vulcanized  Asb.  Wick,  per  lb 

Vulcabseton  Rope,  per  lb 

Jute,  per  lb 

Garlock  Spiral,  per  lb 

Garlock  Sectional,  ner  lb 
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BIRMINGHAM 


232 

253 

234 

235 

246 


ARTICLES 


Gaskets 


Plain  or  Cloth  Insertion,  per  lb. 

Battleship,  per  lb 

Fibrous  

Pure  Rubber  

Asbestos  

Eclipse  

McKim’s  Metallic  Gaskets 

Corrugated  Copper  Gaskets 


237 


Hose 

Superior  Conducting,  Hydrant  and  Engine  Hose.  ..  . 

Extra  Heavy  Brewer’s  Hose 

Steam  Hose,  Challenge 

Steam  Hose,  Giant 

Fire  Hose,  Rubber 

Acid  Hose  

Wire  Winding  

Extra  Heavy  Steam,  Tanner’s  and  Rock  Drill  Hose. 

Air  Brake  Hose 

Corrugated  Vaccuum  Brake  Hose 

auction  Hose  on  Spiral  Wire 

Suction  Hose,  Hard  Rubber 

Sterling  Cotton,  Rubber  Lined  Mill  Hose 

Eureka  Cotton,  Rubber  Lined  Mill  Hose 

Heavy  Jacket,  Rubber  Lined  Fire  Hose,  Cotton 

Underwriters’  Fire  Hose 

Cotton  Fire  Hose 

Linen  Fire  Hose 

Standard  Linen  Hose,  Unlined ; 

Linen  Hose,  Rubber  Lined 

Cotton  R.  L.  Garden  Hose,  Trojan,  

"Cotton  R.  L.  Garden  Hose,  Trojan,  Y" 

Cotton  R.  L.  Garden  Hose,  Eureka  Yi" 

Cotton  R.  L.  Garden  Hose,  Eureka,  Y" 

1"  Eureka  Garden  Hose 

1"  Sterling  Garden  Hose 

Pure  Rubber  Tubing 

Cloth  Insertion  Tubing 

Solid  Valve  Balls 

Pure  Gum  Valves,  per  lb 

Pure  Rubber  Cord,  per  lb 

Wagon  and  Car  Springs 

Conical  Valve  Springs 


238 


239 


SAVANNAH 


Discount  Net 


special. 

special. 

special, 


Hose  Goods 

Hose  Pipes — 

Y"x  8"  S.  T.  Hose  Nozzles,  per  doz 

Balance  

Nozzles,  with  Cock  

Nozzles figs.  799  and  800 

Underwriters’  Play  Pipes 

4 and  8 Arm  Sprinklers 

Gem  Nozzles,  per  doz 

Fairy  Nozzles  

Perfection  Sprinklers,  per  doz 


special. 

50-10 


60 

60 

60 

40 

special 

special. 

10 

40 

40 

special 

60-10 

60 

50-10 

45 

special 

special 

50-10 

45 

45-5 

40-5 


60-10 

60 

special. 


special. 

50-10 


60 

50-10 

60 

50 

5° 


So  75 
95 


75 


10 

io.l 

U’ 
1 2 1 


75 

75 


2 50 


3 °° 
3 5° 
3 25 


\U/ 


MEMPHIS 
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240 


241 


242 

243 


244 


250 

251 


252 


253 


ARTICLES 

Discount 

Net 

not 

carried 
$10  00 

10  00 

90 

Balance  

O O O O O 

Hose  Straps  

40 

Hose  Nipples  and  Reducers 

60 

Hose  Strainers  

50-10 

35 

35 

40 

Hose  Spanners  

All  Iron  Reels Fig.  830 

75 

1 75 

Excelsior  

•5 

25 

45 

60-10 

50-10 

60 

40 

50 

Iron,  each  Fig.  832 

Factory  Hose  Reels 

Wirt’s  Park  Reel 

Belting — Leather 

Standard,  Leather,  Single  and  Double 

Crown,  Double  

Solid  and  Twist  Leather  Belting 

Lace  Leather,  Cocheco,  per  sq.  ft 

Lace  Leather,  Standard 

Cut  Lace  Leather 

22 

20 

40 

75 

Shultz  Belt  Cement,  per  lb 

Rubber  Belting 

M.  & K.  Magic  City  Belting 

Beacon  Belting  

70 

5°-i° 

40 

60-10 

60-10 

25 

Giant  Stitched  Belting  

Canvas  Stitched  Belting 

Tones’  Belt  Hooks  

Buffalo  Belt  Fasteners 

Covel  Belt  Hooks,  per  1,000 

Belt  Bolts  . , 

1 50 

( .rescent  Belt  Fasteners  . 

Belt  Tools 

Blake’s  Improved  Belt  Studs.. 

3° 

65-10 

25 

30 

45 

Improved  Pointed  Belt  Hooks 

Belt  Cutters  

Belt  Awl  and  Pliers 

Bristol’s  Steel  Belt  Lacing 

25 

list. 

Pittshiircr  Rplt  Punches . 

50 

25 

20 

Belt  Awls  

Spring  Punches  
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253 


254 


255 

256 

257 

258 

259 


260-261 


262 

26  3 
264 
235 

266 

267 

268 

269 


270 


271 


272 


273 


274 


Revolving  Punches  

Porter  Belt  Clamps  

Improved  Belt  Clamps 

Rivet  Set  and  Header 

Empire  Lace  Cutter  

Steel  Belt  Couplings 

Belt  Splicing  Outfit  

Oil  Stones,  Slips,  etc 

Sand  Paper,  Emery  Cloth,  etc.,  Revised  List 

Ground  Emery,  per  lb 

Emery  Wheels,  Sterling 

Rub  Stones,  Hones,  Sticks 

Diamond  Turning  Tools 

Emery  Wheel  Dresser,  each 

Polishing  Wheels 


Grinders 

Dry  Grinder  

Polishing  Bench  Machines 

Plain  Dry  Bench  Grinders 

Surface  and  Plain  Bench  Grinders 

Wet  Tool  and  Plain  Bench  Grinders 

Plain  Dry  Grinders  

Surface  and  Plain  Grinders 

Face  and  Plain  Grinders 

Wet  Tool  and  Plain  Grinders 

Polishing  Bench  Machines 

Counter  Shafts  

Grindstones  

Keystone  Iron  Frame  Power  Grindstone 

Tools 

Machinist  Hammers  

Blacksmith  Hand  Hammers 

Engineer’s  Hammers  : 

Chipping  Hammers  

Plain  Eye  Riveting  Hammers 

Boilermaker’s  Hammers,  per  lb 

Half  Hatchet,  Bronze  Finish 

Adze  Eye  Nail  Hammers 

Mallets  

Patent  Hdse.-faced  Hammers  and  Mallets 

Hammer  and  Sledge  Handles 

Solid  Cast  Steel  Hammers.  Mauls  and  Sledges 

Grub  Hoes  

Plow  Anvils,  per  lb 

Cooper  Froes  : . 

R.  R.  Spike  Mauls 

R.  R.  Track  Chisel  and  Punches,  per  lb 

R.  R.  Sledges  

R.  R.  Track  Wrench,  per  lb 

R.  R.  Forks  and  Tongs 

Crow  Bars,  per  lb 

Tamping  Bars  

Claw  Bars,  per  lb 

Goose  Neck  Claw  Bar 

Blacksmith’s  Tongs,  Straight  Lip,  per  lb 


Discount 

I 


Net 


45 

30 

25 

50-10 

25 

50 


20 

50 


on  appl. 


$0  10 


60-10 


10 


special 


00 


25 

10 

25 

10 

20 


10 


on  appl 
on  appl 
on  apjil 
on  appl 
on  appl 
on  appl 


list. 


60 

50-10 

50-10 

50-10 

45 


45 

45 

10 


5° 

70 

60 


50 

70 


70 


10 


•5 


10 

12 

6 2 

7 

n 

9 

10 
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Discount 


Net 


274 

275  I 


27S 


276 


277 

279 ! 
280  ! 


28l  I 


282 

283 

284 


285 


286-287 


288 

289 

290 


291 

292 


293 


294  I 

295 


Blacksmith’s  Tongs,  Curved  Lip,  per  ID 

Blacksmith’s  Chisels  and  Punches 

Blacksmith’s  Tools  

Blacksmith’s  Bellows  


$0  1 5 
'3l 


Forges  and  Blowers 


Blacksmith’s  Lever  Forges Figs.  953-957 1 5° 

Western  Chief  Blowers 45 

Royal  Western  Chief  Steel  Forges j 5° 

Stationary  Blast  Forges ! 5° 

Buffalo  Heating  Furnaces  i • • • • 

Tuyere  Iron  

Duck  Nest  Tuyere,  each 


Adjustable  Nozzle  Tuyere  Iron,  each 
Ball  Tuyere  Iron,  each 


No.  11  Prospector’s  Hand  Forges 55~10 

Gracey’s  Water  Tuyeres 

Sutton  Tuyere ...... 

Steel  Pressure  Blowers 3°-^° 

Blowers  and  Exhausters  3°-IC> 

Disc  Wheels  

Buffalo  Steel  Plate  Planing  Mill  Exhauster 35_5 

Champion  Blast  Gates 3° 

Champion  Tire  Bender  Fig.  984  30 

Eureka  Tire  Bender 3° 

Champion  Tire  Shrinker 

Sampson  Tire  Shrinker  ) 

Little  Giant  Graduated  Tire  Wheel 10 

Green  River  Swage  Blocks  and  Swage  Block  Stands....  15 

Anvils,  Vulcan  I 35 

Western  Chief  Drills :5 


on  appl. 


75 
1 25 
1 25 


on  appl. 
on  appl. 


on  appl. 


8 50 


Wrenches 


Engineer’s  Wrench  35 

Set  Screw  Wrench 3° 

Coe’s  Wrenches  5° 

Johnson  Pipe  Wrench 5° 

Parmlee’s  Girdle  Pipe  Wrench 4° 

Elgin  Adjustable  Wrenches 4° 

Baxter  “S”  Wrench 60 

Adjustable  Wrench,  “S” 3° 

Alligator  Wrenches 50-10 

“Always  Ready”  Wrench 45 

Stillson  Wrenches  \ 5°-10 

Trimo  Wrenches  5° 

Stillson  & Trimo  Repairs 45 

B.  & C.  Combination  Wrench 4° 

Common  Pipe  Tongs 5° 

Brown’s  Adjustable  Pipe  Tongs 50-10 

Lay  Tongs  15 

Robbins’  Chain  Tongs 5° 

Vulcan  Chain  Pipe  Wrench 45 

Vulcan  Chain  Pipe  Wrench  Repairs 35 

Brock’s  Patent  Chain  Pipe  Wrench 25 
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295 

296 


298 

299 


3°° 

301 

302 


303 


3°4 

3°5 

3°6 


3°S 


309 

310  | 


3' 


1 


ARTICLES 

Discount 

Net 

Cutters,  Stocks  and  Dies 

O O O O O O 
T+-VO  TfO  I''*  VO 

Barnes’  Improved  3- Wheel  Pipe  Cutter 

65 

Solid  Stocks  and  Dies . Fig.  103S 

70 

4° 

Armstrong’s  Adjustable  Stocks  and  Dies 

50-10 

50 

40 

10 

40 

35 

on  appl. 
on  appl. 
on  appl. 

§2  00 

Power  and  Hand  Pipe  Cutting  and  Threading  Machine.  . 

Vises 

70 

45 

75 

70 

50 

45 

50 

35 

20 

40 

20 

60-10 

Malleable  Improved  Hinge  or  Open  Jaw  Vise 

Blacksmith’s  Leg  Vise 

Prentiss’  Machinist’s  Vises 

Prentiss’  “Bull  Dog”  Coach  Vise 

Bench  Vise,  5”  Jaw 

Lightning  Grip  Woodworkers’  Vise 

IO 

25 

•5 

25 

30 

3° 

10 

25 

25 

25 

25 

45 

70-5 

30 

Massev’s  Machine  Vise  

Pliers,  Etc. 

Round  and  Flat  Nosed  Pliers 

Side  Cutting  Pliers 

Cutting  Nippers  

Billings’  Wire  Cutters 

Wire  Shears  and  Pliers  Combined 

Open  Throat  Parallel  Pliers 

Round  Nose  Pliers. . 

Cutting  Pliers  

Burner  Pliers  . 

Gas  Pliers  

Imp.  Combination  Plier 

10 


“TT ITT 


. 


\\TTT“ 

: > c ^ 


Uy 


v — 


Hi 
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Discount 

Net 

1 1 2 

20 

Calipers  and  Dividers  

20 

3*3 
31 4 

? i ^ 

20 

20 

^ 1 6— I 7 

IO 

3!9 

'*20 

IO 

IO 

IO 

3 

IO 

IO 

j -j 

324 

325 

20 

60 

4° 

3° 

3° 

3° 

327 

25 

329 

•2  70 

Levels  Figs.  1202,  3 and  4 

20 

20 

File  Card,  each 

fo  50 

70 

50-10 

70-10 

332-334 

75-10 

IO 

335 

1 25 

20 

Star  Hack  Saw  Blades 

IO 

337 

339 

Automatic  Drilling  Attachment. . 

25 

60 

340 

341 

Packer  Ratchet  Drills 

Billings’  Double  Acting  Ratchet  Drills.  . 

25-IO 

20 

Renshaw  Ratchet  Drills  

342 

Smith  Drills  . 

Pipe  Drills  

45 

25 

25 

25 

10 

343 

Keystone  Ratchet  

Monarch  Square  Sleeve  Ratchet 

Stove  Drills  

344 

“New  Wrench”  

Steel  Socket  Bridge  Wrench 

list. 

Drills,  Taps,  Etc. 

345 

Drill  and  Wire  Gauges 

IO 

Steel  Sockets 

45 

50-10 

25 

63 

346-351 

Hot  Forged  Twist  Drills,  and  smaller.  . 

Hot  Forged  Twist  Drills,  larger 

352 

Bit  Stock  Drills  

Straight  Shank  Machine  Bits 

35 

45 

2; 

Straight  Shank  Center  Drills 

353 

Taper  Square  Shank  Drills 

'7 
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35  3 
334 

355 

356 

357 

358 

359 


360-364 

365-366 

367 


368 

369 

370 


371-372 

373 

374 

375-376 

377 

378 


379-3S0 


381 


382 


383 

384 


385  387 

388 

389 

390 


ARTICLES 


Discount 


Angle  Twist  Drills,  up  to  ij4" 

Angle  Twist  Drills,  larger 

Lightning  Countersink  and  Drill  Combined 

Little  Giant  Combined  Drill  Holder  and  Countersink 

Countersinks  

Bit  Stock  Countersinks 

Machinist’s  Hand  Taps,  up  to  2" 

Hob  Taps,  long  and  short 

Sellers  Hob  Taps 

Tapper  Taps  

Stay  Bolt  Tap 

Pulley  Taps  

B.  S.  Taper  Taps  

Nut  Taps  

Patch  Bolt  Taps 

Stove  Bolt  Taps * 

Machine  Screw  Tap 

Pipe  Taps  and  Reamers,  ]/s"  to  2" 

Pipe  Taps  and  Reamers,  larger 

Boiler  Taps  

Arbors  for  Shell  Reamers  and  Reamers 

Metal  Slitting  Saws,  Cutters,  etc 

Humphries’  Combined  Drill  Reamer  and  Tap 

Machine  or  Solid  Bolt  Dies,  Square 

Machine  or  Solid  Bolt  Dies,  Round 

Little  Giant  Screw  Plate 

Green  River  Screw  Plate 

Stocks  for  Green  River  Screw  Plates 

Dies,  Taps  and  Guides 

Green  River  Adj.  Taps  and  Reamer  Wrenches 

Lightning  Adjustable  Tap  and  Reamer  Wrenches. 

Lightning  Screw  Plates  

Stocks  for  Lightning  Screw  Plates 

Lightning  Tap  Die  and  Holder 

Green  River  Bicycle  Screw  Plate 

Blacksmith’s  Stock  and  Dies 

Machinist  Screw  Plates 

Czar  Drill  Chucks  

The  Almond  Drill  Chuck 

The  Union  Drill  Chuck 

Standard  “Improved”  Drill  Chuck 

Standard  Drill  Chucks  

Balance  

Chuck  Arbors  

Cushman’s  4-Jaw  Independent  Chuck 

Wescott  Scroll  Combination  Lathe  Chucks 

Wescott  Geared  Combination  Lathe  Chucks 

Skinner’s  Lathe  Chucks 

Cushman  Amateur  Lever  Chuck 

Cushman  Improved  2-Jaw  Chucks 

Monarch  Combination  Lathe  Chuck 

Skinner’s  4-Jaw  Independent  Lathe  Chuck 

Horton’s  Combination  Lathe  Chuck 

Improved  Independent  Chuck 

Skinner’s  Improved  Planer  Chuck 

Armstrong  Patent  Tool  Holders 

Drop  Forged  Lathe  Dogs 

Clamp  Dogs  

Die  Dog  


60 


•5 

25 

60 

40 

35 

50 


35 

45 

5° 

40 

5° 

60 

60 

75 


70-10 

60 

25 

25 

25 

60 


25 

25 

20 


15 

20 

20 

25 

20 

10 


3° 


25 

15 

3° 

40 

40 


30 

35 

25 

30 

40 

30 

30 

40 

40 

40 

40 

15 

20 

25 

10 

10 


Net 


list. 

list. 


on  appl. 


on  appl. 
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Discount 

Net 

390 

Light  Steel  Boiler  Clamps 

20 

list. 

Heavy  Steel  Clamp Fig  1426 

1 5 

10 

Steel  Bridge  Clamp 

391 

Clamps  

15 

20 

Steel  Machine  Handle  Forgings 

Screws,  Bolts,  Etc. 

393 

394-395 

396 

Set  Screws  • 

65-10 

60-10 

Cap  Screws  

Round  and  Filister  Head  Cap  Screws 

50 

40 

Flat  Head  Cap  Screws 

397 

Button  Head  Cap  Screws 

40 

Collar  Screws  

398 

Iron  Machine  Screws 

40 

45 

80 

Brass  Machine  Screws 

399 

Iron  Wood  Screws 

Brass  and  Bronze  Wood  Screws 

80 

400 

Turn  Buckles  

40 

special. 

Blank  Bolts  

401 

Machine  Bolts  

70-10 

65-10 

7° 

special. 

Bolt  Ends  

402 

Carriage  Bolts 

Planer  Head  Bolts 

Boiler  Patch  Bolts  

45 

60 

403 

Stud  Bolts  

Coal  Tar  or  Pit  Bolts 

special. 

404 

Milled  Coupling  Bolts 

special. 

The  “Ezy”  and  “New  Ezy”  Bolt  Clippers 

*45 

65-10 

405 

Stove  Bolts 

Tire  Bolts 

Sink  Bolts  

50 

Phila.  Tire  Bolts 

406 

Plow  Bolts  

60 

Track  Bolts,  with  square  nuts 

•54x3^2  and  314,  per  100  lbs 

$3  00 

2 OO 

Va  'X-'S",  per  100  lbs 

S/&X3.  per  100  lbs....\ 

$4x2$4,  per  100  lbs 

xJ  J 

3 5o 

3 75 

3 95 

4 00 

5^x214,  per  100  lbs 

14x2 J4,  per  100  lbs 

J4X2J4)  per  100  lbs 

14x2,  per  100  lbs 

4 10 

407 

Add  30  cents  per  100  lbs.  for  hex.  nut. 

Coach  or  Lag  Screws 

75 

50 

Hanger  Screws 

40S 

Nuts,  Rivets,  Etc. 

U.  S.  Hot  Pressed  Sq.  Nuts,  Blank,  per  100  lbs.  from  list. 
U.  S.  Hot  Pressed  Sq.  Nuts,  Tapped,  per  100  lbs.  from 
list  

5 5° 

5 50 

6 00 

410 

U.  S.  Std.  Hot  Pressed  Hex.  Nuts,  Blank,  per  100  lbs  from 
list  

U.  S.  Std.  Hot  Pressed  Hex.  Nuts,  Tapped,  per  100  lbs. 
from  list  

6 00 

9 
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ARTICLES 

412  c.  P.  C.  T.  & R.  Nuts— 


413 

4'4 

415 

416 


4*7 

418 


419 


420 


421 


422 


423 
I- -I  425 

426 

427 


428 


429 

43° 


Sq.,  Blank,  per  100  lbs.  from  list. . 

Sq.,  Tapped,  per  100  lbs.  from  list. 

Hex.,  Blank,  per  100  lbs.  from  list. 

Hex.,  Tapped,  per  100  lbs.  from  list 

Semi-Fin.  Hex.  Tapped  Nuts 

Plate  Washers,  per  100  lbs.  from  list.. 

Cast  Washers,  per  lb 

Verona  Nut  Locks,  54  and  34,  per  1,000 

Boiler  Rivets,  34".  per  100  lbs 

Boiler  Rivets,  J4" 

Boiler  Rivets,  34"  and  larger 

Tank  Rivets  

R.  R.  Spikes,  Base,  per  100  lbs 

Standard  Machine  Cut  Gears 

Spring  Cotters 

Flat  Spring  Key 

Copper  Bolts,  per  lb 

Brass  Blow  Pipes 

Torches  

Gas  Fitters’  Proving  Pump 


Gasoline  Fire  Pots,  each Fig.  1509 

Gasoline  Fire  Pots,  each Fig.  1510 

Gasoline  Fire  Pots,  each Fig.  1511 

Gasoline  Fire  Pots,  each Fig.  1512 

1 f." 


Ladles,  7"  to  10' 


Asbestos  Lead  Joint  Runner 

Lead  Melting  Furnace 

Solder  Pots,  5"  to  6" 

Solder  Pots,  larger  

Strap  Solder  Moulds 

Snips  

Washer  Cutters,  each  

Socket  Punches  

Moulders’  Sundries 

Moulders’  Tools  

Diamond  Snap  Flask 

Moulders’  Bellows  

botindry  Ladles  

Dixon’s  Crucibles,  per  number 

Hardwood  Bench  Rammers 

Floor  Rammers,  Complete 

Foundry  Riddles,  Plain,  per  doz 

Foundry  Riddles,  Galvanized 

Foundry  Riddles,  Brass 

Sand  Screens  

Casting  Brushes  

Leather  Fillet  

Furnace,  Warehouse  and  Mill  Brooms,  heavy,  per  doz 

Std.  Moulders’  Bristle  Brushes,  per  doz 

Balance  


Discount 


s 


60 


special 

75-io 

70 


20 

40 

5° 


5° 

20 

10 

10 

50 

30 

20 

40 


25 

special, 

25 

special. 


*5 

40 

20 


special 


Net 


4 5° 
4 5° 
4 5° 
4 50 


4 5° 
2 

8 00 
4 00 
3 80 

3 75 

4 50 
2 50 


35 


3 75 
2 75 
2 50 
2 75 


1 00 


list. 


6 


4 5° 
6 00 
8 50 


4 50 
4 75 


Shovels,  Etc. 

43 1 436  Russell's  D.  H.  Socket  Ore  Shovels,  No.  2,  per  doz 
Russell’s  D.  H.  Socket  Ore  Shovels,  No.  3,  per  doz. 
Russell’s  D.  H.  Socket  Ore  Shovels,  No.  4.  per  doz 

Victor  Pla  Strap  Ore  Shovels,  No.  2,  per  doz 

Victor  Pla  Strap  Ore  Shovels,  No.  3,  per  doz 


8 50 
8 75 

10  00 
5 50 
5 75 
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MEMPHIS 


Pajje 


43 1 -436 


437 


43S 


439 


440 


441 


442 


443 


444 


445 


446-448 


449-450 

451 


BIRMINGHAM 


ARTICLES 


SAVANNAH 


Discount 


Victor  Pla  Strap  Ore  Shovels,  No.  4,  per  doz 

Progress  D.  H.  Socket  Ore  Shovels,  No.  2,  per  doz. . 

Progress  D.  H.  Socket  Ore  Shovels,  No.  3,  per  doz. . 

Progress  D.  H.  Socket  Ore  Shovels,  No.  4,  per  doz. . 

Progress  D.  H.  Socket  Ore  Shovels,  No.  6,  per  doz. . 

Russell  Polished  Moulders’  Shovels,  No.  2,  per  doz. 
McKee  Polished  Moulders’  Shovels,  No.  2,  per  doz. 

Russell’s  Tamping  Shovel,  per  doz 

Coal  Shovels,  No.  1,  per  doz 

Coal  Shovels,  No.  2,  per  doz 

H.  B.  Scoops,  No.  3,  per  doz 

H.  B.  Scoops,  No.  4,  per  doz 

H.  B.  Scoops,  No.  5,  per  doz 

H.  B.  Scoops,  No.  6,  per  doz 

McKee  D.  H.  Socket  Spades,  No.  2,  per  doz 

Russell’s  L.  H.  Socket  Spades,  No.  2,  per  doz 

R.  R.  Picks 

Verona  Clay  Picks,  per  doz 

Ore  Picks  

Contractors’  Picks  

Tamping  Picks  

Verona  Tamping  Picks,  per  doz 

Coal  Picks  

Stone  Picks,  per  doz 

Mill  Picks,  per  lb 

Mattocks  

Stone  or  Ballast  Forks 

Rakes,  per  doz 

Coke  Beavers,  each 

Coke  Forks  


Barrows,  Etc. 


Syracuse  Dirt  Barrows 

Foundry  Barrows 

Syracuse  Coal  or  Mining  Barrows 

Pig  Iron  Barrows 

Syracuse  Ash  Barrows 

Syracuse  Canal  Barrows,  per  doz 

Syracuse  Concrete  Barrows,  per  doz. .' 

Syracuse  Wharf  or  Phosphate  Barrows,  per  doz. 

Syracuse  Dirt  Barrows,  each 

Syracuse  Drag  Scrapers 

Syracuse  Wheel  Scrapers 

Steel  Wagon  Wheels 

Syracuse  Wood  Wheels 

Syracuse  Steel  Wheels 

Common  Platform  Trucks 

Reynolds  Improved  Trucks 

R.  R.  and  Steamboat  Trucks 


Iron  Htjisting  Rope. 
Galvanized  Wire  Strand.  . 
Wire  Rope  Fastenings. . . . 

Wire  Rope  Clip 

Patent  Wire  Rope  Clamp. 
Manila  Rope,  per  lb 


60 


60 

5°-10 

50-10 


5o-5 


60 

40-1 


40-10 


40 

40 

40 

45 

50 


40 


Wire  Rope  and  Trimmings 

Steel  Hoisting  Ropes 45 


40 

25 

25 

5° 

25 


Net 


$ 6 00 
5 5° 
5 25 

5 5o 

6 00 
10  00 


00 

5° 

25 

50 

50 

75 

00 

25 

00 


9 00 


8 50 


5° 


7 5° 
35 


8 50 
1 25 


22  00 
36  00 
40  00 

3 75 

on  appl. 
on  appl. 
011  appl. 
on  appl. 


on  appl. 
on  appl. 
on  appl. 
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Pagre 

ARTICLES 

Discount 

Net 

45* 

452 

Lath  Yarn,  Tarred,  130  strd.  per  lb 

Lath  Yarn,  Tarred,  200  strd.  per  lb 

Oakum,  per  bale 

Tackle  Blocks,  wood 

65-IO 

50 

50 

50 

40 

40 

IO 

$0  09* 

IO.', 

3 00  ‘ 

Hollow  Steel  Tackle  Blocks . 

453 

Snatch  Blocks,  Wood 

Snatch  Blocks  Steel 

Steel  Tackle  Blocks 

454 

Blocks  for  Wire  Rope 

Iron  Sheaves  

455 

Hoists  and  lacks 

Harrington  Dbl.  Chain  Screw  Hoisting  Machines.  . 

20 

“Moore’’  Pneumatic  Geared  Hoists 

456 

457 

458 

459 

460 

Differential  Pulley  Blocks 

50 

20 

Yale  & Towne  Blocks — Duplex  and  Triplex 

Geared  and  Plain  Yoke  Trolleys 

Brown  Flat  Steel  Plated  Trolley 

Cargo  Winches  

IO 

on  appl. 
on  appl. 

Inclined  Wood  Frame  Winch 

IO 

461 

Alexander  Car  Replacer 

list. 

Easy  Car  Pusher. . 

list. 

462 

Locomotive  Jack  Screws 

70 

35 

Hydraulic  Jacks  

463 

Dbl.  Acting  Compound  Lever  Jacks 

Bell  Base  Ratchet  Jack  Screws 

60 

Ratchet  Carrying  Jacks 

464 

Lever  Jacks  

Ratchet  Ball-Bearing  Jacks 

'5 

.... 

Ratchet  Swivel  Jacks 

465 

Track  Drill Fig  1707 

IO 

IXL  Track  Drill 

list. 

Rail  Benders  

40 

5 

466 

Track  Drills  

467 

D.  A.  Rail  Benders 

on  appl. 

2 00 

Wood  Track  Levels,  each 

Huntington  Track  Gauges,  each 

1 50 

Combined  Track  Gauge  and  Level 

468 

Screw  Punches  

60-10 

Hydraulic  Screw  Punches 

on  appl. 
on  appl 
on  appl. 

469 

Rail  and  Structural  Iron  Punches 

Pneumatic  Coating  Machine 

470 

Iron  and  Steel 

Black  Diamond,  Base 

Silver  Base 

'4 

55 

2 qo 

Self-Hardening  Rase 

47' 

Machinery  Steel  Rase 

Bar  Iron,  Base.. 

1 75 

on  appl. 
on  appl. 
on  appl. 
on  appl. 

473 

Corrugated  Iron 

Never  Rust  Paint .. 

474 

476 

Bedford  Portable  Scales 

50 

"2  C OO 

477 

35  00 
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Pape  , 

ARTICLES 

Discount  | 

Net 

478 

479 

480 

481 

482 

483 

484 

485 

486 

487 

488 

489 

490 

491 

492 

493 

494 

Saws 

on  appl. 
on  appl. 
on  appl. 
on  appl. 
on  appl. 
on  appl. 

50 

so 

40 

30 

$0  20 

30 

30 

35 

list. 

to  Oj 

0 0 

I OO 

25 

40 

20 

1 50 

50 

1 50 

10 

8 

7 

6'r 

6] 

5 4 
54 
54 
54 
54 

3-R  Chains,  l/[" , per  1h 

3-B  Chains,  5-16",  per  lb 

3-B  Chains,  Yz' , per  lb 

7,  R Chains  y-i 6"  per  lh 

3 R Chains  per  lh 

3 B Chains,  " per  lb. . 

3~B  Chains,  " , per  lb. . 

3 B Chains,  Yf>'\  per  lb 

3 B Chains  I to  iJ4",  per  lb. . 

Keystone  Connecting  Kink.  . 

40 

75 

So 

40 

40 

45-5 

45-5 

45 

45 

Pumps,  Etc. 

Pitcher  Spout  

Figs  1788,  1789  1790.  ...  . . .... 

Hand  Boiler  Feed  Pump 

D.  A.  Force  Pump Fig.  1792 

W M Porce  Pump Pip's  1703  1704 

Force  Pumps 

Double  Acting  Force  Pumps 

Hydraulic  Rams  

>1 


2.3 


— A 


Ml 
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BIRMINGHAM 


SAVANNAH 


Page 


495 


496 

497 


498 


499-501 

502 


503 

504 


506 

507 


SoS 


5°9 

510 

5x3-5  *9 
520-522 

523 

524 
525  527 

528 

529 

530 


533 

534 

535 

538 

539 
540-542 

543 

544-552 

553-555 

556-557 

560-561 

564-565 

567 

568 

569 


ARTICLES 


Discount  Net, 


Triumph  Double  Acting  Force  Pumps 

“Marine”  Bilge  Pumps 

Deep  Well  Force  Pump  Standard 

i>rass  Jacket  Well  Points 

Washer  Drive  Well  Points 

Iron  Cylinder 

Seamless  Brass  Tube  Cylinders 

Improved  Brass  Lined  Iron  Cylinders 

Valve  and  Plunger  Leathers 

Pump  Rod  Couplings,  Galvanized,  per  lb 

Galvanized  Pump  Rod,  per  lb 

Malleable  Iron  Drive  Cap 

Power  Pumps  

M.  & K.  Fire  Hydrant Fig.  1822 

No.  2 M.  & K.  Fire  Hydrant 

No.  5 “Perfection”  Hydrant 

Steel  Shafting,  i}4"  and  smaller 

Steel  Shafting,  larger 

Flanged  Face  Couplings 

Compression  Coupling  

Universal  Couplings  

Square  and  Spiral  Jaw  Clutch  Couplings 

Shifting  Levers  and  Clutch  Bands 

Plain  and  Safety  Set  Collars 

Adjustable  Ball  and  Drop  Hangers 

Adjustable  Ball  and  Socket  Post  Hangers 

Rigid  Post  or  Bracket  Boxes I 

Pivoted  Semi-Rigid  Post  Hangers J 

Ball  and  Socket  Pillow  Blocks 

Rigid  Pillow  Blocks 

Rigid  Self-Oiling  Pillow  Blocks 

Rigid  Chain  Oiling  Pillow  Blocks 

Common  Flat  Boxes  

Solid  Journal  Boxes 

Adjustable  Step  Bearings 

Rigid  Vertical  Bearings 

Adjustable  Ball  and  Socket  Vertical  Bearings 

Base  Plates  for  Pillow  Blocks 

Wall  Brackets  and  Box  Frames 

Weller  Screw  Belt  Tightener 

Rack  and  Pinion  Belt  Tightener 

Wood  Split  Pulley 

Steel  Split  Pulleys 

Machine  Moulded  Cast  Iron  Pulleys 

Improved  Friction  Clutches 

Improved  Friction  Clutch  Coupling 

Reeves  Wood  Split  Pulley  Clutch 

Cast  Iron  Sheaves  for  Manila  Rope  Transmission 

Tallow  Laid  Manila  Rope 

“Fort  Duquesne”  Dressing  for  Manila  Rope 

Wire  Rope  Transmission  Sheaves 

Heavy  Hoisting  Sheaves  


40 

45-5 


75-10 

70 

70 

70-5 

70 

60 


40 


40 


5° 

50 


special 

5° 

special 

60-10 


5° 

50 

5° 

50 

50 

50 

50 

50 

50 

5° 


Conveyors  and  Elevators 


579-596 
599-601 
602-6 t 1 


Detachable  Link  Belting 

Sprocket  Wheels  for  Detachable  Link  Belting. 
Conveying  Machinery 


60-10 

50 

45-5 

special 

special, 

special 

special 

special 

list. 

special 

special 


15 

'5 


on  appl. 


So  16 
6 


on  appl. 
on  appl. 
list. 


on  appl. 
on  appl. 
on  appl. 
on  appl. 
on  appl. 
on  appl. 
on  appl. 


on  appl. 


24 


#11 


I 
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test 


W.  H.  KETTIG,  President. 

W.  J.  MILNER,  Vice-President. 
H.  K.  MILNER,  Sec’y  and  Treas. 


Plumbers’  Supplies 


MANUFACTURERS’ 

AND  MILL  SUPPLIES, 

MACHINERY,  ENGINES  AND  BOILERS. 

SAW  MILLS,  MINING  MACHINERY, 

MACHINISTS’  AND  FOUNDRY  SUPPLIES. 

BIRMINGHAM,  ALA. 


U.  S.  A. 


CATALOGUE  No.  9. 


E take  much  pleasure  in  presenting  our 
customers  with  this,  the  ninth  edition 
of  our  ILLUSTRATED  CATALOGUE  AND 
price-list.  We  have  availed  ourselves 
of  this  opportunity  to  more  fully  illus- 
trate our  constantly  increasing  and 
enlarged  variety  of  goods,  which  will  enable 
our  customers  at  a distance  to  conceive  a 
good  idea  of  the  very  full  line  we  carry 
in  stock. 

After  many  years  of  persistent  effort  we 
have  built  up  the  largest  business  of  this 
kind  in  the  Southern  States.  Our  large  and 
increasing  business— coming  from  all  parts 
of  the  country  — convinces  us  that  our 
customers  in  the  South  have  discovered 
long  ago  that  they  can  purchase  their  sup- 
plies from  us  in  Birmingham  as  cheaply 
as  they  can  anywhere  else,  not  counting  the  saving  of  time 
and  freight. 

We  shall  in  the  future,  as  well  as  we  have  in  the  past, 
be  watchful  of  the  wants  of  our  patrons.  We  shall  keep 
abreast  of  the  times  and  will  notify  our  customers  of  all 
market  changes. 

Hoping  to  be  rewarded  by  the  continued  and  liberal 
orders  of  our  customers  and  the  general  trade,  we  are, 
Very  truly, 

The  Milner  & Kettig  Co. 


Press  of 

C.  J.  Krehbicl  & Co. 
Cincinnati. 


' SPECIAL  NOTICE. 


This  Catalogue  supersedes  all  those  of  previous  issue  pertaining  to  Staple 
Goods. 


Illustrations  subject  to  modification. 


In  ordering,  to  avoid  possible  errors  and  confusion,  always  give  plate  number 
preceded  by  the  catalogue  letter  “ U.” 

Give  definite  instructions  as  to  route,  packing,  insurance,  etc.  Goods  not 
insured  unless  so  ordered. 


Give  explicit  and  complete  specifications  for  goods  not  standard,  accom- 
panied, if  possible,  by  sketch. 

Boxing  and  cartage  charged  at  cost. 

In  shipping  goods,  our  responsibility  ends  when  we  have  made  delivery  to 
Transportation  Company,  and  obtained  receipt  for  same  in  “Good  Order.” 
Goods  are  then  legally  the  purchaser’s  property,  and  at  his  risk,  and  any 
claims  for  loss  or  damage  in  transit  must  be  made  on  Transportation  Com- 
pany. 

Orders  can  not  be  countermanded  without  consent.  This  is  especially  true 
of  goods  other  than  standard. 

Goods  returned  will  not  be  accepted  unless  arrangements  for  such  return 
have  been  previously  made. 

Parties  returning  goods  must  be  responsible  for  their  delivery  in  good  con- 
dition, and,  unless  otherwise  agreed,  must  pay  shipping  expenses. 

When  returning  goods  always  put  your  name  on  the  packages. 

Claims  for  corrections  or  deductions  must  be  made  within  ten  (10)  days 
after  receipt  of  goods. 

Contracts  are  subject  to  delay  from  strikes,  accidents,  or  other  causes  beyond 
control. 

Correspondence,  in  order  to  receive  immediate  attention,  should  be  addressed 
to  the  firm,  and  not  to  individuals. 

Prices  subject  to  change  without  notice. 
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TELEGRAPH  CODE. 

QUOTATIONS,  ORDERS  AND  SHIPMENTS. 


FOR  BUYERS. 


Aback Do  you  manufacture  ? 

Abaft Have  you  in  stock,  if  not,  how  soon  can 

you  furnish  ? 

Abash How  many have  you  in  stock? 

Abate How  soon  could  you  furnish? 

Abbess  . . . .Can  you  furnish  promptly? 

Abduct  ....  Can  you  ship  at  once  ? 

Abet At  what  price  can  you  furnish? 

Abhor  At  what  price  and  how  soon  can  you 
furnish? 

Abode Can  you  ship? 

Abolish  Can  you  ship  by  ? 

Abound  . Have  you  shipped  ? 

Abridge  . . .If  not,  when  will  you  ship? 

Adage When  will  you  ship? 

Adam W'hen  will  you  ship  balance  of  our 

order  of ? 

Adder Quote  us  lowest  price  on  . 

Addling.  . . .Advise  by  wire  how  soon  you  can  ship. 

Adept We  will  accept  offer. 

Adjourn  . . .We  can  not  accept  offer. 

Adjunct  . . .Enter  our  order  for . 

Admire  Ship  immediately. 

Admix Ship  as  soon  as  possible. 

Adrift Ship  by  Boat. 

Advent  Ship  by  Rail. 


Affect Ship  by  Express. 

Affirm  . Ship  by  quickest  route 

Afflict Ship  by  cheapest  route. 

Affray Ship  to  the  care  of . 

Affright.  . . .If  you  can  not  ship  in  time  named  advise 
us  by  telegraph. 

Affront  If  you  can  not  ship  at  once,  cancel. 

Afresh If  not  already  shipped,  cancel. 

Agate Ship  with  sight  draft  attached  to  bill  of 

lading. 

Babble  ....Get  ready  and  hold  for  shipping  direc- 
tions. 

Baboon ...  .Ship  what  you  have  in  stock  and  let 
balance  follow. 

Baby Ship  what  you  have  in  stock  and  hold 

balance  for  further  instructions. 

Back Hold  for  further  instructions  our  order 

of . 

Backing  . . .Cancel  our  order  of . 

Badger  Ship  goods  ordered  at  once. 

Badness  . . .Hasten  shipment  of. 

Baffle  We  must  have. 

Baffling  . . .Send  tracer  for  shipment. 

Bag Get  through  rate  of  freight. 

Bailiff Prepay  freight. 


FOR  DEALERS. 


Bald.  Shall  we  enter  your  order? 

Ballad  . Shall  we  ship? 

Balloon.  . . .Shall  we  ship  what  we  have  ready? 

Ballot W'hen  shall  we  ship? 

Baltic How  shall  we  ship? 

Bandage  . . .Not  in  the  city;  shall  we  ship  direct  from 
factory  ? 

Bandit  . Shall  we  ship  with  sight  draft  attached  to 
bill  of  lading? 

Banner  . . . .Shall  we  cancel  your  order? 

Banquet  . . .We  manufacture  goods  referred  to. 

Banter  We  do  not  make. 

Baptist  We  have  in  stock. 

Barber  ....We  have  in  stock  and  can  furnish  at. 
Barrack  . . We  have  none  in  stock. 

Basement . . We  have  none  in  stock  but  can  ship. 

Bashful  ....  We  have  no in  stock,  nor  is  it  in  the 

city. 

Barren  ....  We  can  ship. 


Base  .We  can  ship  promptly. 

Bassoon  . . ,Wre  can  ship  at  once  from  stock. 

Basting  . . .We  can  ship  complete  on  receipt  of  order. 

Bastion  . . .We  can  ship  complete  in  about . 

Batch  We  can  ship  today. 

Beach We  can  ship  tomorrow. 

Beadle  . . . . W'e  can  not  ship. 

Beam  We  can  not  ship  before. 

Beard We  can  ship  from  stock  and  the 

balance  — — . 

Bearing  . . .We  can  furnish. 

Beast We  can  not  furnish. 

Beauty  We  can  furnish  prompily. 

Beaver  . . . .We  can  furnish  immediately. 

Bed W'e  can  not  promise  definitely. 

Bedeck  ....  We  are  entirely  out  of. 

Bedding  . . .We  have  entered  your  order  for. 

Bedlam  We  have  entered  your  order  of. 

Befall  . . W'e  will  ship  your  order. 
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QUOTATIONS,  ORDERS  AND  SH IPM  ENTS  Continued. 


FOR  DEALERS. 


Befit We  will  ship  with  sight  draft  attached  to 

bill  of  lading. 

Beg We  will  ship  immediately. 

Beggar  . . . .We  will  try  to  ship. 

Begrudge  . .We  expect  to  ship. 

Behave  ....  We  shipped  your  order. 

Behead  We  will  trace. 

Behest  ....  We  have  no  order. 

Behold  ....  We  have  ready  for  shipment. 

Belay  We  are  holding  the  order  for ; shall 

we  ship  balance  without  them? 

Bemoan  ...We  have  suspended  work  on  your  order. 

Benefit  .We  have  cancelled  your  order. 

Bengal  .Order  is  being  executed  and  can  not  be 
cancelled. 

Benumb  . . .Your  letter  was  not  received  in  time. 

Bequest  . . .Your  telegram  was  not  received  in  time. 

Beset  Your  telegram  was  unintelligible.  Please 
repeat. 


Besought  .We  quote  you. 


Bestow  . . . .We  will  accept  order. 

Betide We  can  not  accept  order. 

Betoken  . . We  will  hold  offer  open. 

Betray  ....  We  can  not  hold  offer  open. 

Betroth.  . . .We  hereby  withdraw  all  quotations. 

Bewail  . . . .The  price  of is  today  advanced  to. 

Bewitch  . . . Please  specify  quantity  wanted. 

Bigness  ....  Please  specify  sizes  and  quantity  wanted. 

Bigot Please  send  shipping  instructions. 

Billiards  ..  .See  our  letter  of. 

Biped See  our  telegram  of. 

Birth Telegraph  tomorrow. 

Biscuit  .Please  reply  immediately  by  telegraph. 
Bishop  Answer  by  wire  at  our  expense. 

Bismuth  . . .Must  have  answer  by. 

Bison  Will  send  particulars  by  mail. 

Blab Please  answer  our  letter  of  the . 

Blacking.  . . Please  answer  our  telegram  of  the . 


PHRASES. 


Blame  . If  ordered  immediately. 

Blameless  If  ordered  immediately  by  wire. 

Blanch  For  immediate  acceptance. 

Blanket. . . .For  immediate  acceptance  and  shipment. 

Blarney.  . . .For  acceptance  within . 

Blast Less  freight  allowance  per  ioo  pounds 

of  — — . 

Bleed Referring  to  your  letter  of  . 

Blemish  . . .Referring  to  your  telegram  of . 

Blending.  . .In  reply  to  your  favor  of  the . 

Bless Your  order  of  the . 

Blessing  . . .Our  order  of  the . 

Blight Your  order  for . 

Blissful  . . .Our  order  for . 

Blister  ...  .In  addition  to  previous  order. 

Bloat In  less  than . 

Bloody  . . . .Not  less  than . 

Blotch No  sooner  than . 

Blouse Not  later  than  . 

Blow During  this  week. 

Blubber  . . . Last  of  this  week. 

Bluff During  next  week. 

Blunder  . . .Early  next  week. 

Blunt About  middle  of  next  week. 

Board Last  of  next  week. 


Boast  . First  week  in  . 

Boat Second  week  in . 

Bobbin  Third  week  in  . 

Bold  . . Last  week  in  . 

Bolster  . . . .Within  the  next . 

Bombard  . Within  a few  days. 
Bombast ..  .Within  one  week. 

Bombay  . . .Within  ten  days. 

Bondman  . .Within  two  weeks. 

Bonnet  . . . .Within  three  weeks. 
Borrow  . . . .Within  four  weeks. 
Bosom.  Within  a reasonable  time. 

Botany  Per  foot  net. 

Bounce  ....  Per  foot  less . 

Bound  . Per  ioo  feet  net. 

Bounty  ....  Per  ioo  feet  les  . 

Bowlder  . . .Per  pound  net. 

Bowling  . . . Per  pound  less  — — . 
Bracket  . . . Per  ioo  pounds  net. 

Brag Per  ioo  pounds  less . 

Brain  Per  dozen  net. 

Branch  ....  Per  dozen  less . 

Bramble  .Per  ioo  net. 

Bravado  . . . Per  ioo  less . 


VI 
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Brave  

20 

Breach  

21 

Breaking  . . . 

22 

Breast 

23 

Brevet  

24 

Brick 

25 

Bride 

26 

Bridal 

27 

Bridling 

28 

Brigade  . . . 

29 

Brigand 

3° 

Brilliant  .... 

31 

Brimful 

32 

Briton 

33 

Brittle 

34 

Broach  . 

35 

Brocade  .... 

3b 

Brogans 

37 

Brogue 

3s 

Brook  

39 

Brother  .... 

4° 

Brow 

41 

Buckish  .... 

42 

Budget  . 

43 

Buff 

44 

Buffer 

45 

Buffoon  . 

46 

Bugbear 

47 

Buggy  . 

4s 

Bugle 

49 

Bulb 

5° 

Bullock 

5 1 

Bullion 

52 

Bulrush  .... 

53 

Bulwer 

54 

Bump 

55 

Bumping  . . 

59 

Bumpkin  . . . 

57 

Bunch  .... 

58 

Bungling  . . . 

59 

Bunting 

bo 

Burden 

61 

Burdock  .... 

62 

Burglar  .... 

b3 

Cab 

64 

Cabbage 

6.5 

Cabal  ... 

66 

Cabin 

97 

Cabinet  .... 

(.8 

Caboose  .... 

69 

Percent. 


Clownish  ....  i 

Club i '■ 

Clubbing  2 

Clumsy 2 yi 

Cluster 3 

Clutch 3J,2 

Coach  4 

Coast  4'a 

Coasting  5 

Coax 6 

Coaxing 7 

Cobbler  . 7'/z 

Cobweb 8 

Cockade 9 

Cockney 10 

Combat 11 

Combine  ....  12 
Combust  12^ 

Comet  13 

ComBt  14 

Comfort 15 

Comma 16 


Cackle 70 

Cackling  ...  71 

Cadence ....  72 

Cadet 73 

Cafton 74 

Caging 75 

Cajole 76 

Caldron  77 

Caleb 78 

Calendar  ...  79 

Caliber 80 

Callous.  81 

Calm 82 

Calmness  ...  83 

Calvin 84 

Cameo 85 

Camp  86 

Campaign  . 87 

Camping  ...  88 

Canal 89 

Canary  ....  90 

Candid . 91 

Candle 92 

Candor  . 93 

Candy 94 

Canine  . 95 

Canker 96 

Cannibal  ...  97 

Canon  98 

Canopy  99 

Canvas  too 

Caper 125 

Capital.  150 
Capstan  ...  175 
Captain  200 
Captor  . . 225 

Carbine  250 

Carat 275 

Caravan  300 

Carboy  325 

Carcass  35° 

Cardinal  ...  375 
Carding  ....  400 

Caress 425 

Carman  ....  450 
Carnage  ....  475 

Carnal 500 

Carnival  . . . 525 
Carpet  . 55° 

Carrion  ....  575 


Command 

Percent. 

17 

Comment 

is 

Commute 

19 

Compact  . 

. 20 

Compass 

. 21 

Complain  . 

. 22 

Complex 

23 

Compose 

24 

Compound. 

• 2 5 

Compute 

2() 

Comrade 

27 

Concave  . . 

. 28 

Conceal  . . . 

• 29 

Concord  . . 

■ 3° 

Conduct 

3' 

Confess  . . 

• 32 

Confide 

33 

Convex. . . . 

Convict  . . . 

■ 34 

Coquette 

35 

Coral 

• 3b 

Cordage  . . 

• 37 

NUMERALS. 


Carriage  . 

. 600 

Carrot  . . . 

. 625 

Cart 

650 

Cartoon  . . 

• 675 

Carver 

700 

Carving  . . 

. 725 

Cascade  . 

• 75° 

Casement. 

• 775 

Casino  . . . 

800 

Casket  . . . 

825 

Casting . . . 

. 850 

Castle .... 

• 875 

Castor  . . . 

. 900 

Casual  . . . 

. 925 

Cat 

• 95° 

Catacomb 

• 975 

Catch  . 

IOOO 

Catnip  . . . 

. I IOO 

Cattish  . . . 

. 1200 

Caucus  . . . 

• 13°° 

Caustic 

1400 

Cavern  . . . 

. 1500 

Cavil 

1600 

Cavity  . . . 

. 1700 

Cedar  . . 

. 1800 

Cellar  . . . . 

. 1900 

Cement. . . 

. 2000 

Censure 

. 2100 

Census  . . . 

. 2200 

Central 

. 2300 

Century  . . 

. 2400 

Cestus 

10 

O 

O 

Chafing 

2600 

Chaff 

. 2700 

Chagrin  . . 

. 2800 

Chalice  . . 

. 2900 

Chalk 

. 3000 

Challenge 

. 3100 

Chamber  . 

. 3200 

Champion 

■ 33°° 

Chandler  . 

■ 34°° 

Chant  . . . 

• 35°° 

Chanting  . 

. 3600 

Chaos 

. 3700 

Chapel  . . . 

. 3800 

Chaplain  . 

. 3900 

Chaplet  . . 

. 4000 

Chapping 

. 4100 

Chapters  . 

. .4200 

Charade  . 

• 43°° 

DISCOUNTS. 

Percent. 


Cordial 38 

Coronal  . 39 

Cottage  40 

Council  4 1 

Countess  ....  42 

Coupon 42, 1 '4 

Courage 43 

Courtesy  44 

Cudgel 45 

Cuffing 46 

Culprit 47 

Cupid XI  Yt 

Cupping 48 

Curator 49 

Curse 50 

Cursing 51 

Custard  . 52 

Custody 52 ^ 

Custom  ....  53 

Cutlass 54 

Dab 55 

Dabbler 56 


Charger  . . 

4400 

Chariot  . . 

45°° 

Charity  . 

4600 

Charm  . . . 

47°° 

Charming . 

4800 

Chasten 

4900 

Chastise . . 

5000 

Chastity.  . 

5100 

Chat 

5200 

Chatting.  . 

53°° 

Chatham  . 

54°° 

Chattel.  . . 

55°° 

Cheat  .... 

5600 

Cheer  .... 

57°° 

Cheerful . . 

5800 

Chemist  . . 

59°° 

Cherish  . . 

6000 

Cherub 

6100 

Chess  .... 

6200 

Chestnut  . 

6300 

Chicken  . . 

6400 

Chide  . 

6500 

Chiding  . . 

6600 

Chief 

6700 

Chieftain  . 

6800 

Child  . 

6900 

Childish  . . 

7000 

Childless  . 

7100 

Children  . 

7200 

Chilly  . . . 

73°° 

Chime . 

7400 

Chiming.  . 

7500 

Chimney  . 

7600 

China  .... 

77°° 

Chinese  . . 

7800 

Chink  . . . 

79°° 

Chirp  .... 

8000 

Chisel 

8100 

Choke .... 

8200 

Choking  .. 

8300 

Choose  . . . 

S400 

Choral 

8500 

Chorus  . . 

8600 

Chosen  . . 

8700 

Chowder 

8800 

Christian  . 

8900 

Chronic  . . 

90C  O 

Chubby 

9100 

Chuckle  . . 

9200 

Chum  .... 

9300 

Percent. 


Dabbling  . . 57 
Dabster  . . S7 H 

Daddy  58 

Dado 59 

Dagger  60 

Daggle 61 

Dagon 62 

Dally 62^ 

Damask  . 63 

Damp 64 

Dampish  ....  65 

Damsel 66 

Damson 67 

Dancer  67^ 

Dandy 68 

Dandruff  ....  69 

Dangle 70 

Danish 71 

Danube 72 

Dapple  72 )/2 

Dappling 73 

Daring 74 


Church. . . 

. 9400 

Cinder  . . . 

• 9500 

Cinnamon 

. 9600 

Citadel  . . . 

. 9700 

Citation  . . 

. 9800 

Citizen  . . . 

. 9900 

Citron 

lOOOO 

Civilian  . . 

. 1 IOOO 

Claimant  . 

. 12000 

Clam 

. I3OOO 

Clamber. . 

. I 4OOO 

Clammy  . . 

. I5OOO 

Clamor  . . . 

. 16000 

Clan  . . . 

. 17000 

Clang  .... 

. 1 Sooo 

Clanish . . . 

. 19000 

Clapper  . . 

. 20000 

Claret  . 

21000 

Clarion 

22000 

Clarify 

. 23OOO 

Clash  . . . . 

. 24OOO 

Clashing  . 

. 25000 

Clatter 

26000 

Clause 

. 27000 

Claw  . 

. 28000 

Clawing  . . 

. 29OOO 

Cleaver  . . 

.30c  OO 

Cleft 

.3IOOO 

Clement  .. 

.32000 

Clergy  . . . 

.33000 

Client  . . . 

. 34000 

Cliff 

.35000 

Climate  . . 

. 36000 

Climax  . . 

.37000 

Climb  . . . 

.38000 

Climbing  . 

.39000 

Clinch 

40000 

Clincher. . 

.41000 

Clinker.  . . 

. 42OOO 

Cloak  . . . . 

.43000 

Clod 

.44OOO 

Clodding 

45OOO 

Cloven  . . . 

. 46000 

Cloud  . . . . 

. 47OOO 

Cloudless. 

. 48000 

Clouded  . 

. 49OOO 

Clown . . . . 

. 50000 

Percent. 


Darkness 

75 

Darling 

76 

Darken 

77 

Darning 

77  'A 

Dashing 

78 

Dastard  . 

79 

Daub  

80 

Dawn 

81 

Dazzle  

82 

Dazzling 

83 

Deacon  

84 

Deafen 

85 

Deafness  . 

86 

Dearth  

87 

Debar  

88 

Debate 

89 

Debut  

90 

Decade 

9i 

Decamp 

92 

Decanter  .... 

93 

Decay 

94 

Deceit 

95 
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Declaim 

Percent  discount. 

Ducat . 

And 

10  and 

10  and 

5 and  2)4. 

Declare 

.And  L- 

Dwarf 

. And 

10  and 

10  and 

7 

/ 72  • 

Default  . 

. .And  ]/z. 

Dwarfish  . . . 

. And 

10  and 

10  and 

10. 

Defame  . . 

. . And  1 . 

Festal  . . 

.And 

10  and 

10  and 

10  and  2)4. 

Derby 

. And  2. 

Festival . 

.And 

10  and 

10  and 

10  and 

5- 

Despot . . . 

. .And  2 y2. 

Festoon  . 

A nd 

10  and 

10  and 

10  and 

7X- 

Detach  . . 

. . And  3. 

Fetch  . 

And 

10  and 

10  and 

10  and 

IO. 

Dial 

And  5. 

Feudal 

And 

10  and 

10  and 

10  and 

10  and 

2)4. 

Dogma  . . . 

. . And  5 and  2)4- 

Fibbing  . . . 

10  and 

10  and 

10  and 

10  and 

5- 

Dolphin  . . 

. .And  5 and  5. 

Fiddle 

. A nd 

10  and 

10  and 

10  and 

10  and 

7X- 

Dotage 

. And  7 )4. 

Fiddling . . . . 

.And 

10  and 

10  and 

10  and 

10  and 

10. 

Dotard  . . . 

. . .And  7 y,  and  2)4. 

Fidget 

.And 

10  and 

10  and 

10  and 

10  and 

10  and 

2X- 

Doublet  . . 

. . . And  7 y>  and  5. 

Field  

.And 

10  and 

10  and 

10  and 

10  and 

10  and 

5- 

Drag  . . 

And  10. 

Fight 

. And 

10  and 

10  and 

10  and 

10  and 

10  and 

VA 

Dragon 

. . And  10  and  2)4. 

Figment  . . 

.And 

10  and 

10  and 

10  and 

10  and 

10  and 

IO. 

Drama 

And  10  and  5. 

Filbert 

. And 

10  and 

10  and 

10  and 

10  and 

10  and 

10  and  2)4 

Dream 

And  10  and  5 and  2)4- 

Filch 

And 

10  and 

10  and 

10  and 

10  and 

10  and 

10  and  5. 

Dredge 

, And  10  and  7)4. 

Filter 

.And 

10  and 

10  and 

10  and 

10  and 

10  and 

10  and  7)4 

Doublet  . . 

. . And  10  and  10. 

Filthy 

10  and 

10  and 

10  and 

10  and 

10  and 

10  and  10. 

Dropsy And  io  and  io  and  2 )4- 

Drunkard  . . . And  10  and  10  and  5. 


WROUGHT  PIPE. 


Extra  Strong 

Double  Extra  Strong Dewey 

NUMBER 

OF  FEET. 

25  feet  . . . 

. Africa 

800  feet  . . . . 

Holland 

8000  feet 

Russia 

50  44  

. Alabama 

900  44  . . . . 

. .Ireland 

9000  “ . . 

Spain 

75  “ 

. Arizona 

I OOO  “ .... 

. .Japan 

I OOOO  ‘ 4 . . 

...  Texas 

IOO  44  

Asia 

2000  ‘ ‘ 

Kentucky 

15000  “ 

. . Uruguay 

200  44  .... 

Belgium 

3000  “ — 

Liberia 

20000  “ . . 

....  Valparaiso 

300  “ — 

.Chili 

4000  44  . . . . 

. . Maine 

O 

3 

O 

W) 

. . . .Washington 

400  “ 

.Denmark 

5000  “ . . . . 

. .Nevada 

30000  4 4 

Xenia 

500  “ 

• Egypt 

OOOO  44 

. . Ohio 

40000  44 

Yorkville 

600  “ 

. France 

7000  “ 

. . Peru 

50000  44  . . 

Zanesville 

O 

O 

. Germany 

BLACK 

PIPE. 

X inch 

.Allegheny 

1)4  inch 

. Harrisburg 

5 inch... 

...  Newark 

7 “ 

. Baltimore 

2 44  .... 

, .Ithaca 

6 “ . . . 

. . . . Oneida 

H “ 

. Camden 

2X  “ 

. .Jamestown 

7 “ ... 

. . . . Paris 

K “ 

. Detroit 

3 

. . Kensington 

8 “ ... 

. . . . Reading 

X “ •••• 

.Erie 

3X  “ 

. .Lancaster 

9 “ ... 

. . . . Salem 

I “ 

. Fairmount 

' 4 “ 

. Macon 

10  44  . . . 

. . . Troy 

IX  “ 

. Galena 

4X  “ 

. Quincy 

1 2 44  ... 

. . . Utica 

GALVANIZED  PIPE. 

X inch 

. Amazon 

2 inch 

. . Hudson 

6 inch 

. . . Osage 

X “ 

Bay 

2X  “ • 

. .Indus 

7 “ - • • 

. . Po 

X “ 

. Colorado 

3 “ 

Juniata 

8 “ ... 

. . . Rhine 

X “ 

Danube 

3X  “ 

. . Kanawha 

9 “ ••• 

. . . .Seine 

I “ .... 

.Elbe 

4 “ 

. .Lake 

10  44  . 

...  Tweed 

«X  “ 

. Firth 

4X  “ 

. Miami 

1 2 44  . . 

. . . . Ural 

'X  “ 

. Ganges 

5 “ 

. Nile 
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PAGE 

A.  & O.  Stop  and  S.  & W.  Cocks  178 

Acme  Instantaneous  Water  Heaters 338 

Acorns,  Railing 22 

Adjustable  Extension  Rods 142 

Adjustable  Flue  Cleaners 160 

Adjustable  Pipe  Tongs 150 

Adjustable  Stocks  and  Dies 154,  155 

Air  Cocks 85,  86 

Air  Valves,  Radiator 8: — 84 

Alligator  Wrenches 150 

Aluminium  Elastic  Cement 118 

Altitude  Gauges 92 

American  Graphite,  Dixon’s 118 

American  Unions 1 1 

Angle  Hopper  Cocks 199,  215 

Angle  Valves,  Asbestos  Disc 61 

Brass 55.  60,  61,  140 

Gas 140 

Iron  Body 57,  60,  61 

Jenkins  Bros.' 60 

Jenkins’  Disc 55.  57 

Lock  Shield,  Gas 140 

Anti-Freezing  Well  Pumps 422,  423 

Apron  Brackets 265 

Apron  Supports 265 

Argand  Burners 135 

Argand  Chimneys 136 

Argand  Shade  Holders 137 

Armstrong's  Adjustable  Stocks  and  Dies  . .154 

Armstrong’s  Hinged  Pipe  Vises 146 

Asbestos  Building  Felt 115 

Asbestos  Cement  Felting 115 

Asbestos  Cloth 115 

Asbestos  Discs 61 

Asbestos  Disc  Valves 61 

Asbestos  Gasket  Board  1 1 5 

Asbestos  Gaskets 115 

Asbestos  Lead  Joint  Runners 143 

Asbestos  Mill  Board 115 

Asbestos  Packed  Cocks 69 

Asbestos  Packings 115 

Asbestos  Retort  Cement 115 

Asbestos  Rope  Packing 115 

Asbestos  Sheathing 115 

Asbestos  Wick  Packing 115 

Asphalted  Wrought  Iron  Pipe 2 

Augers,  Gas  Fitters’ 163 

Automatic  Air  Valves 82 — 84 

Automatic  Grease  Cups 104 

Automatic  Injectors 95 — 97 

Automatic  Rod  Cups 103 

Automatic  Tanks,  Closet  293 

Awls,  Belt 1 12 


B 

PAGE 

Back  Pressure  Valves 64 

Backs,  Bracket 136 

“ Sink,  Cast  Iron 348 

Back  Water  Traps 391 

Bags,  Tool 1 71 

Bailey  Hydrants  and  Street  Washers  ....  408 
Bailey  Hydrant  and  Street  Washer  Repairs  . 409 

Bailey  Slop  Hoppers 344 

Ball  Cocks,  Compression 200 

“ Fuller 212 

“ Ground  Key 18 1 

Ball  Gauge  Cocks 88 

Ball  Joint  Pipe  Hangers 49 

Balls,  Connecting ...  133 

“ Copper  Float 269 

“ Fuller 213 

Bands  for  Flush  and  Supply  Pipes 236 

Bands,  Soil  Pipe 387 

Barber  Slabs,  Marble 272 

Barrett  Cleanouts 39  r 

Barrett  Sewer  and  Tide  Traps 391 

Bar  Tin 365 

Bases,  Empire 135 

Bases  for  Lava  Tips 135 

Bases  for  Service  Boxes 304 

Bases  for  Valve  Boxes 397 

Basin  Chains 224 

Basin  Clamps 225 

Basin  Cocks,  Bracket,  Fuller 209 

Compression 192,  193 

Fuller 207 — 209 

Self  Closing,  Boston  217 

“ Cornell 222 

“ Doherty 220 

“ Telegraph  Handle,  21  5 

Basin  Fixtures 268 

Basin  Plugs 226,  227 

Basin  Supply  Pipes,  Brass 266,  267 

Basin  Washers,  Rubber . 239 

Basin  Wastes  and  Overflows,  Secret  ....  268 

Basin  Wrenches 169 

Basins,  Cast  Iron 316 

“ Earthenware 284,  285 

Bath  and  Basin  Fixtures 268 

Bath  Bibbs,  Compression 190 

" Fuller 205 

Bath  Chains 224 

Bath  Cocks,  Compression 190,  19 1 

“ Fuller 205,  206 

Bath  Plugs 228 

Bath  Supply  Pipes,  Brass  266 

Bath  Traps,  Bennor  and  Cudell 260 

Bath  Tub  Connections,  Soil  Pipe 371 
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CONTINUED. 


Bath  Tubs,  Cast  Iron  .........  326— 

“ Copper  

“ Steel 

Bath  Wastes  and  Washers 

Beam  Hooks 

Beaton’s  Floor  and  Ceiling  Plates 

Bell  Supply  Waste  and  Overflow  Combinations, 

Bell  Traps,  Brass,  with  Strainer 

Bell  Trap  Cesspools 

Belt  Awls 

Belt  Bolts 

Belt  Cement 

Belt  Dressing 

Belt  Hooks 

Belt  Punches 

Belt  Studs 

Belt  Sundries 1 1 1, 

Belting,  Cotton 

“ Leather 

“ Rubber  

“ Stitched  Canvas 

Bench  Vises 

Bends  and  Ferrules  Combined,  Lead  and  Iron, 
Bends  and  Soldering  Nipples,  Combination  . 

Bends,  Lead 

“ Soil  Pipe 369 — 

Bendi  ng  Pins  

Bending  Springs 

Bennett  Water  Pressure  Regulators 

Bennor  Bath  Traps 

Bibb  Discs 

Bibb  Ends,  Hose 

Bibb  Seat  Dressers 

Bibb  Washers 

Bibbs,  Bath,  Compression 

“ Fuller 

Bibbs,  Compression 186— 

“ Fuller  201  — 

“ Ground  Key 

“ Loose  Key,  Compression 

“ Self  Closing,  Boston 

“ “ Cornell 

“ “ Doherty 

Telegraph  Handle  . . . 

“ Wash  Tray,  Compression 

Fuller  .......  203, 

Blake  Belt  Studs 

Blakeslee  Steam  Jet  Pumps 

Block  Tin 

Block  Tin  Pipe 

Blow  Pipes 

Boards,  Bracket 

“ Pipe 296, 

“ Support 

“ Tank  

Boiler  Couplings 

Boiler  Elbows,  Galvanized  Iron 

Boiler  Fittings,  Brass  and  Galvanized  Iron  . . 

Boiler  Hangers,  Wrought  Iron 

Boiler  Ratchets 

Boiler  Shoes,  Wrought  Iron 

Boiler  Stands 

Boiler  Thermometers 

Boiler  Tubes 

Boilers,  Range,  Copper 

“ Galvanized  Iron  ....  333 — 

“ House  Heating 72 

“ Tubular 


AGE 

-329 

33° 

331 
228 

48 
5i 
268 
230 
342 
1 1 2 
1 12 
1 10 

1 10 

1 1 1 

1 12 

1 1 1 

1 12 
1 10 
1 10 

109 

1 10 
146 
243 
242 
253 
37i 
168 

168 

413 

260 

239 

125 

IJO 

239 

190 
205 
190 
205 
185 
r 88 
216 
222 
219 
214 
189 
204 

1 1 1 
97 

365 

364 

169 

296 

297 

296 

297 

240 
240 
240 
336 
1 59 
336 
336 
91 

5 

332 
335 

73 

7 1 


PAGE 

Bolts,  Belt iii 

“ Copper 168 

“ Sink 354 

“ Urinal 233 

Bossing  Sticks 169 

Boston  Self  Closing  Woik 216 — 218 

Bower’s  Traps 256 

Bower’s  Trap  Repairs 257 

Boxes,  Grease 170 

“ Roadway  . . 395 

“ Service  or  Stop  Cock 394 

“ Valve 396 

Boxwood  Dressers 169 

Bracket  Backs 136 

Bracket  Basin  Cocks,  Fuller . . 209 

Bracket  Boards 296 

Bracket  Bodies 134 

Bracket  Cocks,  Gas 133 

Brackets  for  Boilers,  Wrought  Iron 336 

Brackets,  Gas  130,  131 

Lavatory 265 

Seat  and  Tank 265 

“ Sink 354 

Branch  Tees 47 

Brass  Bell  Trap  with  Strainer 230 

Brass  Brackets 265 

Brass  Ferrules 244,  245 

Brass  Fittings 52—54 

Brass  Jacket  Well  Pumps 429 

Brass  Oil  Cups 102 

Brass  Oilers,  Engine 100,  101 

Brass  Pillars 135 

Brass  Pipe 52 

Brass  Pipe  Supports  and  Bands 54,  236 

Brass  Slip  Joint  Elbows 236 

Brass  Soldering  Nipples 242 

“ “ Drainage 45 

Brass  Soldering  Unions 242 


Brass  Strainers 229,  230,  362 

Brass  Traps,  Grease 255 

“ Lavatory 262,  263 

“ Sink 255,  262 

Brass  Union  Elbows 82 

Brass  Unions 52 

Brass  Valves,  Air 82 — 84 

Angle 55,  60,  61,  140,  141 

Asbestos  Disc 61 

Butterfly 64 

Check  . . 56,  59,  60 

Cross 55.  60 

Gas 140,  141 

Gate 65,  66,  67,  12 1 

Globe 55,  60,  61,  140,  141 

Hose 121 

Jenkins  Bros.’ 60 

Jenkins’  Disc  . . 55,  56,  79,  80,  81 

Lock  Shield 81,  140 

Quick  Opening 66,  67,  81 

Radiator 79 — 81 

Safety 62,  63 

Throttle 65 

Whistle 89 

Brown’s  Adjustable  Pipe  Tongs 150 

Brown’s  Seamless  Copper  Boilers 332 

Brushes,  Duster 170 

“ Flue 160 

“ Soil 170 

Bucket  Pumps 415 


X 


THE  MILNER  & KETTIG  COMPANY. 


B— CONTINUED. 

Building  Felt,  Asbestos  .... 
Bumpers,  Seat  and  Tack,  Rubber 

Bushings,  Brass 

Hose 

Iron 

“ Galvanized  . . . 

Butterfly  Valves 

Green  House  . . 

Burners,  Gas 

Burner  Cocks,  Elbow 

Burner  Cups  

Burner  Pliers 

Burning  Machines,  Lead  .... 
Burrs,  Copper 

c 


PAGE 
. . 115 

• • 239 

• • 53 
. . 124 

■ 30,  31 

• • 31 
. . 64 

• • 39° 
135.  136 

• • 132 

• • 136 

. . 151 
. . 167 
. .112 


Caldwell  Hose  Straps 124 

Caldwell  Hose  Strap  Fasteners 124 

Calipers 162 

Calking  Chisels 168 

Candle  Sticks 171 

Candle  Wick 1 1 5 

C.  & L.  Furnaces  . 165 

Canvas  Belting no 

Cape  Chisels 162 

Capping  for  Air  Inlet  Pipes 45 

Caps,  Brass 53 

“ Cast  Iron 28 

Galvanized 31 

“ Drive 425 

Caps  for  Cast  Iron  Water  and  Gas  Pipe  ...  6 

Caps,  Malleable  Iron 13 — 15 

“ Railing 22 

“ Vent,  Soil  Pipe 383 

Car  Heater  Fittings 36 

Carpet  Tool  Bags 17 1 

Carts,  Hose 128 

Casing,  Well 4 

Cast  Iron  Basins 316 

Cast  Iron  Bath  Tubs 326 — 329 

Cast  Iron  Fittings 24 — 51 

“ “ Extra  Heavy 35,  36 

“ “ Flanged 38 — 41 

“ “ Galvanized 31 

“ “ Long  Turn  37 

“ “ Standard  List  of  Sizes  . 32 — 34 

Cast  Iron  Fittings  for  Water  and  Gas  Pipe  . . 6,  7 

Cast  Iron  Flanged  Pipe 7 

Cast  Iron  Hoppers 306—312 

Cast  Iron  Lavatories 317 — 324 

Cast  Iron  Pipe  Clamps 23 

Cast  Iron  Radiators 74 — 76 

Cast  Iron  Slabs  and  Bowls 317 — 320 

Cast  Iron  Sinks,  Kitchen 347 — 357 

" Slop 344t346 

“ Wash 325 

Cast  Iron  Soil  Pipe 368 

Cast  Iron  Soil  Pipe  Fittings 369 — 388 

Cast  Iron  Urinals 315 

Cast  Iron  Wash  Stands 317 — 324 

Cast  Iron  Water  and  Gas  Pipe 6 

Cast  Iron  Water  Closets 305 

Ceiling  Plates 51 

Cellar  Drainers,  Climax 414 

Cellar  Traps 343 

Cement,  Aluminium  , 118 

Asbestos  Retort  ...  1 1 5 


PAGE 

Cement,  Belt 1 10 

Crane’s 1 18 

Eureka 1 18 

“ Gas  Fitters’ 118 

Cement  Felting,  Asbestos 115 

Cement  Laundry  Tubs 358 

Centrifugal  Traps 258,  259 

Cesspools,  Cast  Iron 342,  343 

Chain,  Jack 224 

“ Red  Metal,  for  Stop  and  Waste  Cocks,  224 

“ Safety 224 

“ Steel,  for  Stop  and  Waste  Cocks  . . . 224 

Chains,  Basin 224 

“ Bath 224 

“ Wash  Tray 224 

Chain  Snaps 224 

Chain  Stays 223 

Chain  Wrenches 149 

Chairs,  Pipe,  Green  House 390 

Chandelier  Hooks 13 — 15 

Chandelier  Loops 15 

Chapman  Steam  Traps 77 

Check  and  Guide,  Street  Washer 399 

Check  and  Waste  Cocks,  Mueller 412 

Check  Valves,  Brass _ 56,  59,  60 

“ Iron  Body . 58,  59,  60 

“ Jenkins  Bros.’ 60 

" Jenkins'  Disc  ....  56,  58,  59 

“ ' Swinging 59 

Chicago  Pattern  Hose  Valves 121 

Chime  Whistles 89 

Chimneys,  Argand 136 

Chipping  Knives 168 

Chisels 162 

“ Calking 168 

“ Yarning 168,  169 

Cistern  Pumps 415 

Clamps,  Basin 225 

“ Closet 234 

“ Hose 124 

“ Hydrant 398 

“ Pipe 23 

Urinal 232 

Cleanouts,  Iron 391 

Clean  Sweep  Traps 261 

Climax  Cellar  Drainers 414 

Climax  Ratchet  Stocks  and  Dies 156 

Closet  Clamps 234 

Closet  Combinations 298—304 

Closet  Connections,  Rubber 237 — 239 

Closet  Couplings,  Rubber 237 — 239 

Repair 234 

Closet  Elbows,  Drainage 45 

Closet  Flanges,  “ 45 

Closet  Pans,  Copper 269 

Closet  Pulls 235 

Closet  Screws  and  Washers 233 

Closet  Seats 294,  295 

Closet  Tanks 292,  293 

Closets,  Cast  Iron 305 

“ Earthenware 288 — 290 

Cloth,  Asbestos 115 

Cloth  Insertion  Gaskets  116 

Cloth  Insertion  Packings 113,  1 14 

Cloths,  Wiping 170 

Cock  Hole  Covers 223 

Cock  Wrenches 68 

Cocks,  Air 85,  86 
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Cocks,  Asbestos  Packed  69 

“ Ball 1 8 1 , 2oo,  212 

“ Basin,  Compression 192,  193 

“ “ Fuller 207 — 209 

“ “ Self  Closing  . . .215,217,220,222 

“ Bath,  Compression 190,  191 

“ “ Fuller 205,  206 

“ Bracket 133 

“ Burner,  Elbow 132 

“ Check  and  Waste,  Mueller 412 

“ Curb,  Inverted  Key 180 

“ Cylinder 87 

“ Gas  Meter 139 

“ Gas  Service 139 

“ Gauge 88 

“ Hopper,  Compression  . 199 

“ “ Fuller 213 

“ “ Johnson 41 1 

“ “ Kelly 41 1 

“ “ Mueller 41 1 

“ “ Self  Closing  . . . 215,218,221 


Hose 

Hydrant,  Compression 
“ Ground  Key  . 
Independent  Gas  . . . 
Iron 


;I7. 


68 


Pantry,  Compression  .... 

“ Fuller 

“ Self  Closing  .... 

Pendant  Gas 

Pillar 

Rain  and  Well  Water  .... 

Shampoo,  Compression  . . . 

“ Fuller 

Sill,  Compression 

Steam 

Steam  Gauge 

Stop,  Corporation 82, 

“ Fuller : 

“ Self  Closing 217, 

Stop  and  S.  & W.,  Compression  . 196, 

“ “ Ground  Key  . 172 — 

“ “ “ H ” Pattern  . . . 

“ “ Loose  Key  . . 178, 

Cocks,  Stop  and  S.  & W.,  Minneapolis  Pat- 
tern   

Cocks,  Stop  and  S.  & W.,  Round  Way, 

175.  '76,  177.  178. 
Cocks,  Stop  and  S.  & W.,  Socket  Head  . . . 

Stop  and  Waste,  Kelly 

“ “ Mueller  ....  178, 

Straight  Gas 

Street  Lamp 

Urinal,  Compression 194, 

“ Fuller 

“ Self  Closing 218, 

Coils  for  Tanks,  Steam 

Coil  Stands 

Cold  Chisels 

Collars,  Sink 

Columbia  Tapping  Machines 

Columbus  Steel  Sinks 352,  353, 

Columns,  Water 

Combinations,  Water  and  Steam  Gauge  . . . 

“ Water  Closet 298- 

Combination  Bends  and  Ferrules 

Combination  Bends  and  Soldering  Nipples  . . 
Combination  End  Ferrules 


G3 

198 

184 

133 

69 

193 
210 
220 
132 
132 
181 

194 
209 
200 
, 69 

93 

183 


197 

183 

1 77 
197 

179 

179 

178 

412 

412 

132 

133 
193 
21 1 
221 
34i 

48 

162 

354 
144 

355 
94 
94 

■3°4 

243 

242 

243 
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Combination  Pliers 151 

Combination  " P”  Trap  and  Ferrule 243 

Combination  Soldering  Nipples 242 

Combination  Vises 146 

Combination  Water  Works  Gauges 92 

Combination  Wrenches 148 

Combined  Drill,  Reamer  and  Tap 158 

Combined  Furnace  and  Melting  Pot 143 

Combined  Slabs  and  Bowls,  Cast  Iron.  . 317 — 320 

Combined  Wastes  and  Overflows,  Bath  . . . 268 

Common  Pipe  Tongs 150 

Compasses 162 

Compass  Saws 169 

Compression  Ball  Cocks 200 

Compression  Basin  Cocks 192,  193 

Compression  Bath  Cocks 190,  191 

Compression  Bibbs 186 — 188 

“ Loose  Key 188 

Compression  Gauge  Cocks 88 

Compression  Grease  Cups 104 

Compression  Hopper  Cocks 199 

Compression  Hydrant  Cocks  . 198 

Compression  Pantry  Cocks 193 

Compression  Radiator  Air  Valves 82 

Compression  Shampoo  Cocks 194 

Compression  Sill  Cocks 200 

Compression  Stop  and  S.  & W.  Cocks  . . 196,  197 

Compression  Urinal  Cocks 194,  195 

Compression  Wash  Tray  Bibbs 189 

Conductor  Strainers 392 

Connected  Wastes,  Laundry  Tub 363 

Connected  Wastes  and  Overflows,  Bath  . . . 268 

Connecting  Balls 133 

Connections,  Bath,  Soil  Pipe 371 

“ Boiler  . . 240 

“ Closet,  Rubber  ....  237,  238,  239 


“ Ohliger 

“ Robb's 

“ Service 

“ Urinal  Inlet  and  Outlet 

Contents,  Marble  Slabs 

Copper  Bath  Tubs 

Copper  Boilers,  Range 

Copper  Bolts 

Copper  Burrs 

Copper  Closet  Pans 

Copper  Conductor  Strainers 

Copper  Float  Balls 

Copper  Pantry  Sinks 

Copper  Rivets  and  Burrs 

Copper  Showers 

Copper  Wire 

Copper  Lined  Steel  Bath  Tubs  . . . 

Cornell  Self  Closing  Work 

Corner  Radiator  Valves 

Corner  Sinks,  Cast  Iron 

Corporation  Stop  Cocks  or  Ferrules  . 

Cotton  Belting 

Cotton  Candle  Wick 

Cotton  Hose 

Cotton  Waste 

Countersunk  Plugs 


239 

239 

181 


231 

275 

33° 


332 

168 


1 12 


269 


355 


1 12 

269 

366 

33i 


222 

80 


. . 182, 


1 10 


>15 

120 

1 18 

3° 


Countersunk  Slabs,  Marble  .....  270 — 273 

Couplings,  Brass 54 

“ Boiler 240 

“ Car  Heater 36 

Closet  Repair 234 

Closet,  Rubber 237 — 239 
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Couplings,  Hose 123 

“ Malleable  Iron 13 — 15 

" Pump  Rod 425 

“ Reducing,  Cast  Iron 28 

“ “ “ Galvanized  . 31 

“ “ Eccentric 28 

“ “ Malleable  Iron  . . . 13 — 15 

“ “ Offset 10 

Right  and  Left 13 — 15,  36 

“ Sink 354 

Water  Back 241 

Wrought  Iron 10,  36 


Covel  Belt  Hooks  ...  1x1 

Coverings,  Pipe 117 

Covers,  Cock  Hole 223 

'*  Laundry  Tub,  Wood 363 

“ Trap,  Soil 387 

Crane’s  Ceiling  Plates 51 

Crane’s  Cement 118 

Crescent  Hydrants  and  Street  Washers.  . . . 406 

Crescent  Hydrant  and  Street  Washer  Repairs,  407 

Crescent  Lubricators 106 

Crosses,  Brass 53 

“ Cast  Iron 7,  26,  31,  35,  37,  40 


“ “ Extra  Heavy 35 

“ “ Flanged 40 

Galvanized 31 

Crosses  for  Cast  Iron  Water  and  Gas  Pipe  . . 7 

Crosses,  Green  House 389 

“ Long  Turn 37 

“ Malleable  Iron 12 — 15 

“ Railing 22 

“ Soil  Pipe 376,  377 

Cross  Valves,  Brass 55.  60 

Iron  Body 58,  60 

Jenkins  Bros.’ 60 

Jenkins’  Disc 55,  58 


Cudell  Traps 260 

Cups  and  Pulls  for  Stop  and  Waste  Cocks  . . 412 

Cups,  Burner 136 

“ Drip,  for  Drinking  Slabs 230 

“ Force,  Rubber 166 

“ Grease 104 

“ Oil 102,  103 

“ Rod 103 

“ Soap,  Earthenware 291 

“ Galvanized  Iron 362,  363 

“ Soil 170 

Curb  Cocks 176 — 180 

Curved  Brackets,  Gas 130,  131 

Cutters,  Glass  Tube  . . . .' 158 

“ Lace  Leather 1 12 

“ Pipe 152 

“ Washer 170 

Cutting  and  Threading  Wrought  Pipe  ....  3 

Cutting  Nippers 1 5 1 

Cutting  Pliers 151 

Cut  Leather  Lacing 111 

Cylinder  Cocks 87 

Cylinders,  Pump 424 


D 


Damper  Regulators 94 

Davis  Back  Pressure  Valves 64 

Davis  Steam  Pressure  Regulators  ......  98 

Davis  Steam  Traps 77 

Detroit  Lubricators 107 


PAGE 

Diamond  Nose  Chisels 162 

Dies  and  Holders,  Lightning  Pump  Rod  . . .157 

Dies,  Pipe 153 — 157 

Discs,  Asbestos 61 

“ Bibb 239 

“ Jenkins’ 60 

Distributing  Fittings  “ O.  S.” 47 

Dividers 162 

Dixon’s  American  Graphite  . 118 

Doherty  Self  Closing  Work 219 — 221 

Doyle  Repair  Couplings,  Closet 234 

Double  Acting  Force  Pumps 419 

Double  Angle  “ Y ” Branches,  Soil  Pipe  . . . 387 

Double  Branch  Elbows,  Long  Turn 37 

Double  Basin  Cocks,  Compression 193 

Fuller 209 

Double  Bath  Cocks,  Compression 191 

Fuller 206 

Double  Elbows.  Green  House 390 

Double  Hubs,  Soil  Pipe 379 

Double  Pantry  Cocks,  Compression  . . . .193 

“ Fuller 210 

Double  Shampoo  Cocks,  Compression  . . . 194 

“ “ Fuller 2C9 

Double  Sweep  Tees,  Flanged 39 

Double  Swing  Brackets,  Gas 130,  131 

Double  “ Y ” Branches,  Drainage 43,  44 

“ “Y”  “ Soil  Pipe  . . . .375.376 

Douglas  Instantaneous  Water  Heaters  . . 337,  338 

Drainage  Fittings,  Cast  Iron 42 — 46 

Drainers,  Cellar,  Climax 414 

Dressers,  Bibb  Seat 170 

Boxwood 169 

Dressing,  Belt no 

Drift  Plugs 169 

Drilled  Floor  Flanges 29 

Drill,  Reamer  and  Tap,  Combined 158 

Drills,  Pipe 158 

“ Stove 158 

Drinking  Slabs,  Marble 272 

Drip  Cups,  Drinking  Slab 230 

Drip  Pumps,  Gas ...  164 

Drive  Caps  425 

Drive  Pipe 3 

Drive  Pipe  Couplings 10 

Drive  Well  Points 428,  429 

Drop  Elbows,  Malleable  Iron  . . . 12  — 15 

Drop  Light  Goosenecks 138 

Drop  Light  Sockets 138 

Drop  Tees,  Malleable  Iron 13 — 15 

Drum  Traps,  Lead 254 

Duck  Piston  Packings 114 

Duplex  Adjustable  Stocks  and  Dies 155 

Duplex  Automatic  Air  Valves 84 

Duplex  Water  Motors 420,  421 

Duster  Brushes 170 

E 

Ears,  Soil  Pipe 387 

Earthenware  Basins 284,  285 

Earthenware  Closet  Bowls,  French 286 

Earthenware  Closets 288 — 290 

Earthenware  Hoppers 287 

Earthenware  Laundry  Tubs 360 

Earthenware  Sinks 356 

Earthenware  Soap  Dishes 291 

Earthenware  Sponge  Holders 291 
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PAGE 

Earthenware,  Standard  List 281 — 283 

Earthenware  Urinals 286 

Eccentrics,  Fuller 213 

Eccentric  Bushings 3° 

Eccentric  Reducing  Couplings 28 

Eccentric  Tees 25 

Eclipse  Hydrants  and  Street  Washers  . 

Eclipse  Hydrant  and  Street  Washer  Ref 


Elastic  Ring 
Elbow  Burn 


Car  Heater 

Cast  Iron 24, 

“ Extra  Heavy 35, 

“ Flanged  


Double  Branch,  Long  Turn 


Elbows  for  Cast  Iron  Water  and  Gas  Pipe  . 

Elbows,  Green  House 

Long  Turn  


Malleable  Iron 

Railing 

Closet,  Rubber 237,  238 

“ Slip  Joint,  Brass 236 

Soil  Pipe 369—37i 

Union,  Brass 82 

“ Malleable  Iron 11 

Empire  Bases 135 

Empire  Burners ....  135 

Empire  Piston  Packing 114 

Enameled  Iron  Bath  Tubs 326 — 329 

Enameled  Iron  Closet  Bowls,  French 307 

Enameled  Iron  Closets 305 

Enameled  Iron  Grease  Traps 255 

Enameled  Iron  Hoppers . . 305 — 312 

Enameled  Iron  Laundry  Tubs 361 

Enameled  Iron  Lavatories 317 — 324 

Enameled  Iron  Sinks,  Kitchen 347 — 351 

Slop 345.  346 

“ “ Wash 325 

Enameled  Iron  Slabs  and  Bowls  ....  317 — 320 

Enameled  Iron  Urinals 315 

Enameled  Steel  Sinks 352,  353,  355 

Endless  Rubber  Belts 109 

Engineer’s  Favorite  Flue  Cleaners 160 

Engineer’s  Fillers 101 

Engineer’s  Sets ico 

Engine  Lubricators 104 

Engine  Oilers 100,  101 

Enterprise  Pipe  Vises 147 

Eureka  Pipe  Hangers 50 

Eureka  Piston  Packing 114 

Eureka  Roof  Joints 393 

Eureka  Steam  Packing  Cement 118 

Eureka  Water  Lifts 421 

Exhaust  Pipe  Heads 99 

Expanders,  Tube . . 159 

Expanding  Wire  Flue  Brushes 160 

Expansion  Hook  Plates 48 

Expansion  Joints 64 

Expansion  Pipe  Hangers 49 

Expansion  Tank  Gauges 90 

Expansion  Tanks 78 


PAGE 

Extension  Bends,  Lead 253 

Extension  Iron  Pipe  Hangers 50 

Extension  Pieces,  Malleable  Iron 13 — 15 

“ “ Soil  Pipe 38° 

Extension  Rods 142 

Extension  Sections,  Service,  Roadway  and 


. 402 

Valve  Boxes 

• 394.  395,  396 

. 403 

Extension  Shade  Holders 

137 

. 224 

Extra  Heavy  Brass  Fittings  . . . . 

54 

• 115 

Extra  Heavy  Cast  Iron  Fittings  . . 

• • • • 35.  36 

• !32 

F 

. 240 

Faced  and  Drilled  Flanges  . . . . 

41 

• 36 

Faced  Bushings 

30 

15.  36 

Farnan  Stop  and  S.  & W.  Cocks  . 

178 

15.  36 

Fasteners,  Hose  Strap 

124 

■ 38 

Felt,  Building,  Asbestos 

1 1 5 

• 3i 

Felt,  Hair 

■ 45 

Felting,  Asbestos  Cement 

1 1 5 

■ 37 

Ferrule  and  Bend,  Combination  . . 

243 

12,  43 

Ferrule  and  “ P ” Trap  “ 

....  243 

. 6 

Ferrules,  Brass 

■ • 244,  245 

• 39° 

“ Combination 

243 

• 37 

“ Corporation 

. 42 

“ Iron,  with  Brass  Trap  Screw  ....  244 

2—15 

“ Trap  Screw 

. . . 244,  245 

2"> 

Fillers,  Engineer’s 

Files  and  Rasps,  Standard  List  ...  . 161 

Files,  Plumbers’ 168 

Fine  Thread  Brass  Fittings 54 

Fire  Hose 120 

Firmer  Chisels 162 

Fittings,  Boiler 240 

“ Brass 52 — 54 

“ Car  Heater 36 

“ Cast  Iron.  24 — 51 


Extra  Heavy 


35.  36 


“ “ Flanged 38 — 41 

“ “ Galvanized 31 

“ Drainage 42 — 46 

Fittings  for  Cast  Iron  Water  and  Gas  Pipe  . . 6 

Fittings  for  Slate  and  Soapstone  Laundry 

Tubs 363 

Fittings  for  Slate  and  Soapstone  Sinks  ....  362 

Fittings  for  Douglas  Heaters 339 

Fittings,  Gas  Fixture 132 — 138 

“ Green  House 389,  390 

“ Hydrant 398,399 

“ Long  Turn 37 

“ Malleable  Iron 12 — 21 

“ “ O.  S.”  Distributing 47 

“ Railing 22 

Sewer  Pipe 367 

“ Sink  354.  362 

“ Soil  Pipe 369 — 388 

Spiral  Pipe 392 

Fixtures,  Bath  Tub  and  Basin 268 

Flanged  Cast  Iron  Fittings 38 — 41 

Flanged  Pipe,  Cast  Iron 7 

Flanges,  Cast  Iron 29 

“ “ Faced  and  Drilled 41 

“ Closet,  Drainage 45 

" Floor 29 

“ " Closet,  Brass 234 

“ Railing 22 

“ Roof,  Acme  and  Eureka 393 

Flange  Unions 28 

Flange  Unions,  Galvanized 31 
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Flask  Traps,  Brass  Lavatory 263 

Flax  Packing 114 

Float  Balls,  Copper 269 

Floor  Chisels 162 

Floor  Flange  Gaskets,  Rubber 234 

Floor  Flanges,  Cast  Iron 29 

“ Closet,  Brass 234 

Railing 22 

Floor  Plates 51,  142,  236 

Floor  Slabs,  Marble 273 

Floor  Thimbles 52 

Flue  Brushes 160 

Flue  Cleaners 160 

Flush  and  Supply  Pipes,  Closet 235 

Foot  Baths 329 

Foot  Valves  and  Strainers 425 

Force  Cups,  Rubber 166 

Force  Pumps,  Double  Acting 419 

“ House 416—419 

Plumbers’ 166 

Well 423 

Forest  City  Stop  and  S.  & W.  Cocks 178 

French  Closet  Bowls,  Earthenware 286 

“ “ Enameled  Iron  ....  307 

Fresh  Air  Inlets 391 

Fuller  Ball  Cocks 212 

Fuller  Basin  Cocks 207,  208,  209 

Fuller  Bath  Cocks 205,  206 

Fuller  Bibbs 201 — 205 

Fuller  Hopper  Cocks 213 

Fuller  Hose  Nozzles 122 

Fuller  Pantry  Cocks 210 

Fuller  Repairs 213 

Fuller  Shampoo  Cocks 209 

Fuller  Stop  Cocks 212 

Fuller  Urinal  Cocks 211 

Fuller  Wash  Tray  Bibbs 203,  204 

Furnace  and  Melting  Pot  Combined  ...  . 143 

Furnaces,  Plumbers’  Gasoline 165 

Fusible  Plugs 88 

G 

Galvanized  Cast  Iron  Fittings 31 

Galvanized  Iron  Boiler  Fittings 240 

Galvanized  Iron  Conductor  Strainers 392 

Galvanized  Iron  Range  Boilers  ....  333 — 335 

Galvanized  Iron  Soap  Cups 362,  363 

Galvanized  Iron  Spiral  Pipe  and  Fittings  . . . 392 

Garden  Hose 1 19,  120 

Garden  Hose  Valves 12 1 

Garlock’s  Piston  Packings 1 1 5 

Gas  Brackets 130,  131 

Gas  Burners 135,  136 

Gas  Drip  Pumps 164 

Gas  Fitters’  Augers 163 

Gas  Fitters’  Cement 118 

Gas  Fitters’  Torches 164 

Gas  Fixture  Fittings 132 — 138 

Gasket  Board,  Asbestos 115 

Gaskets,  Asbestos 1 1 5 

Cloth  Insertion 116 

Rubber ti6 

Rubber  Floor  Flange 234 

Union 116 

Gas  Meter  Cocks 139 

Gasoline  Furnaces 165 

Gasoline  Torches 164 

Gas  Pipe,  Cast  Iron 6 


PAGE 

Gas  Pipe,  Wrought  Iron 1 — 3 

Gas  Pipe  Hooks 50 

Gas  Pliers 1 5 1 

Gas  Proving  Pumps 163 

Gas  Service  Boxes 394 

Gas  Service  Cocks 139 

Gas  Valves 140,  14 1 

Gate  Hinges,  Railing 22 

Gate  Valves 65,  66,  67,  121 

Gauge  Cocks,  Ball 88 

“ Compression 88 

Mississippi 88 

Steam  Gauge 93 

Gauge  Glasses 91 

Gauge  Glass  Cutters 158 

Gauge  Glass  Washers • . ...  91 

Gauges,  Altitude 92 

“ Combination  Water  Works 92 

“ Gas  Proving 163 

“ Mercury 163 

“ Steam 92 

“ Water 90 

Gem  Hose  Nozzles 123 

Gem  Water  Motors 420 

Giant  Chain  Wrenches 149 

Gibson  Repair  Couplings,  Closet 234 

Glass  Oil  Cups ....  103 

Glass  Tube  Cutters 158 

Glass  Tubes 91 

Glasses,  Looking 170 

“ Water  Gauge 91 

Glauber  Stop  and  S.  & W.  Cocks 178 

Globe  Holders 137 

Globe  Valves,  Asbestos  Disc . . 6t 

Brass 55.  60,  61 

“ Gas 140,  141 

Iron  Body 57,  60,  61 

“ Jenkins  Bros.’ 60 

“ Jenkins’  Disc 55.  57 

Lock  Shield 140 

Globe  Ventilators  . . • 392 

Good  Stoppers 227 

Goose  Neck  Connections,  Service  ...  • . . 181 

Goose  Neck  Screws 125 

“ “ Hydrant 399 

Goose  Necks,  Gas 138 

Gouges 162 

Gould's  Duplex  Brass  Water  Lifters 421 

Graphite,  Dixon’s 118 

Grates,  Brass,  Basin,  Overflow  Sink,  etc  . . . 229 

Grease  Boxes 170 

Grease  Cups 104 

Grease  Traps 255 

Green  House  Fittings 389,  390 

Green  House  Valves 390 

Ground  Key  Work 172—185 

Guide  and  Check,  Street  Washer 399 

Guides,  Triangular  ...  • • 398 

Gum  Packings 113,  1 14 

Gum,  Valve 1 13 

H 

Hack  Saws 159 

Hair  Felt . 1 16 

Half  and  Half  Solder 365 

Half  Circle  Sinks,  Cast  Iron 349 

Half  Round  Nose  Chisels 162 

Hammers,  Plumbers’ 169 
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Hancock  Inspirators 95 

Handles,  Hydrant 398 

“ Rod 398 

Hangers,  Pipe ...  49,  50 

Hard  Rubber  Suction  Hose 120 

Harris  Slop  Sinks 344 

Hatchet  Copper  Bolts.  ...  168 

Hawe's  Steam  Trap 78 

“ H ” Branches,  Green  House  .......  390 

" H ” Branches,  Soil  Pipe 378 

Headers,  Rivet 112 

Heads,  Exhaust 99 

Heater  Fittings,  Car 36 

Heaters,  Water 337 — 340 

Heating  Boilers 72,  73,  340 

Heating  Burners 136 

Heating  Stands,  Monitor 136 

Hemp  Packing 118 

Hinged  Pipe  Vises 146,  147 

Hinges,  Gate,  Railing 22 

H.  J.  & C.  Furnaces 165 

Holders,  Globe • . 137 

“ Shade 137 

Sponge,  Earthenware 291 

Hook  Plates 48 

Hooks,  Beam 48 

Belt in 

Eight 224 

Gas  Pipe 50 

Plumbers’ 366 

Pot 170 

“ S ” 224 

Shave 168 

Soil  Pipe 366 

Hopper  Cocks,  Compression 199 

Fuller 213 

Johnson  41 1 

Kelly 41 1 

Mueller  . 41 1 

Self  Closing 215,  218,  221 

Hopper  Hydrants 410 

Hoppers,  Cast  Iron 306 — 312 

Earthenware 287 

Mclver  Pattern 306 

Philadelphia,  Cast  Iron 307 

Earthenware  ....  287 

Prison 306 

Slop,  Bailey 344 

Hopper  Traps,  Cast  Iron 313,  314 

Earthenware 287 

Horizontal  Boilers,  Tubular 71 

Horizontal  Double  Acting  Force  Pumps  . . . 419 

Hose  Bibb  Ends 125 

Hose  Brass  Goods . 121 — 126 

Hose  Bushings 124 

Hose  Carts 128 

Hose  Clamps 124 

Hose  Cocks,  Gas 133 

Hose  Couplings 123 

Hose  Nipples 124 

Hose  Nozzles 122,  123 

Hose  Racks 129 

Hose  Reducers 124 

Hose  Reels 126  — 129 

Hose  Splices.  . 123 

Hose  Sprinklers 123,  125,  126 

Hose  Strap  Fasteners,  Caldwell 124 

Hose  Straps,  Caldwell 124 

Hose  Swivels 125 
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Hose  Valves 121 

Hose  Washers 120 

Hose,  Cotton 120 

“ Fire 120 

“ Garden  • 119,  120 

“ Linen 120 

“ Mill 120 

“ Rubber 1 19,  120 

“ Suction 1 19,  120 

Hot  Water  Boilers,  House  Heating 73,  340 

Hot  Water  Radiator  Valves 81 

Hot  Water  Thermometers 91 

House  Force  Pumps 416 — 419 

House  Heating  Boilers 72,  73,  340 

“ H ” Pattern  Stop  and  S.  & W.  Cocks  ....  177 

Hydrant  Cesspools 342,  343 

Hydrant  Clamps 398 

Hydrant  Cocks,  Compression 198 

“ Ground  Key 184 

Hydrant  Fittings • ■ . . . 398,  399 

Hydrant  Nozzles 398,  399 

Hydrant  Repairs,  Bailey 409 

“ Crescent 407 

“ McNamara 405 

“ Murdock 401 

“ Total  Eclipse  ....  .403 

Hydrant  Sockets 399 

Hydrants,  Bailey 408 

Crescent  406 

“ Hopper 410 

McNamara 404 

Murdock 400,  410 

“ Self  Closing 400,  402 

Total  Eclipse 402 

“ Wall 410 


I 


Increasers,  Drainage 

Increasers  for  Cast  Iron  Water  and  Gas  Pipe, 

Increasers,  Soil  Pipe 380 — 

Independent  Cocks,  Gas 

Index  Oil  Cups 

Injectors 95- 

Inlet  Connections,  Urinal 

Inlets,  Fresh  Air 

Inspirators,  Hancock 

Instantaneous  Water  Heaters 337, 

Inverted  Key  Curb  Cocks 

Inverted  “ Y ” Branches,  Soil  Pipe 

Iron  Basins 

Iron  Bath  Tubs 326 — 

Iron  Body  Valves,  Angle 57.  60 

Asbestos  Disc 

Back  Pressure 

Butterfly 

Check 58,  59 

Cross 58 

Gate 65,  66 

Globe 57,  60 

Jenkins  Bros’ 

Jenkins’  Disc  . . . - 57.  58 

Safety 62 

Throttle 

Whistle 

Iron  Brackets 

Iron  Cleanouts 

Iron  Cocks  

Iron  End  Ferrules 


45 

7 

383 

*33 

103 

-97 

231 

39 1 
95 
338 
180 
376 
316 

329 

61 

61 

64 

64 
, 60 
, 60 
, 67 
, 61 

60 

, 59 
. 63 

65 

89 

265 

39 1 
69 
244 
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Iron  Hoppers 

Iron  Hopper  Traps 

Iron  Hose  Reels 

Iron  Laundry  Tubs,  Enameled  . . 
Iron  Lavatories,  Enameled.  . . . 

Iron  Legs,  Laundry  Tub 

“ Sink 

Iron  Pipe,  Cast,  for  Water  and  Gas 

“ Flanged  

“ Soil 

Tarred  or  Asphalted  . . 

“ Wrought 

Iron  Pipe  Clamps 

Iron  Pipe  Saddles 

Iron  Sinks 

Iron  Slabs  and  Bowls 

Iron  Soap  Cups,  Galvanized  . . . 
Iron  Steam  Gauge  Syphons  . . . . 

Iron  Tanks,  Closet 

Iron  Urinals 

Iron  Wash  Stands 

Iron  Water  Closets 


PAGE 

306—312 

3G.  3*4 
. . . 127 
. . . 361 
317—324 

• • • 363 
■ 354.  362 
. . . 6 

• • • 7 

. . .368 


• • 1—3 
. . . 23 
. . . 23 
344—351 
317—320 
362,  363 

• • • 93 
. . . 292 

• • • 3*5 
3U—324 

• • • 305 


J 


Jack  Chain 224 

Jacket  Well  Points 429 

Jarecki  Adjustable  Stocks  and  Dies 155 

Jarecki  Pipe  Vises 147 

Jenkins’  Automatic  Air  Valves  ...  . . 82 

Jenkins  Bros.’  Valves 60 

Jenkins’  Discs 60 

Jenkins’  Disc  Valves,  Brass 55.  56 

“ “ Iron  Body  . . . .57,  58,  59 

Radiator 79,  80,  81 

Jenkins'  Sheet  Packing 113 

Jet  Pumps,  Blakeslee 97 

Joint  Runners,  Asbestos 143 

Joints,  Expansion 64 

“ Roof 393 

“ Stiff,  Gas 133 

Johnson  Hopper  Cocks 41 1 

Jones’  Belt  Hooks m 

Jumbo  Burners 135 

Junior  Lubricators 105 

Jute  Packing 1 18 


K 

Kelly  Hopper  Cocks 411 

Kelly  Stop  and  Waste  Cocks 412 

Keystone  Exhaust  Heads 99 

Keystone  Stop  and  S.  & W.  Cocks  . . . . .178 

Keystone  Unions 11 

Keys  for  Valves  and  Cocks 141 

Keys,  Street  Washer 399 

Kittanning  Mixers 142 

Kitchen  Sinks 347 — 357 

Klingfast  Pipe  Vises 147 

Knives,  Chipping 168 

L 

Lace  Cutters 112 

Lace  Leather  1 1 1 

Ladles 143,  170 

Lamps,  Steel  Jacket ■ • . . 101 

“ L.  & G."  Steel  Sinks  . . . ■ 352,  353 

Latches  for  Stop  and  Waste  Cocks 412 

Laterals  forCast  Iron  Water  and  Gas  Pipe  . . 7 


PAGE 

Laterals,  Cast  Iron,  Flanged 40 

Laundry  Coil  Stands 48 

Laundry  Tray  Plugs ...  363 

Laundry  Tubs,  Cement 358 

“ Earthenware 360 

“ Enameled  Iron 361 

Slate 358,  359 

“ Soapstone 358,  359 

Laundry  Tub  Covers 363 

Laundry  Tub  Fittings 363 

Laundry  Tub  Legs 363 

Laundry  Tub  Wastes,  Connected 363 

Lava  Tips..  . . 135 

Lavatories,  Enameled  Iron 317 — 324 

Marble 276 — 280 

Lavatory  Brackets 265 

Lavatory  Legs 264 

Lavatory  Secret  Wastes  and  Overflows  ....  268 

Lavatory  Slabs,  Marble 270,  271 

Lavatory  Traps,  Brass 262,  263 

Lawn  Sprinklers 125,  126 

Lead  Bends 253 

Lead  Burning  Machines 167 

Lead  Joint  Runners,  Asbestos 143 

Lead,  Pig 365 

Lead  Pipe 364 

Lead,  Sheet 365 

Lead  Tacks 366 

Lead  Traps  and  Bends 247 — 254 

Leather  Belt  Cement no 

Leather  Belt  Dressing no 

Leather  Belting no 

Leather  Hose  Washers 120 

Leather,  Lace in 

“ Pump 428 

Leathers,  Plunger 428 

“ Valve 428 

Legs,  Laundry  Tub 363 

“ Lavatory 264 

“ Sink 354,  362 

“ Urinal  Stall 233 

Levels,  Spirit 163 

Lifts,  Water 420,  421 

Lightning  Pump  Rod  Stocks  and  Dies  and 

Holders 157 

Linen  Hose 120 

Line  Pipe • 3 

Line  Pipe  Couplings • . . . 10 

Links,  Split 224 

Little  Giant  Injectoi  s 97 

Locknut  Nipples 9 

Locknuts,  Brass 53 

“ Cast  Iron 28 

‘‘  “ Galvanized 31 

Locknuts,  Malleable  Iron  13 — 15 

Lock  Shield  Valves,  Gas 140 

“ " Radiator 81 


Long  Turn  Elbows,  Drainage 42 

Long  Turn  Fittings 37 

Long  Screws 9 

Looking  Glasses 170 

Loose  Key  Bibbs,  Compression 188 

Loose  Key  Sill  Cocks,  Compression 200 

Loose  Key  Urinal  Cocks,  Compression  . . . 195 

Low  Pressure  Damper  Regulators 94 

Low  Pressure  Safety  Valves 63 

Lubricators 104 — 108 

Ludlow  Gate  Valves 67 

Lyman  Exhaust  Head 99 


M 

i 

Machines,  Lead  Burning 

“ Smoke  Test 

“ Tapping 144 

Magic  Basin  Clamps  

Magic  Hose  Nozzles 

Malleable  Iron  Cock  Wrenches 

Malleable  Iron  Fittings 12 

Malleable  Iron  Nipples 

Malleable  Iron  Pipe  Clamps 

Malleable  Iron  Saddles 

Malleable  Iron  Railing  Fittings 

Malleable  Iron  Unions 

Malleable  Oilers 

Malleable  Pipe  Vises 

Mallets 

Manifolds 

Marble  Slabs 270- 

“ Contents 

Marble  Urinal  Stalls 

Marble  Wash  Stands 276- 

Marsh's  Automatic  Air  Valves 

Measuring  Tapes 

Melting  Pot  and  Furnace  Combined 

Mercury  Gauges 

Meter  Cocks,  Gas 

Metropolitan  Injectors 

Middle  Swings,  Gas 

Mill  Board,  Asbestos 

Miller’s  Reversible  Ratchet  Stocks  and  Dies  . 

Mill  Hose 

Mineral  Wool 1 16 

Minneapolis  Pattern  S.  & S.  & W.  Cocks,  179,  180 

Mississippi  Gauge  Cocks 88 

Mixers,  Kittanning 142 

Mohair  Tubing 137 

Monash  Hot  Water  Air  Valves 84 

Monitor  Branches,  Soil  Pipe 387 

Monitor  Heating  Burners  and  Stands  . . . .136 

Monkey  Wrenches 148 

Motors,  Water 420,  421 

Moulds,  Solder ....  171 

“ Tack 171 

Mueller  Basin  Clamps 225 

Mueller  Check  and  Waste  Cocks 412 

Mueller  Corporation  Stop  Cocks 182 

Mueller  Hopper  Cocks 41 1 

Mueller  Stop  and  S.  & W.  Cocks 178 

Mueller  Tapping  Machines 144 

Mueller  Water  Pressure  Regulators 413 

Murdock  Hydrants  and  Street  Washers  . 400,  410 
Murdock  Hydrant  and  Street  Washer  Repairs,  401 

Murdock  Hopper  Hydrants 416 

Murdock  Stop  and  Waste  Boxes 410 

McClellan  Trap  Vents . . 257 

McDaniel  Steam  Traps 78 

Mclver  Pattern  Hoppers 306 

McNamara  Hydrants  and  Street  Washers  . . 404 
McNamara  Hydrant  and  Street  Washer  Re- 
pairs   405 

McVey  Basin  Clamps 225 

N 

Nason  Steam  Traps 77 

Newport  Pattern  Stop  and  S.  & W.  Cocks  (see 

“ H ” Pattern) 177 

Nippers,  Cutting 151 

Nipples,  Brass 54 
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PAGE 

. 167 

Nipples,  Hose 

. . . .124 

“ Iron 

. . . . 8,  9 

■ >45 

“ Locknut  Nut 

....  9 

“ Soldering 

. . . . 242 

• i-3 

Nozzles,  Hose 

. 68 

“ Hydrant 

• • 398,  399 

: — 21 

“ Side,  Gas 

• • ■ .134 

• 9 

“ Straight,  Gas 

....  134 

• 23 

• 23 

O 

22 

. 10 

Oakum 

. . . .118 

. 100 

Offset  Reducing  Couplings 

. 146 

Offsets,  Cast  Iron 

• 163 

“ “ Galvanized  .... 

....  31 

• 47 

“ Soil  Pipe 

• • 378,  379 

-273 

Ohio  Stop  and  S.  & W.  Cocks  . . . 
Ohliger’s  Rubber  Connections.  . . . 

178 

• 275 

....  239 

• 274 

Oil  Cups,  Brass 

—280 

“ Glass 

• 83 

Oilers,  Engine 

. 162 

“ Railroad 

....  lot 

■ >43 

Oil  Well  Tubing 

....  3 

• 163 

Opal  Globe  Holders 

....  137 

• >39 

“0.  S.”  Distributing  Fittings  . . . . 

....  47 

. 96 

Oster  Adjustable  Stocks  and  Dies  . . 

. . . .154 

• >34 

Otley’s  Steam  Packing  Cement  . . . 

....  118 

• 1 1 5 

Outlet  Connections,  Urinal 

....  231 

. 156 

Overflow  Grates 

. 120 

Packer  Ratchets 159 

Packing,  Asbestos  Rope 1 1 5 

Elastic  Ring 1 1 5 

Empire 1 14 

Eureka 1 14 

Flax 1 14 

Garlock’s 115 

Hemp 1 1 8 

Jute ...  1 18 

“ P.  P.  P.” 1 14 

Sectional  Ring 1 1 5 

Selden’s 1 14 

Spiral  Ring 1 1 5 

Wick 1 1 5 

Packings,  Asbestos 1 1 5 

Piston 1 14,  1 15 

Sheet 1 13,  1 1 5 

Palmer’s  Sewer  Gas  and  Back  Water  Trap  . . 391 

Palmer’s  Sewer  Valves 391 

Pans,  Closet,  Copper 269 

Pantry  Cocks,  Compression 193 

“ Fuller 210 

“ Self  Closing 217,  220 

Pantry  Sinks,  Copper 355 

“ Steel 35s 

“ White  Porcelain 356 

Park  Hose  Reels 127 

Payne  Corporation  Stop  Cocks 183 

Payne  Tapping  Machines 145 

Peck’s  Stop  and  S.  & W.  Cocks 178 

Penberthy  Injectors 95 

Pendant  Cocks,  Gas 132 

Perfection  Duplex  Automatic  Air  Valves  ...  83 

Philadelphia  Hoppers,  Cast  Iron 307 

“ Earthenware 287 

Pig  Lead 365 
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Tin 365 

Pillar  Bodies,  Gas 134 

Pillar  Cocks,  Gas 132 

Pillars,  Brass 135 

Pins,  Bending 1C8 

" Turn 169 

Pipe  Bands,  Flush  and  Supply 236 

“ Soil 387 

Pipe  Boards 296,  297 

Pipe  Chairs,  Green  House 390 

Pipe  Clamps 23 

Pipe  Couplings 10,  13,  28,  31,  36,  54 

Pipe  Covering 117 

Pipe  Cutters 152 

Pipe  Cutting  and  Threading.  . . ...  3 

Pipe  Dies 1 53 — 157 

Pipe  Drills 158 

Pipe  Ears,  Soil 387 

Pipe  Fittings,  Brass 52-54 

“ Car  Heater 36 

“ Cast  Iron 24—51 

“ Drainage 42 — 46 

Pipe  Fittings  for  Cast  Iron  Water  and  Gas 

Pipe 6 

Pipe  Fittings,  Green  House 389,  390 

Long  Turn 37 

Malleable  Iron 12 — 21 

“ “ O.  S.”  Distributing 47 

“ Railing 22 

“ Sewer 367 

“ Soil 369 — 388 

Spiral 392 

Pipe  Hangers 49,  50 

Pipe  Hooks,  Gas 50 

Plumbers' 366 

“ Soil 366 


Pipe  Reamers 

Pipe  Rests,  Soil 

Pipe  Saddles  . . 

Pipe  Straps,  Tinned 

Pipe  Supports,  Brass 

Flush  and  Supply  . 

Pipe  Taps 

Pipe  Tongs 

Pipe  Vises 

Pipe  Wrenches 

Pipe,  Block  Tin 

“ Brass 

“ Cast  Iron,  Flanged 

“ “ Water  and  Gas  . . 

“ Drive 

“ Lead  

“ Line 

“ Sewer  

“ Soil 

“ Spiral 

" Tuyere 

“ Ventilating,  for  Water  Heaters 
" Wrought  Iron 


. .158 
. . .387 
• 23,  388 

• • 50 

• • 54 

• - 236 

• • .58 
149,  150 
146,  147 

148 — 1 50 
. . . 364 


52 

7 

6 

3 

364 

3 

367 

368 

392 


■ 339 
i—3 


“ Tarred  or  Asphalted  ...  2 

Pipes,  Supply,  Basin • . 266,  267 

" “ Bath 267 

“ Blow 169 

“ Flush  and  Supply,  Closet 235 

Piston  Packing 114,  115 

Pitcher  Spout  Pumps 415 

Plain  Engine  Lubricators 104 

Plain  Ring  Globe  Holders 137 


PAGE 

Plates,  Ceiling 51 

“ Floor 51,  142,  236 

“ Hook 48 

“ Ring 48 

Plugs,  Basin,  Bath,  Wash-Tray  and  Sink, 

226,  227,  228,  363 


Plugs,  Brass 

“ Cast  Iron 

“ Drift 

Plugs  for  Cast  Iron  Water  and  Gas  Pipe 

Plugs,  Fusible 

“ Soil  Pipe 

“ Testing 

Plumbago  Sheet  Packing 

Plumb  Bobs 

Plumbers’  Brass  Tubing 

Plumbers’  Files 

Plumbers’  Force  Pumps 

Plumbers’  Friend  Force  Cups.  . . . 

Plumbers’  Gasoline  Furnaces 

Plumbers’  Hammers 

Plumbers’  Hooks 

Plumbers’  Ladles . 

Plumbers’  Rasps • . 

Plumbers’  Saws 

Plumbers’  Soil 

Plumbers’  Solder 

Plunger  Leathers 

Pliers 

Pocket  Rules 

Pockets,  Wall 

Points,  Drive  Well 

Pop  Safety  Valves 

Porcelain  Laundry  Tubs . 

Porcelain  Sinks 

Pot  Hooks 

Pots,  Melting  and  Pouring 

“ Solder 

Powell's  Guard  Stop  and  S.  & W.  Cocks 

Powell’s  Lubricators 

“ P.  P.  P."  Piston  Packing 

Pratt  & Cady  Swinging  Check  Valves  . 

Pressure  Regulators,  Steam 

‘‘  Water 


• • • 53 
30,  3L  35 
. . . 169 


6 

88 

383 


166 

JI3 

163 

52 

168 
166 
166 
165 

169 
366 

170 
168 


. .169 

• • 366 

• • 365 

. . 428 
. . 151 

• . 162 
. . 265 

428,  429 
. . 63 
. . 360 

• • 356 


170 
143 
169 
178 
106 
1 14 
59 
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Prison  Hoppers 306 

Prosser’s  Spring  Tube  Expanders 159 

Proving  Pumps,  Gas 1O3 

Public  Urinals,  Cast  Iron 315 

Pull  and  Cup  for  Stop  and  Waste  Cocks  . . .412 

Pulls,  Closet 235 

Pump  Cylinders 424 

Pump  Leather 428 

Pump  Repairs 426,  427 

Pump  Rod,  Steel 425 

Pump  Rod  Couplings 425 

Pump  Rod  Stocks  and  Dies  and  Holders  . . .157 

Pump  Rod  Taps 157 

Pump  Strainers 425 

Pump  Valves,  Rubber 116 

Pumps,  Bucket 415 

“ Cistern 415 

“ Force,  Double  Acting 419 

“ “ House 416 — 419 

“ “ Plumbers’ 166 

“ “ Well 423 

“ Gas  Drip 164 

" Gas  Proving 163 

“ Pitcher  Spout 415 
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PAGE 

Pumps,  Steam 70 

" Steam  Jet 9 7 

“ Well 422,  423 

Punches,  Belt 1 1 2 

Putty 366 


Q 


Quick  Opening  Valves,  Gate 65 — 67 

“ “ Radiator 81 


R 


Racks,  Hose 129  , 

Radiator  Valves 79 — 81 

“ Air.  82 — 84 

Radiators,  Cast  Iron 74—76 

Railing  Fittings 22 

Railroad  Oilers 101 

Rain  and  Well  Water  Cocks 181 

Rainbow  Sheet  Packing 1 13 

Range  Boilers,  Copper  332 

“ Galvanized  Iron  ....  333 — 335 

Rapid  Tapping  Machines 145 

Rasps  and  Files,  Standard  List 161 

Rasps,  Plumbers 168 

Ratchets,  Packer,  Boder  and  Sleeve 159 

Ratchet  Stocks  and  Dies 156 

Rawhide  Lace  Leather 1 1 1 

Reamers,  Pipe 158 

Red  Jacket  Steam  Flue  Cleaners 160 

Red  Metal  Chain 224 

Reducers  for  Cast  Iron  Water  and  Gas  Pipe.  . 7 

Reducers,  Hose 124 

“ Soil  Pipe 380 

Reducing  Couplings,  Brass 54 

“ “ Cast  Iron 28 — 31 

“ “ Eccentric 28 

“ “ Malleable  Iron  . . . 13 — 15 

“ “ Offset 10 

Reels.  Hose 126 — 129 

Regulators,  Damper . 94 

Pressure,  Steam 98 

“ “ Water 413 

Repair  Couplings,  Closet 234 

Repairs  for  Bailey  Hydrants  and  Street 

Washers 409 

Repairs  for  Crescent  Hydrants  and  Street 

Washers 407 

Repairs  for  Murdock  Hydrants  and  Street 

Washers 401 

Repairs  for  McNamara  Hydrants  and  Street 

Washers 405 

Repairs  for  Total  Eclipse  Hydrants  and  Street 

Washers 403 

Repairs,  Fuller 213 

Pump 426,  427 

“ Trap,  Bowers’ 257 

Rests,  Rod  . 399 

“ Soil  Pipe 387 

Retort  Cement,  Asbestos 115 

Return  Bends,  Brass 53 

Car  Heater 36 

Cast  Iron 27 

Galvanized 31 

Green  House 389 

Malleable  Iron 13 — 15 

Revolving  Belt  Punches 1 1 2 
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Revolving  Pendant  Cocks,  Gas 132 

Rickett’s  Stop  and  Waste  Boxes 410 

Ring  Globe  Holders 137 

Ring  Plates 48 

Rivets,  Copper 112 

Rivet  Set  and  Header  ...  112 

Roadway  Boxes 395 

Robbins’  Chain  Wrenches 149 

Robb's  Rubber  Connections 239 

Rod  Couplings 14 

Rod  Couplings,  Pump 425 

Rod  Cups,  Automatic 103 

Rod  Handles 398 

Rod  Rests 399 

Rods,  Extension 142 

Roller  Tube  Expanders 159 

Roll  Rim  Bath  Tubs,  Cast  Iron  ....  326 — 329 
Roll  Rim  Kitchen  Sinks,  Cast  Iron  . . . 350 — 351 
Earthenware.  . . . 356 

“ Steel 353 

Roll  Rim  Laundry  Tubs,  Earthenware  ....  360 
Enameled  Iron  . . 361 
Roll  Rim  Slop  Sinks,  Enameled  Iron  ....  346 
Roll  Rim  Wash  Sinks,  Cast  Iron  ....  . 325 

Roof  Connections,  Drainage 45 

Roof  Joints,  Eureka  and  Acme 393 

Rope  Packing,  Asbestos 115 

Round  Irons 168 

Round  Nose  Chisels 162 

Round  Piston  Packings 114 

Round  Way  Hydrant  Cocks 184 

Round  Way  Stop  and  S.  & W.  Cocks, 

175.  >76,  1 77.  17 9 


Rubber  Belting 

Rubber  Bibb  Discs  and  Washers 

Rubber  Bumpers 

Rubber  Closet  Connections  . . 

Rubber  Elbows,  Closet 

Rubber  Floor  Flange  Gaskets  . . 

Rubber  Force  Cups 

Rubber  Gaskets 

Rubber  Hose 

Rubber  Packings,  Piston  . . . . 

Sheet  . . . . 

Rubber  Pump  Valves 

Rubber  Stoppers 

Rubber  Sundries 

Rubber  Tubing 

Rubber  Union  Gaskets 

Rubber  Washers,  Basin  . . . . 

“ Gauge  Glass  . 

Hose 

Sink 

Rules,  Pocket 


109 

239 

239 


37,  238,  239 
• • 237.  238 


• • 234 
. . 166 
. . 1 16 
1 19,  120 
. . 114 

■ ■ 113 

. .116 


227 
239 
120 
I l6 

239 

91 

120 

239 

162 


s 


Saddle  Hubs,  Soil 388 

Saddles,  Pipe 23,  388 

Safety  Chain 224 

Safety  Valves 62,  63 

Sanitary  Crosses 376,  377 

Sanitary  Earthenware  List 281 — 283 

Sanitary  Tees 372,  373 

Saunders’  Pipe  Cutters 152 

Saws,  Compass 169 

“ Hack 159 

“ Plumbers’ 169 
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PAGE 

Schedule  of  Standard  Flanges 41 

Screw  Drivers 162 

Screws,  Closet ....  233 

“ Goose  Neck 125,  399 

“ Long 9 

“ Slab 233 

“ Street  Washer 399 

Seat  Baths 329 

Seat  Brackets 265 

Seat  Bumpers,  Rubber 239 

Seat  Dressers,  Bibb 170 

Seats,  Closet 294,  295 

Secret  Wastes  and  Overflows 268 

Sectional  Lavatories,  Enameled  Iron  . . 321 — 324 

Sectional  Ring  Packing,  Garlock's 1 1 5 

Sectional  Urinals,  Cast  Iron 315 

Sectional  Wash  Sinks,  Cast  Iron 325 

Sections,  Extension  for  Service  Roadway  and 

Valve  Boxes 394,  395,  396 

Selden’s  Piston  Packing 114 

Self  Closing  Basin  Cocks  . . . .215,  217,  220,  222 

Self  Closing  Bibbs 214,  216,219,  222 

Self  Closing  Hopper  Cocks 215,  218,  221 

Self  Closing  Hopper  Hydrants 410 

Self  Closing  Hydrants 400,  402 

Self  Closing  Pantry  Cocks 217,  220 

Self  Closing  Stop  Cocks 217,  220 

Self  Closing  Urinal  Cocks 218,  221 

Senior  Lubricators 105 

Service  Boxes 394 

Service  Cocks,  Gas 139 

Service  Connections 181 

Sets  and  Headers,  Rivet 112 

Set  Length  Pumps 422,  423 

Seven  Pound  Steel  Vises 147 

Sewer  Pipe  and  Fittings 367 

Sewer  Traps 343,  391 

Sewer  Valves 391 

Shade  Holders 137 

Shampoo  Cocks,  Compression 194 

“ Fuller 209 

Shampoo  Sprinklers 269 

Shave  Hooks  168 

Sheathing,  Asbestos 115 

Sheet  Lead 365 

Sheet  Packings 113,  115 

Shelves  for  Douglas  Heaters 339 

Sherman  Hose  Clamps 124 

Shoes,  Boiler 336 

“ S " Hooks ■ . . 224 

Showers,  Copper 269 

Side  Edges 169 

Side  Nozzles,  Gas 134 

Sight  Feed  Lubricators 105 — 108 

Sight  Feed  Oil  Cups 103 

Sill  Cocks,  Compression 200 

Single  Hubs,  Soil 379 

Single  Sweep  Tees,  Flanged 39 

Single  Swing  Brackets,  Gas 130,  131 

Sink  Backs,  Cast  Iron 348 

Sink  Bolts 354 

Sink  Brackets 354 

Sink  Collars 354 

Sink  Couplings 354 

Sink  Fittings  for  Slate  and  Soapstone  Sinks, 

228,  229,  362 

Sink  Grates 229 

Sink  Legs 354,  362 


r 

Sink  Plugs 226,  227,  228, 

Sink  Strainers 354, 

Sink  Traps,  Brass 255, 

Sink  Washers,  Rubber 

Sinks,  Cast  Iron 344- 

Earthenware  

Pantry 355, 

Slate  

Slop 344- 

Soapstone  

Steel 352,  353. 

Wash 

Slab  Screws 

Slabs  and  Bowls,  Cast  Iron 317- 

Slabs,  Marble 270— 

“ Floor 

Slate  Laundry  Tubs 358, 

Slate  Sinks 

Slate  Urinal  Stalls 

Sleeve  Ratchets 

Sleeves  for  Cast  Iron  Water  and  Gas  Pipe  . . 

Sleeves,  Soil  Pipe 

Slide  and  Key,  Taper 

Slip  Joint  Elbows,  Brass 

Slop  Hoppers,  Bailey 

Slop  Sinks  and  Sewer  Traps  Combined  . . . 

Slop  Sinks,  Cast  Iron 344— 

“ Harris 

Smoke  Test  Machines 

Snaps,  Chain 

Snips 

Soap  Cups,  Earthenware  

“ Galvanized  Iron 362, 

Soapstone  Laundry  Tubs 358, 

Soapstone  Sinks 

Sockets,  Drop  Light 

Hydrant 

Soil  Brushes 

Soil  Cups 

Soil,  Plumbers’ 

Soil  Pipe  Hooks 

Soil  Pipe  Fittings 369- 

Soil  Pipe,  Iron 

Soil  Pipe  Testing  Machines 

Soil  Pipe  Testing  Plugs 

Solder 

Solder  Moulds 

Solder  Pots 

Soldering  Coppers 

Soldering  Nipples 

“ Drainage 

Soldering  Unions 

Specials  for  Cast  Iron  Water  and  Gas  Pipe  . . 

Spiral  Pipe  and  Fittings 

Spiral  Ring  Packings,  Garlock’s 

Spiral  Wire  Flue  Brushes 

Splices,  Hose 

Split  Links 

Sponge  Holders,  Earthenware 

Spring  Gauges,  Gas  Proving 

Spring  Yarning  Irons 

Springs,  Bending 

Sprinklers,  Hose 123,  125, 

“ Lawn 125, 

“ Shampoo 

Spun  Brass  Plates 51, 

Square  Flax  Packing 

Square  Piston  Packing  . . 114, 


AGE 

362 

362 
262 
239 
-351 
356 

356 

357 
-346 

357 

355 

325 

233 

-320 

-275 

273 
359 
357 

274 
•59 

6 

379 

138 

236 

344 

344 

-346 

344 

166 

224 

163 

291 

363 

359 

357 

138 

399 

170 

170 
366 
366 
■388 
368 
166 
166 
365 

171 

169 

168 
242 

45 

242 

6 

392 

•15 

160 

123 

224 

291 

163 

169 
168 
126 
126 
269 
236 
114 
••5 
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Stable  Cesspools 343 

Stalls,  Urinal 274 

Standard  Earthenware  List 281- — 283 

Standard  Pump  Rod  Stocks  and  Dies  . . . .157 

Standard  Steam  Traps 77 

Stands,  Boiler 336 

Stands  for  Douglas  Heaters  ........  339 

Stands,  Monitor  Heating 136 

Stanvvood  Pipe  Cutters 152 

Staple  Gas  Brackets 130,  131 

Staple  Gas  Fixture  Fittings 132 — 138 

Star  Class  "A”  Lubricators 106 

Star  No.  8 Air  Valves 84 

Star  Ventilators 392 

Stationary  Hose  Reels 129 

Stays,  Chain 223 

Steam  and  Water  Gauge  Combinations  ...  94 

Steam  Boilers,  House  Heating 72 

Tubular 71 

Steam  Cocks 68,  69 

Steam  Coils 341 

Steam  Flue  Cleaners  160 

Steam  Gauge  Cocks 93 

Steam  Gauge  Syphons 93 

Steam  Gauges 92 

Steam  Hose  Couplings  123 

Steam  Jet  Pumps 97 

Steam  Pressure  Regulators 98 

Steam  Pumps 70 

Steam  Thermometers 91 

Steam  Traps • • 77,  7 8 

Steam  Whistles 89 

Steamers,  Thawing 165 

Steel  Bath  Tubs 331 

Steel  Brackets 265 

Steel  Chains 224 

Steel  Jacket  Lamps 101 

Steel  Oilers,  Engine 100,  iot 

Steel  Railroad  Oilers 101 

Steel  Sinks 352,  353,  355 

Steel  Tallow  Pots 101 

Steel  Tanks,  Wilks’ 341 

Stems,  Fuller 213 

Stench  Traps 342 

Sticks,  Bossing ....  169 

“ Candle 171 

Stiff  Brackets,  Gas 130,  131 

Stiff  Joints,  Gas 133 

Stillson  Pipe  Wrenches 148 

Stirrups,  Urinal  Stall 232 

Stitched  Canvas  Belting no 

Stocks  and  Dies 153 — 157 

Stop  Cock  Boxes . . 394 

Stop  and  Waste  Boxes,  Murdock 410 

Rickett’s 410 

Stop  and  Waste  Cocks,  Kelly 412 

“ Mueller 412 

Stop  and  S.  & W.  Cocks,  “A.  & O.” 178 

Compression.  . 196,  197 

Corporation  . . 182,  183 

Farnan 178 

Forest  City  ....  178 

Fuller 212 

Glauber 178 

Ground  Key,  172 — 183 

“ H ” Pattern  . . . 177 

Keystone 178 

Loose  Key  . . . 178,  197 


PAGE 


Stop  and  S.  & W.  Cocks,  Minneapolis  Pattern,  179 
“ “ “ Mueller  . . 178,  182,  412 

“ “ “ Ohio 178 

“ “ “ Peck 178 

Powell’s  Guard  . . . 178 

Round  Way.  . 175 — 179 
“ “ “ Self  Closing  . .217,220 

Stoppers,  Good 227 

“ Rubber 227 

“ Soil  Pipe 383 

Story’s  Patent  Boiler  Shoe 336 

Stove  Drills 158 

Straight  Cocks,  Gas 132 

Straight  Nozzles,  Gas 134 

Strainers,  Brass 229,  230,  354,  362 

“ Conductor 392 

Pump 425 

Sink 354,  362 

Urinal 230 

Straps,  Hose 124 

“ Pipe,  Tinned 50 

Street  Elbows,  Brass 53 

Malleable  Iron 13 — 15 

Street  Lamp  Cocks 133 

Street  Washer  Guide  and  Check 399 

Street  Washer  Keys  . . 399,  401, 403,  405,  407,  409 

Street  Washer  Repairs,  Bailey 409 

“ “ Crescent 407 

McNamara 405 

Murdock 401 

“ “ Total  Eclipse  ....  403 

Street  Washer  Screws 399 — 409 

Street  Washers,  Bailey 408 

Crescent  406 

McNamara 404 

Murdock 400 

Total  Eclipse 402 

Studs,  Belt 111 

Suction  Hose 119,  120 

Superior  Basin  Clamps 225 

Supply  and  Flush  Pipes,  Closet 235 

Supply  Pipes,  Basin 266,  267 

Bath 266 

Supply,  Waste  and  Overflow  Combinations, 

Bath 268 

Support  Boards 296 

Supports  and  Bands,  Flush  and  Supply  Pipe,  236 

Supports,  Apron 265 

“ Brass  Pipe 54 

Swift  Lubricators 108 

Swinging  Check  Valves 59 

Swinging  Hose  Racks 129 

Swings,  Middle,  Gas 134 

“ Top,  Gas 134 

“ Universal 134 

Swivels,  Hose 125 

Syphons,  Steam  Gauge 93 

Syphon  Jet  Closets,  Earthenware 290 

“ Enameled  Iron 305 


T 


Tack  Bumpers,  Rubber 239 

Tack  Moulds  171 

Tacks,  Lead 366 

Tallow  Pots 101 

Tank  Boards 297 

Tank  Coils 341 
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PAGE 

Tank  Brackets 265 

Tanks,  Automatic,  Closet  . 293 

“ Closet 292,  293 

“ Expansion 78 

“ Steel,  Wilks' 341 

Tanned  Lace  Leather 1 1 1 

Tap  Borers _ 169 

Tape  Measures 162 

Taper  Slide  and  Key 138 

Tapers,  Wax 138 

Tapping  Machines 144,  145 

Taps,  Pipe 158 

“ Pump  Rod .157 

Tarred  Wrought  Iron  Pipe 2 

Tee  Branches,  Green  House 390 

Three  Way  Branch  Tees,  Green  House.  . . . 390 

Tees,  Branch 47 

“ Brass 53 

“ Car  Heater 36 

“ Cast  Iron 25 

“ “ Extra  Heavy 35.  36 

“ “ Flanged 38,  39 

“ “ Galvanized 31 

“ Drainage 43 

“ Eccentric 25 

Tees  for  Cast  Iron  Water  and  Gas  Pipe  ....  6 

Tees,  Green  House 389 

“ Long  Turn 37 

“ Malleable  Iron 12 — 15 

“ Railing 22 

“ Soil  Pipe 371— 373 

“ Union 1 1 

Telegraph  Handle  Self  Closing  Work  . . 214,  215 

Testing  Plugs,  Soil  Pipe 166 

Test  Machines,  Smoke 166 

Thawing  Steamers 165 

Thermometers 91,  339 

Thimbles,  Brass 244,  245 

“ Floor 52 

Soil  Pipe 379,  380 

Threading  Wrought  Iron  Pipe 3 

Three  Swing  Brackets,  Gas 130,  131 

Three  Way  Cocks,  Iron 69 

“ “ Steam 68,  69 

Three  Way  Elbows,  Drainage 43 

Three  Wheel  Pipe  Cutters 152 

Throttle  Valves 65 

Tide  Traps,  Barrett 391 

Tin,  Bar  and  Pig 365 

Tin  Pipe 364 

Tinned  Copper  Showers 269 

Tinned  Pipe  Straps 50 

Tinners’  Solder ....  365 

'I'ips,  Lava 135 

Tongs,  Pipe 149,  150 

Tool  Bags 171 

Tools 143 — 171 

Top  Swings,  Gas 134 

Torches,  Gas  Fitters’ 164 

Gasoline 164 

Total  Eclipse  Hydrants  and  Street  Washers  . 402 
Total  Eclipse  Hydrant  and  Street  Washer  Re- 
pairs   403 

Trap  Covers,  Soil 3S7 

Trap  Repairs.  Bower 257 

Trap  Screw  Ferrules 244,  245 

Trap  Screws,  Brass  ...  246 

Trap  Vents,  McClellan 257 


Traps  and  Bends,  Lead 

Traps,  Bath 

“ Bower’s 

“ Cellar 

“ Centrifugal 

“ Clean  Sweep 

“ Cudell 

“ Drainage 

“ Drum 

“ Hopper,  Earthenware  . . . 

“ “ Iron 

“ Grease 

“ Lavatory,  Brass 

“ Sewer 

“ Sewer  Gas  and  Back  Water 

“ Sink 

“ Soil  Pipe 

“ Steam 

“ Stench  

“ Tide,  Barrett 

“ Urinal  ....  . . . 

Triangular  Guides 

Trimo  Pipe  Cutters 

Trimo  Pipe  Wrenches 

Triple  Elbows,  Green  House  . . . 
Tee  Saddle  Hubs,  Soil  Pipe  . . . 

Tee  Saddles,  Soil  Pipe 

Tube  Expanders 

Tubing,  Brass 

“ Mohair 

“ Oil  Well 

“ Rubber  

Tubes,  Boiler 

“ Glass 

“ Waste 

Tub  Legs,  Laundry 

Tubs,  Bath,  Cast  Iron 

“ “ Copper  

“ “ Steel  

“ Laundry,  Earthenware  . . . 

Enameled  Iron  . 

“ “ Slate  

“ “ Soapstone  . . . . 

Tubular  Boilers 

Tubular  Showers 

Turn  Pins 

Tuyere  Pipe 

Two  Foot  Levels 

Two  Light  Bracket  Bodies  . . . 
Two  Light  Pendant  Cocks,  Gas  . 
Two  Light  Pilllar  Bodies  .... 
Twin  Alligator  Wrenches  .... 

u 

Union  Elbows,  Brass 

“ Malleable  Iron  . 

Union  Gaskets 

Union  Repair  Couplings,  Closet  . 

Union  Tees 

Unions,  American 

“ Brass 

“ Flange  

“ Keystone  ...  . . 

Malleable  Iron 

" Soldering 

Universal  Bracket  Cocks  .... 
Universal  Pendant  Cocks,  Gas  . . 


247 


PAGE 

—2  54 
. 260 
. 256 


25S, 


3G. 


343 

259 
261 

260 
46 

254 
287 
3H 

255 


262,  263 


343.  39i 


. . . 391 
255,  262 
384—386 
• 77.  78 


342 

39i 

231 

398 

152 

148 

39° 

388 

388 

>59 

52 

137 

3 

120 


. . . 5 

. . . 91 
. . . 181 
. . . 363 
326—329 

• • • 330 

• • ■ 33i 

• • • 36° 
- • • 361 

• 358.  359 

• 358,  359 


71 

269 

169 


134 

i32 

'34 

150 


. 82 
. 1 1 
. 1 16 


• 234 
. 1 1 
. 1 1 

• 52 
28,  31 


1 1 

10 

242 

133 

132 
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Universal  Swing  Brackets,  Gas 

Universal  Swings,  Gas 

Unique  Water  Heaters 

Urinal  Clamps 

Urinal  Cocks,  Compression 194, 

Fuller 

Self  Closing 218, 

Urinal  Inlet  and  Outlet  Connections 

Urinal  Stall  Trimmings 232, 

Urinal  Stalls 

Urinal  Strainers 

Urinal  Traps 

Urinal  Wastes 

Urinals,  Cast  Iron 

“ Earthenware 

“ Public 

" Sectional  

Usudurian  Sheet  Packing . . . . 


AGE 

130 

134 

338 

232 

1 95 
21 1 
221 

231 

233 
274 

230 

231 
231 

3>5 

286 

31 5 
3‘5 

<13 


PAGE 

Vertical  Boilers,  Tubular  ....  ....  71 

Vertical  Double  Acting  Force  Pumps  ....  419 

Victor  Automatic  Air  Valves 84 

Vises 146,  147 

Vulcan  Chain  Wrenches 149 


Valve  Box  Bases 397 

Valve  Boxes 396 

Valve  Gum 1 13 

Valve  Keys 141 

Valve  Leathers,  Pump 428 

Valves,  Brass,  Air 82 — 84 


w 

Wall  Hydrants 

Wall  Plates,  Brass  Spun 

“ Malleable  Iron 13 — 

Wall  Pockets 

Wall  Wash  Pave  (see  Wall  Hydrants)  . . 

Warehouse  Hose  Reels 

Washer  Cutters 

Washer  Drive  Well  Points 

Washers,  Basin 

“ Bibb 

'•  Closet  Screw 

“ Gauge  Glass 

Hose 

“ Sink 

Wash  Sinks 

Wash  Stand  Slabs,  Marble 270, 

Wash  Stands,  Cast  Iron 317 — 324 

“ Marble 276 — 280 

Sectional 321 — 324 


410 

236 

15 

265 

410 

127 

170 

428 

239 

239 

234 

9i 

120 

239 

325 

271 


Angle 

55,  60,  61,  140,  141 

Wash  Tray  Bibbs,  Compression 

. .189 

Asbestos  Disc  . 

“ “ Fuller  ...  . . . 

203,  204 

Butterfly  . . . . 

64 

Wash  Tray  Chain 

. . 224 

Check  .... 

Wash  Tray  Covers 

• • 363 

Cross 

55.  60 

Wash  Tray  Legs,  Iron 

• • 363 

Gas 

140,  141 

Wash  Tray  Plugs  . . 226, 

227,  363 

( ( 

Gate 

. . 65,  66,  67,  121 

Wash  Tray  Wastes  and  Washers  . . . . 

. . 228 

1 ( 

Globe  .... 

55,  60,  61 , 140,  141 

Wash  Tray  Wastes,  Brass  Connected  . . 

• -363 

« i 

Hose 

Wash  Trays  (see  Laundry  Tubs). 

( t 

[enkins  Bros.’  . 

60 

Waste,  Cotton 

. 1 IS 

( « 

Jenkins’  Disc 

• 55'  56,  79,  80,  81 

Waste  Nuts 

• 13—G 

< < 

Lock  Shield.  . 

8t,  140 

Waste  Tubes 

. . 181 

( ( 

Ouick  Opening 

66,  67,  8 1 

Wastes  and  Overflows,  Bath  and  Basin  . . 

. . 268 

< « 

Radiator  . . . 

. . 79—81 

Wastes  and  Washers 

. . 228 

< 1 

Safety 

Wastes,  Laundry  Tub,  Connected  . . . . 

• ' 363 

< ( 

Throttle  . . . . 

65 

“ Urinal 

• • 231 

Whistle  . . . 

89 

Water  and  Steam  Gauge  Combinations  . 

• • 94 

Valves,  Foot 425 

“ Green  House 390 

Valves,  Iron  Body,  Angle 57,  60,  61 

“ Asbestos  Disc 61 

“ Back  Pressure 64 

“ “ Butterfly 64 

Check 58,  59,  60 

“ “ Cross 58,  60 

Gate 65,  66,  67 

“ Globe 57,  60,  61 

Jenkins  Bros.’ 60 

Jenkins’  Disc  . . .57,  58,  59 

Quick  Opening  ....  66,  67 

“ Safety 62,  63 

Throttle 65 

Whistle 89 

“ Pump,  Rubber 116 

“ Sewer,  Palmer’s 391 

Vent  Caps,  Soil  Pipe 383 

Ventilating  Branches,  Soil  Pipe 37 7,  378 

Ventilating  Pipe  and  Fittings  for  Water  Heat- 
ers   ...  339 

Ventilators,  Star  and  Globe 392 

Vents,  Trap,  McClellan 257 


Water  Back  Couplings 241 

Water  Closet  Combinations 298 — 304 

Water  Closet  Seats 294,  295 

Water  Closet  Tanks 292,  293 

Water  Closets,  Cast  Iron 305 

“ Earthenware 288 — 290 

Water  Columns 94 

Water  Fittings,  Long  Turn 37 

Water  Gauge  Glasses 91 

Water  Gauges 90 

Water  Heaters 337 — 340 

Water  Motors  or  Lifts 420,  421 

Water  Pipe,  Cast  Iron  6 

Water  Pressure  Regulators 413 

Water  Service  Boxes 394 

Water  Works  Gauges  92 

Watson’s  Steam  Pressure  Regulators  ....  98 

Wax  Tapers 

Well  Casing 

Well  Points 428 

Well  Pumps 422 

Well  Tubing  

Couplings 

White  Porcelain  Laundry  Tubs 


1 

4 

429 

423 


3 

10 

60 
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White  Porcelain  Sinks 

Whistles,  Steam 

Whistle  Valves 

Wick,  Asbestos 

“ Candle 

Wick  Packing 

Wilks’  Steel  Tanks 

Wilks’  Water  Heaters  .... 
Winding  Hose  with  Wire  . . . 

Wiping  Cloths 

Wiping  Solder 

Wire,  Copper 

Wire  Flue  Brushes 

Wire  Insertion  Sheet  Packing  . 

Wire  Wound  Hose 

Wood  Chisels 

Wood  Covers  for  Laundry  Tubs 

Wool,  Mineral 

Wrenches,  Alligator 

“ Basin 

Chain 

Cock 

Combination  . . . 


PAGE 

• 356 
. 89 
. 89 

• ”5 
. 1 1 5 

• 115 

34i 

• 340 

119 
. 170 

• 365 


366 

160 

113 

119 

162 

363 

1 16 
150 
169 


149 

68 


148 


Wrenches,  Monkey 

Pipe 

Wrought  Iron  Boiler  Shoes  . . 
Wrought  Iron  Brackets,  Boiler 
Wrought  Iron  Couplings  . . . 
Wrought  Iron  Hangers,  Boiler 
Wrought  Iron  Nipples  .... 
Wrought  Iron  Pipe  Clamps  . . 
Wrought  Iron  Pipe 

Y 


PAGE 

. . 148 
48 — 1 50 

• 336 

• • 336 

. . IO 

• • 336 

• • 8,  9 

2 "X 


Yarning  Chisels 1 68 , 169 

“Y”  Branches,  Cast  Iron 26 

"Y"  “ “ Flanged 40 

“Y”  “ “ Galvanized  ....  31 

“Y”  “ Drainage 43.44 

“Y”  Branches  for  Cast  Iron  Water  and  Gas 

Pipe 7 

“Y”  Branches,  Malleable  Iron 13 — 15 

“Y”  “ Soil 373—376 

Yorkshire  Laundry  Tubs 360 

Yorkshire  Sinks 356 
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WROUGHT  PIPE. 

IRON  OR  STEEL. 


LISTS  ADOPTED— FEBRUARY  22,  1899. 


U-1  . 


STANDARD  PIPE. 


Nominal 

Nominal 

Number  of 

Inside 

Trice 

Trice 

Weight 

Threads 

Diameter, 

per  Foot, 

per  Foot, 

Thickness, 

per  Foot, 

per  Inch 

Inches 

Hiack 

Galvanized 

Inches 

Pounds 

of  Screw 

H 

,os% 

.18 

.068 

.24 

•>" 

H 

.osh 

.16 

.088 

.42 

18 

% 

08 1 4 

.16 

.091 

.56 

18 

1/ 

AOH 

.17 

. 109 

.84 

14 

% 

.11% 

.19 

.113 

1.12 

14 

l 

16  H 

.26 

.134 

1.67 

li  H 

1% 

°2 

.36 

.140 

2.24 

1% 

27 

.44 

. 145 

2.68 

n% 

•7 

.36 

.59 

. 154 

3.61 

11% 

2-H 

.57 

.91 

.204 

5.74 

8 

3 

. 75 

1.20 

.217 

7.54 

8 

3% 

.93 

1 .60 

.226 

9.00 

8 

4 

1 .07 

1 . 75 

.237 

10.66 

8 

4% 

1.40 

2.30 

.246 

12.49 

8 

5 

1 .55 

2.55 

.259 

14.50 

8 

G 

1 95 

3.20 

.280 

• 18.76 

8 

7 

2.53 

4.30 

.301 

23.27 

8 

8 

2.95 

5.20 

322 

2S.18 

8 

9 

3.  SO 

.344 

33.70 

8 

10 

4.50 

.366 

40.00 

8 

11 

5.30 

.375 

45.00 

8 

12 

5.75 

.375 

49.00 

8 

13 

6.50 

.375 

54.00 

8 

14 

7.25 

.375 

58.00 

8 

15 

7.50 

.375 

62.00 

8 

o 
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EXTRA  STRONG  PIPE. 


Size, 

Inches 

Price 
per  Foot, 
Black 

Nominal 

Inside 

Diameter, 

Inches 

Actual 

Outside 

Diameter, 

Inches 

Thickness, 

Inches 

Nominal 
Weight 
per  Foot, 
Pounds 

K 

22 

.205 

.405 

.10 

.29 

K 

.17 

.204 

.540 

.123 

.54 

% 

.17 

.421 

.675 

.127 

.74 

1/ 

.1(1 

.542 

.840 

.149 

1 .09 

k 

.20 

. 736 

1 .05 

.157 

1.39 

i 

.20 

.951 

1.315 

. 1S2 

2.17 

.30 

1 .272 

1.66 

.194 

3.00 

m 

.48 

1.404 

1 .00 

.203 

3.63 

o 

. 68 

1.033 

2.375 

.221 

5.02 

2K 

1.15 

2.315 

2.875 

.280 

7.67 

3 

1.50 

2.892 

3.50 

.304 

10.25 

3,K 

1.00 

3.358 

4.00 

.321 

12.47 

4 

2.15 

3.818 

4.50 

.341 

14.97 

4 K 

2.80 

4.280 

5.00 

.360 

18.22 

5 

3.10 

4.813 

5 . 563 

.375 

20.54 

6 

3.00 

5 . 750 

6 . 625 

.437 

28.58 

1 

5.25 

6 625 

7 . 625 

.500 

37.67 

8 

6.00 

7.625 

8.625 

.500 

43.00 

Extra  strong  pipe  is  always  shipped  without  threads  or  couplings,  unless  otherwise  ordered. 
Threads  and  couplings  will  be  charged  extra. 


DOUBLE  EXTRA  STRONG  PIPE. 


Size, 

Inches 

Trice 
per  Foot, 
Black 

Nominal 

Inside 

Diameter, 

Inches 

Actual 

Outside 

Diameter, 

Inches 

Thickness, 

Inches 

Nominal 
Weight 
per  Foot, 
Pounds 

.50 

.244 

.84 

.298 

1.70 

X 

.60 

.422 

1.05 

.314 

2.44 

1 

. 75 

. 587 

1 .315 

.364 

3.65 

IK 

.85 

. 885 

1.66 

.388 

5.20 

IK 

1.10 

1.088 

1.90 

.406 

6.40 

2 

1.60 

1.491 

2.375 

.442 

9.02 

2l6 

2.30 

1 .755 

2.875 

.560 

13.68 

3 

3.25 

2 . 284 

3.50 

.60S 

18.56 

3K 

4.20 

2.716 

4 . 00 

.642 

22.75 

4 

4.85 

3.136 

4.50 

.682 

27.48 

4K 

6 . 45 

3.564 

5.00 

.718 

32.53 

5 

7.35 

4.063 

5.563 

.75 

38.12 

6 

9.45 

4.875 

6 . 625 

.875 

53.11 

7 

11.85 

5 .875 

7 . 625 

.875 

62.38 

8 

13.75 

6.875 

8.625 

.875 

71.62 

Double 

extra  strong  pipe 

is  always  shipped 

without  threads 

or  couplings,  unless  otherwise 

ordered. 

Threads  and  couplings  will  he  charged  extra. 


STANDARD  PIPE-TARRED  OR  ASPHALTED. 

Size,  inches  % >.<  % I 1%  \%  2 2K  3 3%  4 4>£  5 6 

Per  foot....  Prices  on  application. 
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LAP  WELDED  TUYERE  PIPE 


FOR  COILING 

PURPOSES. 

Nominal 

Inside 

Diameter, 

Inches 

Actual 

Outside 

Diameter, 

Inches 

Thickness, 

Inches 

Nominal 
Weight 
per  Foot, 
Pounds 

Net  Price  per 
Ft.  for  Lengths 
30  Feet  and 
Under 

Net  Price  per 
Ft.  for  Lengths 
30  to  30 
Feet 

1 

1.315 

3 

To 

2.21 

on  application 

1.0(3 

T'2 

3.13 

U 

DRIVE 

PIPE. 

PRICES  ON  APPLICATION. 


OIL  WELL  TUBING. 

PRICES  ON  APPLICATION. 

LINE  PIPE. 

PRICES  ON  APPLICATION. 


PIPE  CUT  TO  ORDER. 


In  ordering,  it  is  always  advisable  to  send  diagrams  like  shown  above. 
Give  all  measurements  from  center  to  center. 


CUTTING  STANDARD  THREADS  ON  WROUGHT  PIPE. 


Inch 

% 

% 

1 z 

34 

i 

1% 

2 

2% 

3 

334 

Each .... 

.05 

.05 

.05 

.05 

.05 

.00 

.07 

.OS 

.10 

.15 

.20 

.25 

Inch 

4 

4% 

5 

0 

i 

s 

9 

10 

12 

14 

15 

Each. . . . 

.35 

.45 

.55 

.70 

.85 

1.00 

1.25 

1 .50 

2.50 

3.50 

5.00 

CUTTING 

LOCKNUT  THREADS  ON  WROUGHT 

PIPE. 

Inch 

3 8 34  X l 134  134  2 234 

3 

334 

4 

Each. , . . 

10 

.10  .10  .10  .12  .14  .10  .20  .30 

.40 

.50 

.7i 

i 
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LAP  WELDED  WELL  CASING. 


SCREW  AND  SOCKET  JOINT. 


U-3. 


WITH 

SCREW  AND 

SOCKET  OR 

INSERTED 

JOINTS. 

Nominal 

Actual 

Nominal 

No.  of 

nside  Diameter, 

Outside  Diameter, 

Price 

Weight  per  Foot,  Threads  per  Inch 

Inches 

Inches 

per  Foot 

Pounds 

of  Screw- 

0 

2% 

.28 

2 2‘* 

14 

2% 

'2H 

.30 

2 . 82 

14 

2% 

2% 

.32 

3.13 

14 

2% 

3 

.34 

3 . 45 

14 

3 

3% 

. 3< 

4.10 

14 

3% 

3% 

.40 

4.45 

14 

31/ 

3% 

.43 

4.7S 

14 

3% 

4 

.49 

5 . 56 

14 

4 

4% 

.54 

6.00 

14 

4% 

.56 

6 . 36 

14 

4% 

4% 

.58 

6 . 73 

14 

4% 

5 

.63 

7.80 

14 

5 

3% 

.65 

8.20 

14 

5& 

5% 

.67 

8 . 62 

14 

5% 

o 

.76 

10.46 

14 

6 H 

6% 

.91 

11.58 

14 

6% 

l 

1 .00 

12.34 

14 

7H 

7% 

1.07 

13 . 55 

14 

1 % 

S 

1 .30 

15.41 

11% 

m 

8% 

1.43 

16.07 

11% 

8% 

9 

1 .60 

17 . 60 

11% 

9% 

10 

1 . 90 

21.90 

11% 

10% 

11 

2.30 

26 . 72 

11% 

11% 

12 

2.55 

30.35 

11% 

12% 

13 

2.95 

33.78 

11% 

13% 

14 

3.45 

42.02 

11% 

14% 

15 

4.15 

47 .66 

11% 

15% 

Hi 

4.50 

51.47 

11% 

THE 

MILNER  & KETTK 

COMPANY. 

Outside 

STANDARD  BOILER 

LAP  WELDED. 

TUBES. 

Thickness 

Nominal 

I )iameter, 

Price 

Thickness, 

nearest 

Weight, 

Inches 

per  Foot 

Inches 

Bgm  W.  G. 

per  loot 

1 

.37 

.095 

13 

.99 

. 35 

.095 

13 

1.15 

IX 

.32 

.095 

13 

1.40 

134 

32 

.095 

13 

1 . 66 

2 

.30 

.095 

13 

1.91 

.36 

.095 

13 

2.16 

.36 

. 109 

12 

2.75 

23M 

.39 

.109 

12 

3.04 

3 

.39 

.109 

12 

3.33 

•'>% 

.45 

.120 

11 

3.90 

ax 

.48 

.120 

11 

4.28 

.55 

.120 

11 

4.60 

4 

.60 

.134 

10 

5.47 

4X 

.69 

.134 

10 

0.17 

5 

.82 

.148 

9 

7.58 

6 

1.08 

. 1 65 

8 

10.16 

7 

1 33 

. 105 

8 

11.90 

8 

1.70 

.165 

8 

13 .65 

9 

2.25 

.180 

7 

10.76 

10 

2.76 

.203 

6 

21 .00 

11 

3.30 

.220 

5 

25.  CO 

12 

3.77 

.229 

4M 

28.50 

13 

4.43 

.238 

4 

32.06 

14 

5.04 

.248 

3% 

36.00 

15 

5.87 

.259 

3 

40.00 

ir, 

0.50 

.270 

214 

45.20 

The  above  prices  are  for  Tubes  up  to  twenty  feet  long.  For  Tubes  in  excess  of  that  length  ten 
percent  will  be  added  to  net  of  invoice.  Extra  thickness  of  Tubes  will  be  charged  as  per  list  of 
Extra  Wire  Gauges.  No  deduction  for  Tubes  lighter  than  Standard. 


EXTRA  WIRE  GAUGE  OF  BOILER  TUBES. 

For  Extra  Wire  Gauge  “ Boiler  Tubes  ” away  from  Standard,  not  exceeding  four  Wire  Gauges, 
add  one  cent  for  each  inch  in  diameter  to  the  net  price  per  foot  for  each  additional  Gauge. 

To  calculate  price,  take  discount  from  list  prices  of  Standard  Tubes  and  add  net  charge  for 
Extra  W ire  Gauge. 


For  One  Number  For  Two  Numbers  For  Three  Numbers  For  Four  Numbers 


2 inch 

2 c. 

2 inch 

4 c. 

2 inch 

6 c. 

2 inch 

8 c. 

2%  inch 

2^  c. 

2J4  inch 

4^  c. 

2J^  inch 

CM c- 

2M  inch 

9 c. 

2 X inch 

2%  c. 

2X  inch 

5 c. 

2X  inch 

c- 

2%  inch 

10  c. 

Beyond  four  numbers  price  is  per  pound. 
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CAST  IRON  WATER  AND  GAS  PIPE. 


IN  LENGTHS  12  FEET  LONG. 


U-5. 


WATER  PIPE. 


Size,  inches  

3 

4 

6 

8 

10 

12 

14 

16 

IS 

20 

24 

30 

36 

Thickness,  inches 

...  * 

* 

* 

* 

9 

TS 

9 

T (T 

H 

% 

% 

% 

1 

1 3/ 

Weight  per  foot,  pounds 

17 

22 

33 

43 

GO 

75 

117 

125 

1G7 

197 

250 

350 

4/5 

GAS 

PI  PE. 

Size,  inches 

3 

4 

6 

8 

10 

12 

14 

16 

18 

20 

24 

30 

3G 

Thickness,  inches 

% 

h 

7 

t’t, 

* 

9 

TtT 

% 

1 1 
TtT 

1 1 

TtT 

% 

1 3 
IS 

Weight  per  foot,  pounds 

. . . 12* 

18 

30 

40 

55 

70 

85 

104 

134 

150 

190 

277 

350 

APPROXIMATE  QUANTITIES  OF  LEAD 

AND 

HEMP 

REQUI  RED 

PER 

JOINT. 

Size,  inches 

3 

4 

G 

8 

10 

12 

14 

16 

IS 

20 

24 

30 

3G 

Lead,  pounds 

4 

8 

11 

15 

18 

22 

24 

2G 

28 

32 

38 

50 

Hemp,  ounces 

0 

7 

9 

11 

13 

18 

20 

22 

24 

28 

32 

38 

44 

Size,  inches. 

SPECIALS  FOR  CAST 

QUARTER  BENDS  OR 

3 4 6 8 10 

IRON  PIPE. 

ELBOWS. 

12  14  16 

18 

20 

24 

30 

Weight  each,  pounds 

48 

GO 

p 

o 

o 

CM 

376 

450 

G50 

750 

1000 

1500 

2500 

Size,  inches. , 

3 

EIGHTH  BENDS. 

4 6 8 10  12 

14 

16 

18 

20 

24 

30 

Weight  each, 

pounds. . 

42 

GO 

125  200  276 

390 

430 

510 

820 

1200 

1450 

2200 

Size,  inches. 

3 

4 

SLEEVES. 

6 8 10 

12 

14 

16 

18 

20 

24 

30 

Weight  each, 

pounds . . 

42 

76  110  146 

208 

300 

360 

360 

557 

710 

965 

Size,  inches. 

3 

4 

PLUGS. 

6 8 10 

12 

14 

16 

18 

20 

24 

30 

Weight  each, 

pounds.  . 

10 

12 

22  32  46 

66 

70 

100 

125 

150 

185 

370 

CAPS. 


Size,  inches. 
Weight  each, 

pounds. . . 

3 

15 

4 

25 

6 

60 

8 10 
75  100 

12 

120 

TEES. 

Size, 

Inches 

Weight, 

Pounds 

Size, 

Inches 

Weight, 

Pounds 

Size, 

Inches 

Weight,  Size, 

Pounds  Inches 

Weight, 

Pounds 

3 x 3 x 3 

80 

8 

x 8 x 

4 

250 

12  x 

12  x 10 

525  24  x 24  x 24 

2000 

4x4x4 

100 

10 

x 10  x 

10 

390 

12  x 

12  x 8 

510  30  x 30  x 30 

2880 

6 x 6 x 6 

204 

10 

x 10  x 

8 

354 

12  x 

12  x G 

500  36  x 36  x 36 

4920 

6x6x4 

154 

10 

x 10  x 

6 

312 

12  x 

12  x 4 

480  4S  x 48  x 48 

9000 

8x8x8 

294 

10 

x 10  x 

4 

300 

16  x 

16  x 16 

900 

8x8x6 

266 

12 

x 12  x 

12 

540 

20  x 

20  x 20 

1390 

The  above  weights  on  Cast  Iron  Pipe  and  Specials  are  approximate  only  and  are  given  simply  for 
convenience  in  estimating. 

Unless  otherwise  ordered  all  Cast  Iron  Water  Pipe  will  be  furnished  coated  inside  and  out.  and 
Gas  Pipe  will  be  furnished  not  coated. 
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CROSSES. 


Size, 

Inches 

Weight, 

Pounds 

Size, 

Inches 

Weight, 

Pounds 

Size, 

Inches 

Weight, 

Pounds 

Size, 

Inches 

Weight, 

Pounds 

3 x 3 x 

3 x 

3 

100 

8 : 

x 8 x 4 n 

: 4 

296 

12  x 12  x 

10  x 

: L0 

670 

24  x 24  x 24  > 

t 24 

2400 

4 x 4 x 

4 x 

4 

130 

10  : 

x 10  x 10  x 

: 10 

500 

12  x 12  x 

8 x 

: 8 

625 

30  x 30  x 30  > 

c 30 

3600 

(1  x 6 x 

G x 

6 

300 

10 

x 10  x 8 x 

: 8 

496 

12  x 12  x 

6 x 

: G 

<;oo 

36  x 36  x 36  > 

c 36 

6160 

6 x 6 x 

4 x 

■i 

190 

10 

x 10  x 6 x 

: 6 

376 

12  x 12  x 

4 x 

: 4 

572 

48  x 48  x 48 

£ 48 

10500 

8 x 8 x 

8 x 

8 

400 

10: 

x 10  x 4 x 

4 

370 

16  x 16  x 

16  x 

: 1G 

1020 

8 x 8 x 

G x 

6 

354 

12 

x 12  x 12  x 

: 12 

714 

20  x 20  x 

20  x 

: 20 

1600 

REDUCERS. 

Size, 

Inches 

Weight, 

Pounds 

Size, 

Inches 

Weight, 

Pounds 

Size, 

Inches 

Weight, 

Pounds 

Size, 

Inches 

Weight, 

Pounds 

4 x 

3 

80 

10  x 6 

270 

14  x 

12 

475 

20  x 14 

575 

0 x 

4 

150 

10  x 4 

260 

14  x 

10 

430 

20  x 12 

540 

6 x 

3 

120 

12  x 10 

310 

14  x 

8 

340 

24  x 20 

766 

8 x G 

220 

12  x 8 

318 

16  x 

12 

475 

30  x 24 

1022 

8x4 

180 

12  x 6 

300 

16  x 

10 

435 

30  x 18 

1000 

10  X 

8 

300 

12  x 4 

280 

20  x 

16 

690 

36  x 30 

1730 

INCREASERS. 

Size, 

Weight, 

Size, 

Weight, 

Size, 

Weight, 

Size, 

Weight, 

Inches 

Pounds 

Inches 

Pounds 

Inches 

Pounds 

Inches 

Pounds 

4x3 

78 

8x6 

164 

10  x 8 

204 

12  x 10 

332 

6x4 

108 

10  x 4 

185 

12  x 6 

230 

8x4 

162 

10  x 6 

195 

12  x 8 

318 

Y BRANCHES. 

Lateral  or  Y Branches  can  be  furnished  in  all  sizes  from  4 to  36  inches. 

The  above  weights  are  approximate  only,  and  given  simply  for  convenience  in  estimating. 


CAST  IRON  FLANGED  PIPE. 


U-6. 


Cast  Iron  Flanged  Pipe  can  be  furnished  in  all  sizes  from  6 to  30  inches. 


Prices  on  application. 
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CLOSE. 


WROUGHT  IRON  NIPPLES. 

SHOULDER. 


U-7. 


U-8. 


PLAIN  RIGHT  HAND. 


Length,  Inches 


Size  Price  Each 


Price  of  Extra  Long  Nipples,  Each 


Close 

Short 

Long 

X 

Close 

or 

Short 

24 

O 

Inches 

4 

5 

6 

7 

8 

9 

10 

11 

12 

X 

IK 

2 

2K 

3 

3K 

K 

.03 

.04 

.05 

.06 

.on 

.07 

.08 

.08 

.09 

.10 

.10 

/Vt 

IK 

2 

2K 

3 

3K 

K 

.03 

.04 

.05 

.06 

.06 

.07 

.08 

.08 

.09 

.10 

.10 

1 

IK 

9 

2K 

3 

3K 

X 

.03 

.04 

.05 

.06 

.06 

.07 

.08 

.08 

.09 

.10 

.10 

IK 

IK 

2 

2K 

3 

3K 

K 

.04 

.05 

.06 

.07 

.08 

.09 

.10 

.10 

.11 

.12 

.13 

W 

2 

2K 

o 

o 

3K 

4 

X 

.05 

.07 

.08 

.09 

.10 

.11 

.12 

.13 

.14 

.15 

IK 

9 

3 

3K 

4 

1 

,0G 

.09 

.11 

.12 

.14 

.15 

.16 

.18 

.19 

.20 

1 % 

3 

3K 

4 

4K 

IK 

.09 

.12 

.14 

.16 

.18 

.19 

.21 

.23 

.25 

.27 

IK 

2K 

3 

31/ 

4 

4K 

IK 

.10 

.15 

.17 

.20 

.22 

.24 

.27 

.29 

.31 

.34 

9 

2K 

3 

3K 

4 

4K 

•> 

.13 

.19 

09 

.25 

.28 

.31 

.34 

.36 

.39 

.42 

2K 

3 

3K 

4 

4K 

5 

2K 

.28 

.38 

.44 

.49 

.09 

.60 

.65 

.70 

.75 

91/ 

3 

3K 

4 

4K 

5 

3 

.35 

.50 

.58 

.65 

.72 

.79 

.85 

.93 

1.00 

2% 

4 

4K 

5 

5K 

(i 

3K 

.50 

.68 

. 76 

.85 

.93 

1.03 

1.13 

1.20 

3 

4 

4K 

5 

5K 

6 

4 

.58 

. 78 

.88 

.98 

1.08 

1.18 

1.28 

1.38 

3 

4 

4K 

5 

5K 

0 

4K 

.88 

1.18 

1.33 

1.48 

1 . ( >3 

1.78 

1.93 

2.08 

3K 

4K 

5 

5K 

6 

6K 

5 

1 . 05 

1.40 

1.50 

1.68 

1.85 

2.03 

2.20 

2.38 

4K 

5 

5K 

(i 

6K 

G 

1.33 

1.75 

1.88 

2.10 

2.33 

2.55 

2.78 

3.00 

4 

5 

/ 

1.88 

2.13 

2.45 

2.75 

3.05 

3.35 

3 . 65 

3.95 

4 

5 

8 

2.25 

2.63 

2.93 

3.30 

3.65 

4.00 

4.38 

4.75 

9 

3.25 

3.70 

4.15 

4.60 

5 . 05 

5.50 

5.95 

lO 

4.00 

4.68 

5.35 

6.03 

6.70 

7.38 

8 . 1 15 

11 

5 .no 

5.93 

6.85 

7.78 

8.70 

9.63 

10.50 

12 

G.00 

6.75 

7.50 

8.25 

9.00 

9.75 

10.50 

Nipples  made  to  order  from  extra  heavy  pipe  at  double  above  list 


GALVANIZED  RIGHT  HAND 


Length,  Inches 

Size 

Price 

Each 

Price  of  Extra  Long  Nipples,  Each 

V 

so 

Inches 

0 

5 ^ 0 

zz 

(J 

^ 0 ^ 

O 

u 

X 

u in 

4 

5 

6 

i 

8 

0 

10 

11 

12 

X 

IK 

9 

2K 

3 

3J„ 

K 

.04 

.06 

.08 

.00 

.10 

.11 

.12 

.13 

.14 

.16 

.17 

K 

IK 

9 

-'K 

3 

3 IK 

K 

.04 

.06 

.08 

.09 

.10 

.11 

.12 

.13 

.14 

.16 

.17 

1 

IK 

9 

2 J 0 

3 

3 1 o 

K 

.04 

.06 

.08 

.09 

.10 

.11 

.12 

.13 

.14 

16 

.17 

IK 

IK 

*> 

91  o 

3 

3k 

1/ 

.05 

.07 

.09 

.10 

.12 

. 13 

.14 

.16 

.17 

.19 

.20 

IK 

2 

3K 

.» 

3K 

4 

X 

.06 

.10 

.12 

.13 

.15 

.16 

.18 

.20 

.21 

.23 

IK 

2 

3 

3K 

4 

1 

.09 

.13 

16 

.18 

.21 

.23 

.25 

.28 

.30 

.32 

IK 

914 

3 

3K 

4 

4K 

IK 

.13 

.19 

.21 

.24 

27 

.30 

. 33 

.37 

.40 

.43 

2 \ 

3 

3K 

4 

4K 

IK 

.15 

.24 

.26 

.30 

.34 

.38 

.42 

.46 

.50 

.54 

2K 

3 

3K 

4 

4 k 

•> 

.20 

.31 

.34 

.40 

.45 

.50 

.55 

.61 

.66 

.71 

"K 

3 

3L> 

4 

4K 

5 

2K 

.38 

.55 

.65 

. 75 

.85 

.95 

1.05 

1.15 

1.25 

2K 

3 

3K 

4 

4'., 

5 

3 

.50 

.75 

.85 

.98 

1.08 

1.20 

1.30 

1.43 

1.60 

-'K 

4 

4K 

5 

5K 

(i 

3K 

. 1 3 

1.03 

1.18 

1.33 

1.48 

1.63 

1.78 

1.93 

3 

4 

4K 

5 

5K 

6 

4 

.80 

1.23 

1.40 

1.58 

1.75 

1.93 

2.10 

2.28 

:> 

4 

4K 

5 

5K 

6 

4K 

1 . 25 

1 .80 

2.05 

2.25 

2.45 

2.65 

2.85 

3.05 

3K 

4K 

.) 

5K 

6 

OK 

5 

1 . 75 

2.20 

2.38 

2.68 

2.98 

3.28 

3.58 

3.88 

3K 

4K 

9 

5K 

6 

OK 

6 

2.00 

2.75 

2.93 

3.28 

3.63 

3.98 

4.33 

4.08 

4 

5 

7 

3.00 

3.50 

3.95 

4.45 

4.95 

5.45 

5 . 95 

6.45 

4 

5 

8 

3.50 

4.20 

4.83 

5.45 

6.08 

6.70 

7.33 

7.95 
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WROUGHT  IRON  NIPPLES. 


PLAIN  RIGHT  AND  LEFT. 


Length, Inches 

Size 

Price 

Each 

Price 

of  Extra  Long  Nipples,  I 

lach 

U 

Inches 

T rm 

" Li 

bO 

o 

2 

'o 

2 

J 

X 

u 

4 

5 

6 

1 

8 

9 

10 

11 

12 

X 

\% 

9 

2lx> 

J 

3L 

.04 

.06 

.07 

.07 

.OS 

.09 

.10 

.11 

.11 

.12 

.13 

X 

IX 

• > 

9io 

;*l0 

M 

.04 

.06 

.07 

.07 

.08 

.09 

.10 

.11 

.11 

. 12 

.13 

1 

ILi 

9 

9lo 

5 

31/ 

/ 8 

.04 

.06 

.07 

.07 

.08 

.09 

.10 

.11 

.11 

.12 

.13 

1 /ii 

IX 

2 

91^ 

3 

31^ 

1/ 

.05 

.07 

.08 

.09 

.10 

.10 

.11 

.12 

.13 

.14 

.15 

Ea 

9 

2 y, 

3 

* 1 o' 

4 

% 

.07 

.09 

.10 

.11 

.12 

.13 

.14 

.15 

.16 

.17 

\yn 

9 

9i,o 

3 

po 

4 

1 

.09 

.11 

.13 

.14 

.16 

.17 

.19 

.21 

99 

.24 

>?'8 

91^ 

o 

3 Li 

4 

w 

IX 

.12 

.16 

.17 

.18 

.20 

99 

.24 

.26 

.28 

.30 

1 X 

'n<-> 

;> 

31,, 

4 

4L> 

^x 

.14 

.19 

.21 

.23 

.26 

.28 

.30 

. OO 

.35 

.38 

■2X 

3 

3 to 

4 

4ho 

9 

.18 

.24 

.26 

.30 

.33 

. 36 

.40 

.43 

.47 

.50 

3 

3/ 

4 

4L, 

f) 

91/ 

.38 

.50 

.55 

.60 

.65 

.70 

.75 

.80 

. 85 

'n4 

3 

1 

4 

4L, 

5 

3 

.50 

.65 

.73 

.79 

.85 

.92 

.98 

1 . 05 

1.13 

■-% 

4 

4X 

5 

Vo 

6 

91/ 

.65 

.85 

.93 

1.00 

1 .08 

1.15 

1.23 

1.30 

4 

4L, 

5 

V., 

0 

4 

. 75 

1 . 00 

1.05 

1.15 

1.25 

1 .35 

1 .45 

1.55 

Add  60  percent  to  above  prices  for  Galvanized  Right  and  Left  Nipples. 


RIGHT  AND  LEFT  NIPPLES  WITH 


HEXAGON  CENTER. 


Each 


U-9. 

Inch  % 1 

.25  .30 


iLc  i y2  2 

.40  .50  .70 


LONG  SCREWS. 

WITH  COUPLING  AND  LOCKNUT  FACED. 


U-10. 


Inch 

EC 

X 

X 

X 

1 

IX 

1/ 

2 

2/  3 

3 Li 

4 

Standard  length, inches.  . . . 

21^ 

3 

31/ 

4 

±X 

5 

5X 

6 

7 8 

8L 

9 

Plain,  each 

. 30 

.35 

.40 

.55 

. 75 

1.00 

1 .30 

1.70 

2.70  3.70 

5.40 

6.  GO 

Galvanized,  each 

.35 

.40 

.50 

.66 

1.00 

1.25 

1.60 

2.10 

3.10  4.70 

6.50 

7.75 

Long  Screws  longer  than  standard  made  to  order  and  charged  as  Cut  Pipe  ; Threads,  Couplings 
and  Locknuts  EXTRA. 

Long  Screws  made  to  order  from  EXTRA  HEAVY  PIPE. 


LOCKNUT  NIPPLES. 

WITHOUT  COUPLING  OR  LOCKNUT. 

X % X X 1 1% 

.18  .20  .22  .25  .30  .40 


9 


1.25 


3 

1.50 


Plain,  each 


Inch 


IX 

.50 


80 


10 


THE  MILNER  & KETTIG  COMPANY. 


WROUGHT  IRON  PIPE  COUPLINGS. 


Plain,  each 

Inch 

% 

34 

% 

U-1  1 

34 

34 

1 

134 

134 

2 

234 

3 

.05 

.05 

.06 

.07 

.10 

.13 

.17 

.21 

.28 

.40 

.60 

Galvanized,  each. 

.06 

.06 

.08 

.10 

.13 

.18 

.25 

.32 

.40 

.55 

.80 

Plain,  each 

Inch 

334 

.80 

4 

1.00 

434 

1 . 5( > 

5 

1.65 

6 

2.40 

7 

3.25 

8 

4.25 

9 

5.50 

10 

7.50 

12 

10.00 

Galvanized,  each . 

1.05 

1.40 

2.00 

2.25 

3.25 

COUPLINGS  FOR  DRIVE  PIPE,  LINE  PIPE  AND  TUBING. 


U-12. 


Inch  34 

34 

1 

134 

134 

9 

234 

3 

334 

Plain,  each.  . . . 

10 

.12 

.15 

.25 

.30 

.40 

.60 

.80 

1.30 

Inch  4 

434 

5 

6 

1 

8 

9 

10 

12 

Plain,  each.  . . . 

1.50 

2.00 

2.40 

2.80 

3.85 

4.00 

5.00 

6.00 

8.00 

OFFSET  REDUCING  COUPLINGS. 

MALLEABLE  IRON. 


U-13. 

Inch  lx\  lj^xl  13^xlJ4  2x13^  23^x2  3x234  334x3  4x3  4x33 4 434x4  5x4  5x434 

Each GO  .70  '90  1.10  1.80  2.50  3.00  4.00  4.00  5.00  6.00  6.00 

MALLEABLE  IRON  UNIONS. 


U-14. 


Inch  % 

K 

34 

34  34 

1 

134 

134  2 

234 

3 

334 

4 

Plain,  each . . 

18 

. 18 

.20 

99  97 

.33 

.46 

.58  .75 

1.55 

2.10 

3.65 

4.35 

< Galvanized, 

each  .27 

.27 

.30 

.33  .40 

.50 

.70 

.90  1.15 

2.35 

3.15 

5.50 

6.50 

THE  MILNER  & KETTIG  COMPANY. 


U-1  5. 
U - 1 5. 
U-1  6. 
U-  1 6. 


AMERICAN  UNION. 


Inch  34 

H 

34 

Plain,  each 

20 

.24 

.28 

Galvanized,  each.  . . 

24 

.28 

.35 

Plain,  each 

20 

.24 

.28 

Galvanized,  each  . . . 

24 

.28 

.35 

U-16. 


K 

i 

IK 

134 

2 

234 

3 

.35 

.40 

.50 

.80 

.05 

2.00 

2.75 

.40 

.55 

.78 

1.12 

1.35 

2.90 

3.75 

.35 

.40 

.50 

.80 

.95 

2.00 

2.75 

.40 

.55 

.78 

1.12 

1.35 

2.90 

3.75 

UNION  ELBOWS. 


WITH  FEMALE  UNION. 


U-1  7. 


Inch  34 

H 

U-1  7. 

Plain,  each 

42 

.54 

U-1  7. 

Galvanized,  each. 

.81 

U-1  8. 

Plain,  each 

...  .48 

.02 

U-1  8. 

Galvanized,  each . 

72 

.93 

WITH  MALE  UNION. 


c 

1 

00 

1 

m 

134 

0 

2iz 

.03 

.90 

1.05 

1.55 

2.85 

.95 

1.35 

1.58 

2.35 

4.30 

.72 

1.05 

1.20 

1.80 

3.30 

1.08 

1.00 

1.80 

2.70 

4.95 

UNION  TEES. 


WITH  FEMALE  UNION. 


U-19. 


Inch  34  K 

u-19.  Plain,  each....  .45  .5* 

u-19.  Galvanized,  each 08  .80 

u -20.  Plain,  each 52  .05 

u-20.  Galvanized,  each 78  1.00 


WITH  MALE  UNION. 


1 

IK 

U-20. 

1)4 

2 

2l4 

.70 

.95 

1.15 

1.70 

3.20 

1.05 

1.45 

1.75 

2.55 

4.80 

.80 

1.10 

1.30 

1.95 

3.70 

1.20 

1.05 

1.95 

2.95 

5.55 
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MALLEABLE  IRON  FITTINGS. 


PLAIN  ELBOW. 


BEADED  ELBOW. 


U-21  . 


U-22. 


SIDE  OUTLET  ELBOW. 


PLAIN  TEE. 


45°  ELBOW. 


U-23. 

BEADED  TEE. 


U -24. 


U -26. 


FOUR  WAY  TEE. 


U-27. 


U -28. 


PLAIN  CROSS. 


BEADED  CROSS. 


U-29. 


DROP  ELBOW. 
FEMALE. 


DROP  ELBOW. 
MALE  AND  FEMALE. 


LONG  DROP  ELBOW 
MALE  AND  FEMALE. 


U-30. 


U-31. 


U-32. 


DROP  ELBOW.  DROP  ELBOW. 

LEFT  HAND  FLANGE.  RIGHT  HAND  FLANGE. 


U-33.  U-34. 


THE  MILNER  & KETTIG  COMPANY 


V.i 


DROP  TEE. 
FEMALE. 


DROP  TEE. 
MALE  AND  FEMALE. 


Y BRANCH. 


U-36. 


U-35. 


U-37. 


STREET  ELBOW. 


U-38. 


RETURN  BEND. 

OPEN  PATTERN. 


U -39. 


RETURN  BEND. 
CLOSE  PATTERN 


U -40. 


RIGHT  AND  LEFT 
COUPLI  NG. 


REDUCING 
COU  PLI  NG. 


U-41 . 


U-42. 


CAP. 


U-43. 


LOCKNUT. 


U-44. 


WASTE  NUT. 


U-45. 


EXTENSION  PIECE. 


U-46. 


WALL  PLATE. 


U-47. 


CHANDELIER  HOOK. 
MALE. 


CHANDELIER  HOOK. 
FEMALE. 


U-48. 


U-49. 


For  Pound  List  Prices  and  Classification,  see  page  14. 

For  Piece  List  Prices,  see  page  15. 

For  List  of  Standard  Sizes  and  Approximate  Weights,  see  pages  16  to  21. 
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THE  MILNER  & KETTIG  COMPANY. 


MALLEABLE  IRON  FITTINGS. 

POUND  PRICES. 


CLASSIFICATION  AND  PRICE  LIST. 

REVISED  JUNE  19,  189S. 

CLASS  ABC  D E 

Caps Ik and  % 36,  % an(l  1 1 and  larger 

Chandelier  Hooks All  sizes 

Couplings,  R.  II 36 and  % 36  and  % I and  134 136  and  larger 

Couplings,  R.  & L 16 14  and  .36 36  and  14 1 and  larger 

Couplings,  Reducing  14x16, 14x16.  . 36x34  to!4x!6.  . 14x14  to  ]x!4  ..  114  and  larger! 

Crosses,  Straight  16-  ...  .14,  16  and  16  14  and  1 114  and  larger 

Crosses,  Reducing 1 and  smaller 114  and  larger! 

Drop  Ells 16  and  smaller. . 14  and  larger 

Drop  Tees 16  and  smaller. . 14  and  larger 

| •••  34 -34 36 34+ 134  and  larger* 

.14x16 K Lfx3<; 

%x34 


Elbows 


V- 


y2*ra it 

38x34 % Reducing Ixl4t 

36x34 


Elbows  45° 


. L and  smaller 


. 14  and  larger 

. 14  and  1 114  alld  larger! 


Elbows,  Side  Outlet 16  and  smaller 

Elbows,  R.  & L 34  and  % 36 

Extension  Pieces 16  and  16  . . 

Locknuts  16 14,  36  and  16 

Return  Bends,  R.  II. % and  16'. . 

Return  Bends, R.  & L..16  and  16-  . 14  and  1 114  and  larger 

Rod  Couplings  All  sizes 

1 14  and  % 13,  14 x 1 o 1 and  larger 

”3 14,  l x!4 


14  to  2 216  and  larger 


14,  1 and  114  - .. . 136  and  larger 
. . .14  and  1 114  and  larger 


Street  Elbows 


Tees 


“8 o 14  and  11 114  and  larger* 

34x34 34x36>  3sx34  36  Reducing 1x141 

3/.vl 


x •%x36 %x34-x% 

Tees,  Four  Way 36  and  smaller. . 14  and  larger 

Wall  Plates All  sizes 

Waste  Nuts 14  and  smaller. . . 1 and  larger 

Y Branches 36  and  14 1 and  larger 

1 Such  fittings  in  Class  I)  as  have  one  or  more  openings  smaller  than  14  will  be  classed  as  C. 

* Such  fittings  in  Class  E as  have  one  or  more  openings  smaller  than  1 will  be  classed  as  D. 

The  run  of  a bull-head  Tee  gives  the  size  for  the  purpose  of  classification,  the  large  outlet  not 
being  considered. 

PRICE  LIST. 


CLASS  A 

Black,  per  lb...  .30 

Galvanized,  “ ...  .40 


B 

.20 


c 

.16 

.23 


D 

.13 

.20 


E 

.11 

.18 


An  extra  charge  of  10  cents  will  be  added  to  the  list  prices  of  Galvanized  fittings  not  enumerated 
in  standard  list  on  page  16. 


IN  ORDERING  BE  PARTICULAR  TO  STATE  WHETHER  FITTINGS  ARE  TO  BE  BEADED  OR  PLAIN. 
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MALLEABLE  IRON  FITTINGS. 


PIECE  PRICE  LIST. 


INCH 


Elbow,  Right  Hand . .04  .04  .06 

Elbow,  Right  and  Left 05  .07 

Elbow,  45° 08  .10 

Elbow,  Side  Outlet 08 

Street  Elbow 10  .10 

Tee 07  .07  .08 

Tee,  Four  Way 12 

Cross 08  .10 

Drop  Elbows 06  .08 

Drop  Elbow,  Long 10 

Drop  Tees., 10 

Y Branch 

Return  Bend,  Close  \ J"  T 

f K.  CvL  Jv 


Return  Bend,  Open  J j 


Coupling,  Right  Hand 03  .04 

Coupling,  Right  and  Left.. 04  .05 

Reducing  Coupling 03  .03 

Cap 03  .04 

Locknut 02  .03 

Waste  Nut 04  .05 

Extension  Piece 06 

Wall  Plate 12 

Chandelier  Hooks 10 

Chandelier  Loop 10 


BLACK. 


1/ 

x 

1 

1'4 

I'A 

2 

2X 

3 

3'A 

4 

10 

.15 

.25 

.35 

.50 

.80 

1 .50 

2 25 

3.00 

.12 

.17 

.2.5 

.30 

.40 

. 65 

12 

.18 

.26 

. 36 

.54 

.82 

1.25 

2.50 

3.25 

4.50 

.10 

.18 

.30 

.45 

.60 

1.00 

12 

.20 

.25 

.40 

.55 

.90 

1.50 

11 

.15 

.25 

.30 

.45 

.60 

1.05 

1.70 

2.50 

3.40 

14 

.20 

.35 

.50 

.80 

1.25 

12 

.20 

.30 

.40 

.60 

1.00 

1.75 

3.00 

Ol 

CO 

5.25 

12 

.20 

.25 

14 

99 

.30 

25 

.40 

.60 

.80 

1.00 

1.70 

2.00 

3.00 

3.50 

4.00 

13 

.25 

.35 

.50 

.75 

1.00 

15 

.30 

.45 

.60 

.90 

1.25 

15 

.30 

.50 

.65 

.85 

1.25 

2.00 

3.00 

20 

.38 

.60 

.80 

1.05 

1.55 

2.50 

3.75 

07 

.10 

.14 

.20 

.25 

.35 

08 

.12 

.16 

.25 

.36 

.52 

05 

.10 

.16 

.20 

.28 

.45 

.70 

1.00 

1 .50 

1.85 

05 

.08 

.12 

.16 

.24 

.32 

.45 

.85 

1.00 

1.20 

04 

.05 

.07 

.09 

.11 

.18 

06 

.08 

.10 

09 

.12 

.12 

.12 


GALVAN  IZED. 


INCH  '4  X Vi 

Elbow,  Right  Hand 05  .08  14 

Elbow,  45° 12  .15  .20 

Street  Elbow 12  .12  .15 

Tee 0!)  .10  .16 

Cross 17 

Drop  Elbows 12  .20 

Drop  Elbow,  Long 18 

Drop  Tees 15  .25 

Y Branch 38 

Return  Bend,  Close,  R.  H 25 

Return  Bend,  Open,  R.  H 25 

Coupling,  Right  Hand 05  .07  .10 

Coupling,  Right  and  Left 06  .08  .10 

Reducing  Coupling 08 

Cap 04  .05  .08 

Locknut 03  .04  .05 

Waste  Nut 08  10  .12 


X 

1 

IX 

iX 

2 

2X 

3 

3X 

4 

20 

.32 

.40 

.60 

.90 

1.35 

2.60 

3.75 

5.00 

25 

.40 

.50 

.85 

1.35 

28 

.35 

.55 

.80 

1.30 

20 

.38 

.50 

.70 

1.00 

1.90 

3.00 

4.25 

5.75 

25 

.45 

.60 

.90 

1.50 

2.75 

35 

.40 

40 

.55 

(iO 

.90  1.25 

1.50 

2.50 

3.00 

4.50 

35 

.55 

. 75 

1.15 

1.65 

45 

.70 

.90 

1 .25 

2.00 

3., 50 

5.00 

17 

.23 

.30 

.40 

.55 

17 

. 25 

. 35 

.55 

. 75 

15 

.25 

.35 

.45 

. 75 

1.05 

1 . 65 

2.40 

3.05 

12 

.17 

.24 

.38 

.52 

.76 

1.30 

1.60 

2.00 

07 

.10 

.14 

.20 

.30 

16 

.20 
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STANDARD  LIST 

OF 

GALVANIZED  MALLEABLE  IRON  FITTINGS. 


ELBOWS. 


34 

1 3 

‘ 34 

2 

1/ 

134 

o 

H > 

< % 

1%  > 

c 1 

■2)4 

% 

134 

3 

% > 

; % 

134  3 

: 134 

334 

1 4 


FEMALE 
DROP  ELBOWS 

STREET  ELBOWS.  AND  TEES.  45°  ELBOWS. 


34 

134 

i ./ 

34 

>34 

34 

134 

Ya 

34 

1 34 

1 

% 

o 

TEES 

l 

2 

34  > 

X 

\co 

oo\ 

% 

1 

x 1 

X 

134 

134  - 

v 134  x 134 

34  > 

c x4  x 

% 

134 

x 1 

X 

l 

134  - 

< 134  x 2 

14  > 

c 34  x 

34 

134 

X 1 

X 

134 

2 : 

•c  134  x 134 

34  > 

c 34  x 

34 

134 

x 134 

X 

34 

2 : 

t 2 x 34 

% j 

. 34  * 

34 

134 

x 134 

X 

l 

2 : 

< 2 x 34 

34  > 

‘ 34  x 

34 

134 

x 134 

X 

134 

2 z 

t 2 x 1 

% > 

‘ 34  x 

% 

134 

x 134 

X 

134 

2 : 

v 2 x 134 

% > 

‘ 34  x 

34 

134 

x 134 

X 

34 

2 3 

< 2 x 134 

% > 

c % x 

34 

134 

x 134 

X 

134 

2 : 

« H4  X 2 

% > 

c 34  x 

l 

134 

x 134 

X 

134 

2 : 

<2  x 2 

l > 

‘ % x 

34 

134 

X 134 

X 

34 

2 y9  i 

* 234  x 234 

l 

C 34  x 

l 

134 

X 134 

X 

34 

3 : 

t 3 x 3 

1 3 

: 1 x 

34 

134 

X !>,, 

X 

l 

- 

< 334  x 334 

1 

1 3 

C 1 X 

L 1 X 

34 

l 

RIGHT 

134 

x 134 

X 

134 

4 : 

t 4 x 4 

RIGHT  HAND 

AND  LEFT 

REDUCING 

COUPLINGS. 

COUPLINGS. 

COUPLINGS 

CROSSES. 

LOCKNUTS 

34 

34 

34  x 

iz 

1Z 

34 

% 

1^ 

1 X 

Ya 

% 

34 

34 

34 

134  x 

1 

1 

Ya 

34 

1 

134  x 

134 

15* 

1 

1 

134 

2 x 

134 

IK 

>34 

>34 

134 

2 

134 

134 

2 

0 

THE  MILNER  & KETTIG  COMPANY. 


LIST  OF  SIZES,  ESTIMATED  WEIGHTS,  AND  CLASSIFICATION 

OF 


MALLEABLE  IRON  FITTINGS. 


ELBOWS. 

45 

0 ELBOWS. 

Approximate 

Approximate 

Size 

Weight 

Class 

Size 

Weight 

Class 

per  100. 

per  100 

34 

B 

34 

534  lbs. 

A 

% 

Ii 

34 

x 34 

9 

A 

34 

2434  lbs. 

B 

34 

x 34 

H34 

A 

34 

3334 

C 

34 

10 

B 

1 

54 

C 

H 

x 34 

1G 

B 

134 

88 

C 

;i8 

1H4 

B 

134 

119 

C 

x 34 

2314 

B 

9 

175 

C 

1/ 

x 34 

2234 

C 

234 

309 

D 

io 

2G 

C 

3 

593 

I) 

\ 

X 34 

45 

C 

334 

726 

D 

34 

x 34 

38 

C 

4 

900 

1) 

% 

4134 

D 

43 4 

D 

i 

X 34 

5234 

C 

5 

I) 

i 

X 34 

GO 

c 

G 

D 

i 

x 34 

6034 

D 

i 

6534 

D 

STREET  ELBOWS. 

134 

x 

91 

D 

Approximate 

134 

X 1 

98 

E 

Size 

Weight 

Class 

97 

E 

per  100 

134 

X % 

130 

D 

34 

13  lbs. 

B 

134 

X 1 

10G 

E 

34 

1634 

B 

1 L 

x 134 

144 

E 

34 

2734 

C 

134 

128 

E 

34 

X 

34 

45 

C 

o 

x 34 

195 

D 

34 

4934 

C 

2 

X 34 

196 

D 

1 

X 

34 

02 

C 

2 

X 1 

188 

E 

1 

65 

1) 

9 

x 134 

19G 

E 

134 

X 

1 

88 

D 

2 

x 134 

178 

E 

134 

102 

D 

9 

214 

E 

134 

X 

134 

146 

I) 

2i£ 

X 134 

280 

E 

134 

159 

I) 

2^ 

X 2 

380 

E 

9 

X 

134 

225 

I) 

2Ao 

385 

E 

9 

252 

I) 

o 

o 

x 134 

500 

E 

234 

I) 

»") 

x ,2 

400 

E 

3 

D 

3 

x 234 

53G 

E 

SIDE  OUTLET  ELBOWS 

3 

592 

E 

Approximate 

3^ 

x 3 

806 

E 

Size 

Weight 

Class 

334 

830 

E 

per  100 

4 

X 2 

800 

E 

34  x 

34 

x 34 

14  lbs. 

B 

4 

x 3 

930 

E 

34  x 

34 

x 34 

16 

B 

4 

x 334 

950 

E 

34  x 

34 

x 34 

23 

B 

4 . 

1250 

E 

34  x 

x J4 

28 

B 

4/4 

1750 

E 

34  x 

34 

x 34 

29 

B 

5 

2080 

E 

34  x 

34 

X % 

31 

B 

0 

3250 

E 

34  x 

34 

x :H 

32 

C 

JS 


THE  MILNER  & KETTIG  COMPANY. 


MALLEABLE  IRON  FITTINGS  — Continued. 


SIDE  OUTLET  ELBOWS  — CONTINUED. 


TEES— CONTINUED. 


Approximate 

Size 

Weight 
per  100 

Class 

1 X 

1 

x 34 

48  lbs. 

C 

34 

1 X 

1 

X 34 

54 

C 

34 

1 X 

1 

x 34 

50 

C 

34 

1 X 

1 

X 1 

58 

C 

34 

134  x 

134 

X 1 

108 

C 

34 

1)4  X 

134 

X 134 

118 

C 

34 

1 34  x 

134 

X 134 

151 

C 

34 

2 x 

9 

X 2 

C 

34 

34 

FOUR  WAY 

TEES. 

34 

34 

Approximate 

34 

Size 

Weight 
per  100 

Class 

34 

Z7 

B 

34 

7\ B 

34 

28  lbs. 

B 

34 

1 

1 

34 

40 

C 

1 

99 

C 

m 

130 

C 

1 

134 

153 

C 

1 

1 

9 

C 

TEES. 

1 

1 

Approximate 

1 

Size 

Weight 

Class 

1 

per  100 

1 

34 

9 lbs. 

A 

1 

34  x 

34 

934 

A 

1 

34  x 

34 

x 34 

1934 

A 

1 

34  ^ 

34 

934 

A 

1 

% x 

34 

1234 

A 

1 

34 

12 

B 

1 

34  x 

>4 

17 

B 

1 

% x 

34 

x 34 

1834 

B 

1 

% X 

34 

X 34 

18 

B 

1 

% X 

34 

17 

B 

1 

X 

1834 

B 

1 

37  v 
7a  x 

17 

/2 

2334 

C 

134 

X X 

34 

x 34 

24)4 

C 

134 

K x 

34 

x 34 

28 14 

C 

134 

14  X 

% 

x 34 

2434 

C 

134 

14  X 

>4 

x 34 

23 

c 

134 

K x 

% 

x 34 

27 

c 

134 

J4  x 

X 

x 34 

40 

c 

134 

K x 

34 

23 

c 

134 

x 

% 

2514 

c 

134 

1/ 

2934 

c 

134 

K y 

: % 

: 1 

41 

c 

134 

K > 

71 

c 

134 

>4  N 

: 134 

120 

c 

134 

»4  N 

34 

x 34 

48 

c 

134 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 


X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 


X 

X 


X 


X 

X 

X 

X 

X 

X 

X 

X 

X 

X 


Approximate 

Size 

Weight  Class 

per  100 

34  x 

34 

45  lbs. 

c 

34  x 

34 

43 

c 

34  x 

: 34 

48 

c 

34  x 

: 1 

66 

c 

34  x 

34 

38 

c 

34  x 

: 34 

42 

c 

34  x 

1 7 

44 

c 

34  x 

■ 34 

50)4 

c 

34  x 

: 1 

65 

c 

34 

44 

c 

34 

41 

c 

34 

42 

c 

5034 

D 

1 

63 

D 

134 

114 

D 

34  x 

: 34 

54 

C 

34  x 

= 34 

63 

C 

34  x 

: 1 

* 

00 

I- 

c 

34  x 

: 134 

98)4 

c 

34  x 

: 34 

56 

c 

34  x 

: 34 

63 

c 

34  x 

: 34 

67)4 

c 

34  x 

: 1 

73 

c 

34  x 

c 134 

108 

c 

34  x 

c 34 

58)4 

c 

34  x 

x 34 

60 

c 

34  x 

; 34 

71)4 

I) 

34  x 

: 1 

72 

D 

34  x 

x 134 

105 

D 

34 

59)4 

C 

34 

62 

C 

34 

64 

C 

34 

71 

D 

75 

D 

134 

100 

E 

134 

112 

E 

2 

195 

D 

34  x 

c 1 

114 

D 

34  > 

£ 134 

133 

D 

34  x 

£ 34 

104 

D 

.34  x 

C 1 

108 

I) 

34  x 

£ 134 

133)4 

D 

34  x 

£ 34 

106 

D 

34  x 

£ 34 

100 

U 

34  x 

i 1 

116 

D 

34  x 

£ 134 

132 

D 

1 : 

£ 34 

81 

I) 

1 1 

£ 34 

92 

I) 

1 : 

£ 34 

100 

D 

1 3 

t 1 

116 

E 

1 1 

£ 134 

106)4 

E 

19 


THE  MILNER  & KETTIG  COMPANY. 


MALLEABLE  IRON  FITTINGS  —Continued. 


TEES  — CONTINUED.  TEES  — CONTINUED 


Approximate 

Ypproximate 

Size 

Weight 

Class 

Size 

Weight 

Cla 

per  100 

per  100 

134 

X 1 X 

134 

145  lbs. 

E 

314 

x 3 

950  lbs. 

E 

1 34 

x % 

8!) 

1) 

334 

1003 

E 

134 

x % 

82 

It 

4 

x 2 

1110 

E 

1 34 

x % 

10634 

I) 

4 

x 234 

118234 

E 

134 

X 1 

107 

E 

4 

X 3 

1245 

E 

1 34 

132 

E 

4 

x 334 

1513 

E 

134 

X 134 

15(i 

E 

4 

1465 

E 

134 

X 2 ' 

169 

E 

434 

E 

1C, 

x 34  x 

1 

131 

n 

5 

2690 

E 

144 

X % X 

134 

167 

D 

6 

4600 

E 

i1! 

X 34  X 

Li 

164 

D 

I44 

x x 

1 

115 

D 

ll| 

4 

X % X 

134 

140 

D 

CROSSES. 

134 

X 34  X 

IX 

155 

D 

134 

X 1 X 

34 

110 

D 

34 

1534  lbs. 

B 

lg 

X 1 X 

1 

125 

E 

% 

x 34 

x 34 

1734 

B 

134 

X 1 X 

134 

151 

E 

>8 

x 34 

23 

B 

114 

X 1 X 

1C, 

15444 

E 

% 

24 

B 

1 34 

X 134  X 

14 

1 1334 

D 

34 

X % 

X 34 

24 

I? 

134 

X 134  X 

3i 

11244 

D 

1Z 

X % 

x 34 

27 

B 

1*4 

x 134  X 

1 

12734 

E 

1Z 

X % 

x 34 

2834 

B 

134 

x 134  X 

134 

144 

E 

X 34 

27 

B 

134 

x 134  X 

134 

160 

E 

1/ 

x 34 

28 

B 

134 

X % 

104 

I) 

H 

31 

B 

1J4 

x 34 

112 

1) 

h 

X % 

x 3-4 

39 

B 

134 

X % 

116 

D 

3A 

x 34 

x 34 

39 

B 

134 

X 1 

128 

E 

% 

X 34 

x 34 

50 

B 

134 

x 134 

156 

E 

34 

x x 

x 34 

4434 

B 

134 

160 

E 

% 

x 34 

5034 

B 

134 

x 134  X 

2 

198 

E 

& 

x % 

50 

B 

134 

X 2 

180 

E 

% 

x 34 

52 

B 

2 

X % X 

2 

236 

D 

% 

64 

C 

2 

x 34  x 

2 

226 

I) 

1 

x 34 

x 3a 

52 

B 

2 

x 34  x 

2 

240 

D 

1 

x 34 

x 34 

52 

B 

2 

X 1 x 

2 

224 

E 

1 

x 34 

x 34 

62 

B 

2 

x 134  X 

134 

20134 

E 

1 

x 34 

X 34 

64 

B 

2 

x 134  X 

134 

231 

E 

1 

x 34 

6834 

B 

2 

x 134  X 

2 

236 

E 

1 

X 34 

69 

B 

2 

x 1 34  x 

"34 

222 

D 

1 

x 34 

72 

B 

2 

X 134  X 

1 

224 

E 

1 

92 

C 

2 

X 134  X 

134 

20934 

E 

134 

X 1 

X 34 

96 

D 

2 

x 114  X 

134 

224 

E 

134 

X 1 

X 1 

105 

D 

2 

X 134  X 

2 

244 

E 

134 

X % 

90 

C 

2 

X % 

154 

1) 

134 

x 34 

106 

C 

2 

X 34 

160 

D 

134 

x 34 

118 

D 

2 

X % 

161 

D 

134 

X 1 

132 

n 

2 

X 1 

181 

E 

134 

158 

I) 

2 

x 134 

203 

E 

134 

x 134 

x 134 

158 

D 

2 

x 134 

220 

E 

134 

x 34 

119 

C 

0 

26844 

E 

134 

X x 

H434 

C 

2 

x 234 

32034 

E 

134 

x 34 

132 

1) 

234 

X I 

315 

E 

134 

X 1 

146 

D 

2‘a 

X 134 

295 

E 

134 

x 134 

185 

D 

234 

x 134 

300 

E 

134 

198 

D 

2C, 

X 2 

348 

E 

2 

X 34 

157 

C 

2^ 

470 

E 

9 

x 34 

180 

C 

234 

X 3 

538 

E 

9 

x 34 

194 

D 

3 

X 1 

525 

E 

2 

X 1 

226 

D 

3 

x 134 

530 

E 

2 

X 134 

252 

1) 

3 

X 134 

532 

E 

9 

x 134 

262 

D 

3 

X 2 

610 

E 

2 

288 

I) 

3 

x 2H 

632 

E 

91/ 

X 134 

318 

1) 

3 

745 

E 

. 2i  / 

X 1C, 

340 

I) 

334 

X 2 

E 

2W 

X 2 

380 

I) 

334 

X 234 

770 

E 

21/ 

600 

D 
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MALLEABLE  IRON  FITTINGS  — Continued. 


CROSSES -CONTINUED. 


DROP  TEES. 
MALE  AND  FEMALE. 


Size 

Approximate 

Weight 

Class 

• » 

x 1 34 

per  100 

520  lbs. 

D 

3 

x 2 

613 

I) 

3 

x 234 

688 

D 

3 

881 

D 

3L 

1030 

D 

4 

1427 

D 

DROP  ELBOWS. 
FEMALE. 


Approximate 

Size 

Weight 

Class 

per  100 

34  x 

34  x 

% 

17  lbs. 

B 

54  x 

34  X 

% 

18 

B 

54  x 

54  X 

% 

1634 

B 

34  X 

% X 

X 

31  34 

B 

34  x 

% X 

X 

2534 

B 

54  X 

34  x 

X 

43 

B 

% X 

54  x 

X 

3134 

B 

X 

X 

X 

58M 

B 

X 

1 X 

X 

5154 

B 

X 

x 34 

1534  lbs. 

B 

X 

x 34 

20 

B 

X 

x 54 

18 

B 

1.' 

X >4 

2634 

B 

l“ 

x 54 

2854 

B 

54 

x 34 

4134 

B 

54 

x 54 

36 

C 

X 1 

52% 

C 

DROP  ELBOWS. 

MALE 

AND 

FEMALE. 

X 

\06 

17  lbs. 

B 

h 

x 54 

1534 

B 

X 

x 54 

19 

B 

X 

x 54 

32 

B 

LONG  DROP  ELBOWS. 

MALE 

AND 

FEMALE . 

X 

X 54 

25%  lbs. 

B 

34 

X 38 

B 

DROP  ELBOWS. 

WITH  RIGHT  OR 

LEFT  FLANGES 

34 

X 54 

1 334  lbs. 

B 

54 

X 54 

17 

B 

DROP 

TEES. 

FEMALE 

Approximate 

Size 

Weight 

Class 

per  100 

54 

x 34  x 

34 

1834  lbs. 

B 

54 

X 54  X 

34 

1754 

B 

54 

x 54  x 

X 

1934 

B 

l/ct 

x 34  x 

1/ 

2934 

B 

1/ 

x 54  x 

34 

24 

B 

1/ 

x 54  x 

54 

26 

B 

l/o 

x X x 

34 

28 

B 

1~ 

X % X 

X 

2734 

B 

1/ 

x v2  X 

i/ 

27 

B 

H 

X 1 o X 

34 

43 

B 

X 

X y2  x 

54 

49 

B 

X 

X % X 

34 

39 

B 

X 

X % X 

54 

44 

B 

X 

X 54  x 

34 

45 

B 

54 

x 54  x 

54 

57 

C 

x 54  x 

X 

59 

B 

X 1 X 

X 

58 

B 

X 1 X 

61 

B 

X 1 X 

X 

C 

CAPS. 


Size 

Approximate 

Weight 

Class 

34 

per  100 

5 lbs. 

B 

54 

734 

B 

34 

1234 

C 

/A 

1934 

C 

l 

34  J4 

C 

134 

58 

D 

134 

68 

I) 

9 

100 

D 

234 

188 

D 

3 

262 

D 

334 

310 

D 

4 

468 

D 

REDUCING  COUPLINGS. 


Size 

Approximate 

Weight 

Cla 

34 

x 34 

per  100 

6 lbs. 

A 

54 

54 

x 34 

1034 

A 

x 34 

11 

B 

14 

X 34 

1434 

B 

34 

x 54 

15 

B 

X 

x 34 

23 

B 

54 

54 

x 54 

09 

B 

X 34 

2234 

B 

1 

X 34 

30 

C 

1 

x 54 

32 

C 

1 

x 34 

3334 

C 

1 

x 54 

8454 

C 

134 

X 34 

44 

C 

1 1 , 

x 54 

50 

C 

i'.i 

x 14 

4234 

c 

134 

x 54 

X 1 

4134 

D 

134 

4634 

D 

134 

x 34 

60 

C 

13a 

X 54 

60 

C 

13a 

x 14 

58 

c 

134 

x 54 

X 1 

62 

I) 

134 

70 

I) 

134 

X 134 
x 34 

68 

I) 

2 

83 

c 

2 

x 54 

94 

c 

2 

x *4 

8434 

c 

2 

x 54 

91 

1) 

I 


x 
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MALLEABLE  IRON  FITTINGS  "CONTINUKD. 


REDUCING  COUPLINGS  CONTINUED 

Approximate 

Size  Weight  Class 

per  100 


Size 


LOCKNUTS  CONTINUED 

Approximate 
Weight 
per  100 


0 

X 

1% 

08  lbs. 

I) 

2C 

185  lbs. 

■> 

X 

1C 

105% 

I) 

3 

195 

X 

X 

I) 

3% 

270 

2C 

X 

1 

185 

I) 

4 

405 

2 il 

X 

1% 

1 7 4 C 

1) 

2C 

X 

1 c 

177 

D 

WASTE  NUTS. 

2% 

X 

•> 

180 

D 

% 

5 lbs. 

3 ' 

X 

1 

256 

D 

3% 

7 

3 

X 

1% 

280 

1) 

1/ 

10 

3 

X 

1C 

250 

D 

k 

10% 

3 

X 

•) 

265 

1) 

l 

14% 

3 

X 

2% 

300 

l) 

3% 

X 

1% 

I) 

WALL  PLATES. 

3% 

X 

2 

I) 

% 

14  lbs. 

• ; l 

X 

2% 

362 

D 

3% 

X 

3 ~ 

370 

I) 

CHANDELIER  LOOPS, 

4 ' 

X 

1 

D 

% 

15%  lbs. 

4 

X 

2 

430 

D 

% 

20 

4 

4 

X 

X 

2C 

3 ~ 

505 

480 

I) 

D 

CHANDELIER  HOOKS 

4 

X 

3% 

495 

D 

MALE. 

% 

18%  lbs. 

EXTENSION  PIECES. 

X 

27% 

% 

X 

% 

10  lbs. 

B 

CHANDELIER  HOOKS 

%/ 

X 

1/ 

19% 

B 

FEMALE. 

X 

X 

X 

28 

C 

% 

20  lbs. 

1 

X 

1 

41  C 

C 

% 

21% 

1 

X 

% 

39 

c 

1% 

X 

% 

48 

c 

RETURN  BENDS. 

OPEN  PATTERN. 

RIGHT 

AND 

LEFT  COUPLINGS. 

% 

21%  lbs. 

Approximate 

34 

41% 

Size 

Weight 

Class 

X 

81% 

per  100 

l 

133 

% 

A 

i% 

191% 

X 

7%  lbs. 

B 

i% 

314% 

% 

13 

B 

2 

557 

l7 

20% 

C 

2C 

750 

k 

29% 

C 

3 ~ 

1085 

i 

53% 

D 

3% 

i% 

80  C 

D 

4 

i% 

115 

I) 

o 

170 

I) 

RETURN  BENDS. 

CLOSE  PATTERN. 

RIGHT  HAND  COUPLINGS. 


% 

% 

% 

1/ 

% 

1 

vx 

1C 


H 

% 

k 

i 

i% 

1% 

9 


4 % lbs. 

« X 

10% 

18 

27% 

47  C 
70  " 

07 

14S 

LOCKN  UTS. 

3%  lbs. 

*x 

7% 

12% 

17% 

26% 

34 

50 


B 

B 

B 

C 

C 

C 

D 

D 


% 

in 

k 

1 

i% 

i% 

2 

2l4 
3 ~ 


% 

x 

1 

i% 

i% 

2 

2% 

3 " 
3% 

4 


20  lbs. 
35 
67 
100 
164 
245 
395 
625 
850 

Y'S. 


113  lbs. 
187 


437 

1000 


Class 


B 

B 

C 

c 

I) 

D 

D 

D 

D 

D 

1) 


B 
B 
C 
C 
1 ) 
D 
D 
D 
D 


00 
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RAILING  FITTINGS. 


ELBOW. 


ELBOW,  SIDE  OUTLET. 


TEE. 


TEE,  SIDE  OUTLET. 


U -50. 


U-52. 


U-53. 


GATE  HINGE. 


U -58. 


BRASS  RAILING  CAP. 


U-59. 


Railing  Fittings  will  be  furnished  with  all  RIGHT  HAND  Threads  unless  otherwise  specified. 
Extra  charge  will  be  made  for  Right  and  Left  or  Left  Hand  Fittings. 

As  the  Fittings  do  not  need  to  be  steam  or  water  tight,  a satisfactory  job  can  be  made  by  running 
a Left  Hand  Tap  into  any  Right  Hand  Outlet. 

MALLEABLE  IRON  RAILING  FITTINGS. 


Inch 

L> 

Y\ 

1 

1)4 

2 

2^ 

3 

U-50. 

Elbow,  each 

.15 

.18 

.20 

.35 

.45 

.72 

1.00 

1.50 

U - 51 . 

Elbow,  Side  Outlet,  each 

.20 

.23 

.25 

.40 

.50 

.80 

1.15 

1.70 

U-52. 

Tee,  each 

.20 

.23 

.25 

.40 

.50 

.75 

1.20 

1.90 

U-53. 

Tee,  Side  Outlet,  each. . 

.30 

.33 

.35 

.45 

.55 

.90 

1.40 

2.15 

C 

Ul 

A 

Cross,  each 

.30 

.33 

.35 

.45 

.58 

1.00 

1.50 

2.25 

U-55. 

Cross,  Side  Outlet,  each 

.35 

.38 

.40 

.50 

.05 

1.35 

1.75 

2.60 

U -56. 

Floor  Flange,  each 

.14 

. 15 

. 15 

.20 

.28 

.30 

.50 

.75 

U-57. 

Acorn  Ornament,  each. . 

.10 

.18 

.20 

.25 

.35 

.90 

1.00 

1.50 

U - 5 8 

Gate  Hinge,  each 

.35 

.40 

.45 

.55 

.80 

1.00 

Galvanized  Fittings — Double  the  above 

list  prices. 

POLISHED 

BRASS 

RAILING 

FITTINGS 

Inch 

17 

72 

% 

1 

Vi 

2 

3 

U-50. 

Elbow,  each 

.60 

.70 

.80 

1.20 

1.60 

2.50 

4.00 

7.00 

U-51 . 

Elbow,  Side  Outlet,  each 

.80 

.90 

1.10 

1.70 

2.00 

3.00 

6.00 

8.50 

U-52. 

Tee,  each 

.80 

.90 

1.10 

1.70 

2.00 

3.00 

6.00 

8.50 

U-53. 

Tee,  Side  Outlet,  each. . 

1.20 

1.30 

1.50 

2.00 

2.40 

3.50 

7.00 

10.00 

U-54. 

Cross,  each 

1.20 

1.30 

1.50 

2.00 

2.40 

3.50 

7.00 

10.00 

U-55. 

Cross,  Side  Outlet,  each 

1.40 

1.50 

1.70 

2.25 

3.00 

4.00 

8.00 

11.50 

U -56. 

Floor  Flange,  each 

.30 

.40 

.55 

.75 

1.00 

1.30 

2.00 

3.00 

U-57. 

Acorn  Ornament,  each. 

1.00 

1.50 

2.00 

2.50 

3.25 

4.50 

5.50 

7.00 

U -58. 

Gate  Hinge,  each 

.90 

1.30 

1.50 

1.90 

2.25 

3.25 

U-B9, 

Cap,  each 

.20 

.20 

.25 

.35 

.50 

The  Milner  & kettig  company. 
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MALLEABLE  IRON  PIPE  CLAMPS. 


Size  of  Pipe, 

inches 

2 

2y, 

3 

Tapped  for  P 

ipe,  inches. 

K to  1 

1 to  IK 

M to  1 

U -60  AND  61 

, each 

1 .00 

1.25 

1.25 

Size  of  Pipe, 

inches 

5 

G 

G 

Tapped  for  Pipe,  inches. 

3 

K to  IK 

2 

U - 60  AND  61  , 

each 

4.00 

2.25 

2.50 

3 

4 

4 

4 

5 5 

IK  to  2 

% to  IK 

2 

3 

M to  IK  2 

1.50 

1.75 

2 TOO 

4.00 

1.80  2.15 

G 

7 

7 

7 

8 8 

3 

%to  IK 

2 

3 

2 to  3 4 

5.00 

2.50 

2.70 

5.00 

5.50  G.00 

The  4 inch  size  is  also  suitable  for  3 inch  Cast  Iron  Water  Pipe. 
“ 5 4 

“ G “ “ 5 

“ 7 “ “ 6 


CAST  IRON  WATER  PIPE  CLAMP. 


FOR  CAST  IRON  WATER  PIPE. 


U-62. 


Size  of  Pipe,  inches 

Tapped  for  Pipe,  inches. 
Each 

2 

K to  1 
.50 

3 

M to  l 
.G5 

3 

IK  to  2 
.80 

4 

K to  IK 
.90 

4 

IK  to  2 

1 .00 

5 

K to  iK 
1.00 

Size  of  Pipe,  inches 

Tapped  for  Pipe,  inches. 
Each 

5 

IK  to  2 
1.10 

6 

K to  ik 

1.15 

G 

IK  to  2 
1.25 

7 

K to  IK 
1.25 

7 

IK  to  2 

1.50 

8 

2 to  3 
3.00 

MALLEABLE  IRON  PIPE  SADDLE. 


Size  of  Pipe,  inches 

Tapped  for  Pipe,  inches. 
Each 


FOR  STEAM  PIPE. 


2 2K 

i to  ik  i to  ik 
1.00  1.25 


U-63. 

3 4 

1 to  2 1 to  2 

1.25  1.50 


5 6 

1 to  2 1 to  2 

2.75  2.75 


6 8 

2)4  to  4 2K  to  4 
5.75  6.50 
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CAST  IRON  FITTINGS. 


ELBOW. 


U-64-. 


U-65. 


U-66. 


REDUCING  45°  ELBOW. 

ELBOW. 


ELBOWS. 


Inch 

K 

X 

K X 

1 

IK 

IK 

•> 

2^ 

3 

Each 

.05 

.05 

.00  .08 

.10% 

.10 

.20 

.28 

.50 

. 75 

Inch 

?>K 

4 

4K  5 

0 

7 

8 

9 

10 

12 

Each 

1.05 

1.20 

1.75  2.00 

2.75 

4.70 

0.75 

9.00 

13.50 

20.00 

REDUCING  ELBOWS. 

Inch 

% 

K 

X 1 

ik 

1 X 

2 

2K 

3 

3K 

Each 

.oo 

.07 

.00  .12 

.18 

.23 

.32 

.00 

.85 

1.20 

Inch 

4 

4K 

5 G 

7 

8 

9 

10 

12 

Each 

1.40 

2.00 

2.30  3.15 

5.40  7 

.75 

10.50 

15.50 

23.00 

RIGHT 

AND  LEFT  ELBOWS. 

Inch 

K 

% 

X % 

l IK 

IK 

2 

2% 

3 3% 

4 

Each 00  .00  07  .00  .12  .18  .23  .32  .00  .85  1.20  1.50 


SIDE  OUTLET  ELBOWS. 


Inch 

X 

i IK  IK 

2 2K 

3 

3K 

4 4K  5 

6 

Each 

.18 

.24 

.30  .48  .00 

.84  1.50 

2 25  c 

$.15  3. 

,00  5.25  0.00 

8.25 

45°  ELBOWS. 

Inch 

% 

X K 

X 1 

IK 

IK 

2 2*4 

3 

Each 

.00 

.00  .07 

.10  .12 

.19 

.24 

.34  .00 

.90 

Inch 

3>K 

4 4,K 

5 G 

7 

8 

9 10 

12 

Each 

1 

.25 

1.45  2.20  2 

.50  3.45 

5.90 

8.50 

11.25  17.00 

25.00 

PITCHED  ELBOWS. 

Inch 

X 

l IK 

IK 

2 

2K 

3 3K 

4 

Each 

10 

.13  .20 

.25 

35 

.G5 

1 00  1.30 

1.50 

For  orices  of  Galvanized  Cast  Iron  Fittings,  see  page  31. 
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CAST  IRON  FITTINGS. 


TEE. 


REDUCING  TEE. 


U-67. 


U-68. 


TEES. 


Each '. 

Inch 

.os 

% 

.08 

.09 

.12 

1 

.15 

.23 

\% 

.29 

9 

.41 

2^ 

. / 3 

3 

1.10 

Each 

Inch 

1.50 

4 

1.75 

4^ 

2.55 

5 

3.00 

0 

4.00  1 

0.  SO 

8 

9.75 

9 

13.00 

10 

19.50 

12 

29.00 

REDUCING 

TEES. 

Each 

Inch 

% 

.09 

1/ 

.10 

% 

.14 

1 

.17 

]h 

.27 

1 

. 00 

9 

.47 

.S3 

1 .25 

0% 

1.75 

Each 

Inch 

4 

2.00 

4 % 
2.95 

5 

3.50 

G 

4.  GO 

i 

7.80 

s 

11.25 

9 

15.00 

10 

22.50 

12 

33.50 

SIDE 

OUTLET  TEES. 

Each 

Inch 

27  . 

% 1 
30  . 45 

70 

1L 

00  1 

2 216 
25  2.25 

TEES. 

3 25 

3^ 

4.50 

4 

4b,  5 

'.65  9.00 

G 

12.00 

ECCENTRIC 

U-69.  U-70. 


These  Fittings  are  designed  to  prevent  the  accumulation  and  lodgment  of  condensation. 
Orders  must  be  accompanied  by  sketch  showing  position  in  which  the  Fitting  is  to  be  placed. 
Made  to  order  only.  Prices  on  application. 

For  prices  of  Galvanized  Cast  Iron  Fittings,  see  page  31. 
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CAST  IRON  FITTINGS. 


CROSS. 


Inch 

% 

K 

K 

U-7 1 . 

CROSSES. 

i IK 

IK 

2 

2K 

3 

3K 

Each . . 

.15 

.16 

.22 

.27  .42 

.53 

.75 

1.30 

2.00 

2.70 

Each . . 

Inch 

4 

3.15 

4K 

4.60 

5 

5.50 

6 7 

7.25  12.25 

8 

17.50 

9 

23.50 

10 

35.00 

12 

52.50 

Inch 

% 

REDUCING  CROSSES. 

1 IK  IK 

2 

2K 

q 

3K 

4 

Each . . 

.18 

.25 

.30 

.40  .00 

.83 

1.45 

2.20 

3.00 

3.50 

Each. . 

Inch 

4 k 

5.10 

5 

6.00 

6 

8.00 

7 8 

13.50  19.25 

9 

26.00 

10 

38.50 

12 

58.00 

Y BRANCH. 

OFFSET. 

U-72. 

U-73 

Y BRANCH  ES— STRAIGHT 

SIZES. 

Inch 

K 

1 

IK 

LK 

2 2K  3 

31/ 

4 

Each . . 

.20 

.28 

.34 

.54 

.06 

.94  1.66  2.50 

3 . 50 

4 00 

Inch 

4K 

5 

li 

* 7 

8 

9 10  12 

Each . . 

5 . 'JO 

7.00 

9.20 

15.60 

22.50 

30.00  45.00  67.00 

REDUCING  Y 1 

BRANCHES. 

Inch 

K 

% 

1 

, IK 

IK 

2.  2K  3 

3K 

4 

Each . . 

23 

.33 

.40 

.62 

.76 

1.08  1.90  2.90 

4.00 

4.60 

Inch 

4K 

5 

6 

7 

8 

9 10  12 

Each . . 

6.80 

8.00 

10.60 

18.00 

26.00 

35.00  51.75  77.00 

OFFSETS. 

Inch 

V\ 

1 

IK 

IK 

0 

2K  3 3K  4 

5 

6 

To  offset  4 inches,  each 

, .45 

.70 

1.00 

1.20 

1.80 

3.00  4.00  5.00  6.00 

8.00 

10.00 

“ 

6 

“ “ 

.67 

1.05 

1.50 

1.80 

2.70 

4.50  6.00  7.50  9.00 

12.00 

15.00 

“ 

8 

“ “ 

.90 

1.40 

2.00 

2.40 

3.60 

6.00  8.00  10.00  12.00 

16.00 

20.00 

For  prices  of  Galvanized  Cast  Iron  Fittings,  see  page  31. 
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CAST  IRON  FITTINGS. 


RETURN  BEND-CLOSE  pattern.  RETURN  BEND-OPEN  PATTERN. 


c 

1 

•>1 

ft 

CLOSE 

PATTERN 

U 

-75. 

Inch 

K 

X 

1 

ik 

1 % 

2 

2K 

3 

Center  to  Center,  inches 

IX 

2K 

2l4 

3K 

3% 

4.K 

Right  Hand,  each 

.18 

.20 

22 

.28 

.40 

.57 

1.20 

1.70 

Right  and  Left,  each 

.21 

.23 

.26 

.33 

.46 

.66 

1.40 

1.95 

OPEN 

PATTERN 

Inch 

X 

1 

ik 

9 

2K 

3 

Center  to  Center,  inches. . . . 

IK 

2% 

3 

3K 

4 % 

5% 

6K 

Right  Hand,  each 

.26 

.30 

.40 

.55 

.80 

1.35 

2.20 

Right  and  Left,  each 

. 30 

.35 

.46 

.64 

.92 

1.55 

2.50 

CLOSE  PATTERN-PITCHED. 

Inch 

1 

1 

1 

1 

1 

IK 

m 

m 

Length  of  Pipe  in  Coil,  feet 

3 

4 

5 

6 

8 

4 

5 

6 

Right  Hand,  each 

.26 

.26 

.26 

.26 

.26 

.33 

.33 

33 

Right  and  Left,  each 

.26 

.26 

.26 

.26 

.26 

.33 

.33 

.33 

All  Right  and  Left  Pitched  Return  Bends  made  to  order. 


One  inch  Return  Bends  for  Coils  longer  than  8 feet  are  tapped  straight. 


RETURN  BEND— WIDE  PATTERN. 


RETURN  BEND-BACK  OUTLET. 


U-76. 

WIDE  PATTERN. 


U-77. 


Inch 

Center  to  Center,  inches 

Right  Hand,  each 


Inch 

Center  to  Center,  inches 

Right  Hand,  each 


Inch 

Center  to  Center,  inches 

Right  Hand,  each 

Right  and  Left,  each 


1 

1 

1 

1 

1 IK 

IK 

IK 

3 

4 

5 

6 

8 4 

6 

8 

.45 

.50 

.60 

.75  1 . 

00  1.00 

1.25 

2.75 

ix 

IK 

IK 

2 

2 

2 

2 

4 

4 

4% 

6 

8 

4% 

6 

7 

8 

7K 

11 

1.30  1 

.60 

2.00 

1.75 

2.00 

3.00  3.50 

6.50 

7.50 

BACK  OUTLET. 

X 

1 

IK 

IK 

2 

2K 

3 

1% 

2K 

2K 

2K 

3K 

3 K 

4K 

.38 

.42 

.60 

.80 

1.15 

2.00 

3.00 

.42 

.48 

.70 

.95 

1.30 

2.30 

3.50 

The  Back  Outlet  of  Right  and  Left  Return  Bends  is  always  tapped  right  hand. 
For  prices  of  Galvanized  Cast  Iron  Fittings,  see  page  31. 
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REDUCING  COUPLING. 


U-78. 


CAST  IRON  FITTINGS. 

REDUCING  COUPLING.  CAP. 

ECCENTRIC. 


U-79. 


U -80. 


REDUCING  COUPLINGS. 


LOCKNUT. 


U-81 


Size  of  largest  opening,  inches. . . . 
Each 

Size  of  largest  opening,  inches. . . . 
Each .... 


2 

234 

3 

334 

4 

4La 

5 

43 

.00 

.80 

1 .00 

1.35 

1.85 

2.00 

0 

l 

8 

9 

10 

12 

2.70 

5.35 

0.75 

8.35 

10.00 

15.00 

ECCENTRIC  REDUCING  COUPLINGS. 


Inch 

2 x 134 

2>4  x IX 

2%  x 134 

234  x 2 

3x2 

3x234 

U-79. 

Each . 

1.00 

1.50 

1.50 

1.50 

2.40 

2.40 

Inch 

3*4  x 3 

3%  x 2 34 

4x3  34 

4x3 

5x4 

6x4 

U-79. 

Each . 

3.00 

3.00 

4.00 

4.00 

0.00 

8.00 

CAPS. 

Inch  2 

234 

3 

334  4 

434  5 

0 7 

8 

9 10 

12 

U - 80 . 

Each 

20 

.40 

.54 

.75  .87 

1.05  1.20 

1 55  2.50 

2.85 

4.75  5.50 

7.00 

LOCKN  UTS. 

Inch  2 

2K 

3 

334  4 

434  5 

0 7 

8 

9 10 

12 

U-80. 

Each  . 

25 

.27 

.34 

.47  .04 

.85  .90 

1.30  1.70 

2.35 

2.70  3.00 

4.00 

FLANGE  UNION. 
PLAIN. 


FLANGE  UNION. 
WITH  LIP,  FACED. 


U-82. 


U-83. 


PLAIN  FLANGE  UNIONS. 


Inch 

1/ 

% 

1 

1 % 

2 

Q 

O 

314 

U-82. 

Each  

.40 

.40 

.52 

.04 

.78 

1 .00 

1.25 

1.50 

1.80 

Inch 

4 

434 

5 

0 

7 

8 

9 

10 

12 

U-82. 

2.10 

2.70 

3.15 

3.95  5 

.50 

7.00 

10.00 

11.50 

10.00 

LIPPED  FLANGE 

UNIONS. 

Inch 

w 

34 

1 

134 

134 

2 

234 

3 

334 

U-83. 

Each  

.00 

.75 

.90 

1.00  1 

.20 

1.50 

1.75 

2.00 

2.75 

Inch 

4 

434 

5 

0 

7 

8 

9 

10 

12 

C 

CD 

(J 

Each  

3.00 

3.50 

4.00 

5.00  7 

.00 

10.00 

15.00 

17.50 

20  00 

For  prices  of  Galvanized  Cast  Iron  Fittings,  see  page  31. 


THE  MILNER  & KETTIG  COMPANY. 


29 


CAST  IRON  FITTINGS. 


FLANGE. 


CURVED  FLANGE. 


U-84. 


U-85. 


FLANGES  (u-84*. 


Size  Pipe, 
Inches 

K 

K 

1 

U4 

2 

2i z 

3 

3L> 

4 

4% 

5 

6 

7 

s 

9 

10 

12 

Diameter 

Inches 

3 

.10 

.10 

3>£ 

. 15 

.15 

.15 

.15 

.16 

4 

.22 

22 

22 

.16 

.16 

.25 

.25 

.25 

.25 

.25 

.22 

5 

.35 

.35 

.30 

.30 

.30 

.30 

.35 

5K 

.45 

.45 

.45 

.40 

.40 

.40 

.35 

.40 

6 

.50 

.50 

.50 

.42 

.40 

.40 

.42 

.42 

.50 

6^ 

.65 

.60 

.60 

.60 

.55 

.50 

.50 

.50 

.65 

7 

.75 

.75 

.75 

.70 

.70 

.62 

.62 

.62 

.75 

.90 

.90 

.90 

.85 

.85 

.80 

.80 

.75 

.85 

.90 

8 

1.00 

1.00 

1.00 

.95 

.95 

.90 

.90 

.90 

.90 

.90 

SK 

1.25 

1.25 

1.25 

1.15 

1.15 

1.10 

1.10 

1.10 

1.00 

1.00 

9 

1.35 

1.35 

1 .35 

1.30 

1.25 

1 . 15 

1.15 

1.15 

i.i6 

1 .40 

9K 

1.90 

1.90 

1.75 

1 .75 

1.60 

1.60 

1 .50 

1.25 

1.50 

1.50 

10 

2.25 

2.25 

2.15 

2.00 

1 .80 

1.50 

1.50 

1.50 

1 . 50 

1.50 

11 

2 . 50 

2.50 

2.25 

2 . 25 

2.00 

1 . 75 

1.75 

1.75 

2.20 

12 

3.00 

3 . 00 

2.75 

2.50 

2.50 

2.20 

2.20 

2.20 

2.80 

13 

3.50 

3.50 

3.25 

3.00 

3.0(1 

2.80 

2 . 80 

2.80 

14 

4.00 

4.00 

3.75 

3.75 

3.50 

3.25 

3.25 

3.25 

3.75 

4.66 

15 

4.00 

4.00 

4.00 

4.50 

16 

5.00 

5.00 

5 . 00 

5.00 

0.00 

17 

6.50 

6.50 

5.75 

5.75 

7.00 

18 

8 . 00 

8.00 

7.00 

7.00 

19 

7.50 

7.50 

20 

.... 

8.50 

Curved  Flanges  (U-85)  made  to  order  at  special  prices. 

In  ordering  Curved  Flanges  it  is  necessary  to  give  the  circle  they  are  to  fit. 


DRILLED  FLOOR  FLANGES. 


Size  Pipe,  inches 

% 

U-86. 

3*4 

1 

IK 

1 K 

Diameter  Flange,  inches  .... 

O 

3% 

4 

4 

Each 

.10 

.15 

.15 

.16 

.16 

.22 

9 


.35 
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BUSH  I NG. 


U-87. 


CAST  IRON  FITTINGS. 


FACED  BUSHING. 


ECCENTRIC  BUSHING. 


U-88. 

PLAIN  BUSHINGS. 


U-89. 


Inch 

y& 

K 

X 

1 

IK 

IK 

2 

2K 

3 

3K 

u-87.  Each.. 

.04 

.04 

.05 

.06 

.07 

.09 

.14 

.21 

.30 

.40 

Inch 

4 

4 K 

5 

6 

/ 

8 

9 

10 

12 

u-87.  Each. 

.50 

.75 

.93 

1.25 

1.87 

2.75 

3.25 

3.75 

5.00 

Bushings  up  to  2/  inch,  inclusive,  which  reduce  one  size  only,  are  malleable. 


u-88.  Each. 


Inch 


.1)8 


FACED  BUSHINGS. 

k x i m 2 

.09  .11  .13  .17  .22  .32 


2H 

.48 


3 

.70 


3/  4 

1.20  1.50 


u-89.  Each. 


Inch 


2 2V, 

27  .42 

PLUG. 


ECCENTRIC  BUSHINGS. 


■\v 


6 


8 


9 


10 


12 


.60  .80  1.00  1.50  1.85  2.50  3.75  5.50  6.50  7.50  10.00 

COUNTERSUNK  PLUG. 


U-91  . 


PLAIN  PLUGS. 


Inch 

K 

K 

K 

X 

1 

IK 

IK 

2 

‘71/ 

-/2 

3 

Each. . 

.02 

.02 

.02 

.03 

.04 

.05 

.07 

.10 

.18 

.25 

Inch 

3K 

4 

4K 

5 

6 

7 

8 

9 

10 

12 

Each . . 

.38 

.42 

.65 

.ss 

1.20 

1.85 

2.75 

3.25 

3 .'75 

5.00 

u-9i.  Each. 


Inch 


COUNTERSUNK  PLUGS. 


K 

.04 


X 

.06 


1 

.08 


IK 

.09 


IK 

.11 


.15 


Each 


Inch 


PLAIN  PLUGS,  LEFT  HAND. 


X 

.06 


1 

.08 


IK 

.09 


IK 

.11 


.15 


For  prices  of  Galvanized  Cast  Iron  Fittings,  see  page  31. 


GALVANIZED  CAST  IRON  FITTINGS. 
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bD 


C/5 

CL 

rt 

CJ 


o 

u 

bD 


<u 

cd 


CO 

CO 


Cl 

CO 


CO 

o 


CO 


C/5 

0/ 

o 


03 


O'  O CO 
-t<  <N  Cl 


to  1- 


o 

Cl 


X) 

o 


o 

CO 
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o 

o 


CO 
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GO 


CO 
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bD 
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p 
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LIST  OF  STANDARD  SIZES 

OF 

CAST  IRON  FITTINGS. 


STRAIGHT  SIZES. 


Elbows  and  Tees — to  12  inch. 
Elbows,  45°  — % to  12  inch. 
Return  Bends — 34  to  3 inch. 

Caps  and  Locknuts— 2 to  12  inch. 
Y Branches — 34  to  10  inch. 


Elbows,  Right  and  Left— 34  to  3 inch. 

Crosses — % to  12  inch. 

Offsets — 24  to  6,  to  offset  4 in.,  6 in.  and  8 inch. 
Plugs — 34  to  12  inch. 

Flange  Unions — 34  to  12  inch. 


REDUCING  ELBOWS. 


34  x 

X 

134 

X 134 

234  X 

134 

134 

x 4 

34  x 

34 

134 

X 1 

3 x 

234 

5 

x 4 

1 X 

X 

134 

x 34 

3 x 

9 

6 

x 5 

1 X 

34 

9 

x 134 

0%  X 

3 

G 

x 4 

134  x 

l 

2 

X 134 

4 x 

334 

8 

x G 

134  x 

34 

2 

X 1 

4 x 

3 

134  x 

34 

234 

X 2 

4 x 

234 

REDUCING 

COUPLI  NGS 

234  x 

2 

334 

x 234 

434  X 

4 

6 

x 3 

234  x 

134 

4 

x 334 

5 x 

4 

7 

x 6 

3 x 

234 

4 

x 3 

5 x 

3 

8 

x 6 

3 x 

2 

4 

x 234 

6 x 

5 

10 

x 8 

334  x 

3 

4 

x 2 

6 x 

4 

12 

x 10 

REDUCING  TEES. 

REDUCING 

ON  OUTLET. 

34 

x 34 

2 j 

< 34 

334 

X 134 

5 : 

x 4 

8 x 

6 

X 

x 34 

2 > 

: 34 

334 

x 134 

5 

x 334 

8 x 

5 

% 

x % 

234  j 

c 2 

334 

X 1 

5 

x 3 

8 x 

4 

l 

x 34 

234  > 

£ 134 

4 

X 3 34 

5 

X 234 

8 x 

334 

l 

x 34 

234  > 

c 134 

4 

x 3 

5 

x 2 

8 x 

3 

l 

x 3s 

234  3 

c 1 

4 

X 234 

5 

X 134 

S x 

234 

IX 

X 1 

234  3 

‘ 34 

4 

x 2 

5 

X 134 

8 x 

2 

IX 

X 34 

c 234 

4 

X 134 

G 

x 5 

10  x 

8 

m 

x 34 

3 : 

c 2 

4 

X 134 

6 

x 4 

10  x 

6 

134 

x 134 

3 : 

* 134' 

4 

X 1 

0 

x 334 

10  x 

5 

134 

X 1 

3 3 

< 134 

4 

x 34 

6 

X 3 

10  x 

4 

134 

X % 

3 : 

v 1 

434 

X 4 

G 

x 234 

12  x 

10 

134 

x 34 

3 : 

< 34 

134 

x 334 

6 

X 2 

12  x 

8 

9 

x 04 

3*4  - 

* 3 

43 4 

x 3 

1 

x 6 

12  x 

6 

♦ > 

x 134 

3J4  : 

■v  234 

434 

X 234 

7 

x 5 

2 

X 1 

334  : 

x 2 

134 

X 2 

7 

x 4 
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CAST  IRON  FITTINGS  —Continued. 


REDUCING  TEES. 


REDUCING  ON  RUN. 


K X 

K 

x K 

0 

x IK 

x ik 

4 

X 

3K 

X 

2K 

K X 

H 

x y& 

X 1 

2 

x IK 

x IK 

4 

X 

3 

X 

4 " 

K X 

1/ 

2 

x IK 

X 1 

4 

X 

3 

X 

3K 

K x 

% X 

Vo 

1/ 

X K 

V K 

o 

9 

x iK 

x 1 

x K 

X 2 

4 

4 

X 

X 

5 

X 

X 

91/ 

“72 

% X 
% X 

K 

X % 

2 

X 1 

x ik 

4 

X 

h 

X 

9 

% 

X % 

9 

X 1 

x IK 

4 

X 

3 

X 

IK 

1 X 

K 

K 

X 2 

9 

X 1 

X I 

4 

X 

3 

X 

IK 

1 X 

x IK 

2 

X 1 

x K 

4 

X 

3 

X 

1 

1 X 

h 

x IK 

2 

x M 

X 2 

4 

X 

o 

X 

K 

1 X 

K 

X 1 

2 

x K 

x IK 

4 

X 

91/ 

X 

4 

1 X 

K 

x K 

9 

X K 

X 2 

4 

X 

2K 

X 

2K 

1 X 

K 

x K 

91/ 

X 2 “ 

x 3 

4 

X 

2K 

X 

1 X 

K 

X 1 

014 

X 2 

x 2K 

4 

X 

9 i.0 

X 

9 

1 X 

K 

x K 

2 IK 

x 2 

x 2 

4 

X 

2% 

X 

IK 

1 X 

K 

x K 

oil 

x 2 

x IK 

4 

X 

2 

X 

4 

1 X 

% 

X 1 

2iz 

x 2 

x IK 

4 

X 

9 

X 

3 

IK  x 

l 

X 2 

2JZ 

x 2 

X 1 

4 

X 

9 

X 

2K 

IK  X 

l 

x IK 

91/ 

x IK 

X 2K 

4 

X 

0 

X 

2 

IK  X 

1 

x IK 

X 1 

2^ 

x IK 

X 2 

4 

X 

9 

X 

IK 

iK  x 

l 

91/ 

X IK 

x ik 

4 

X 

1 % 

X 

4 

IK  x 

1 

X K 

2i/ 

x IK 

x ik 

4 

X 

IK 

X 

4 

IK  x 

l 

x K 

2K 

X IK 

X 1 

X 2K 

4 

X 

1 

X 

4 

IK  X 

K 

X 2 

2K 

x JK 

5 

X 

4 

X 

5 

iK  x 

K 

K 

x IK 

2K 

x IK 

x 2 

5 

X 

4 

X 

4 

IK  X 

x IK 

2K 

X 1 

x 2K 

5 

X 

4 

X 

3 

IK  X 

K 

K 

X 1 

X K 

X 2K 

5 

X 

4 

X 

2K 

IK  X 

X K 

3 

X 2K 

x 3 

5 

X 

4 

X 

9 

IK  X 

K 

x IK 

3 

x 2K 

x 2K 

5 

X 

3 

X 

5 

IK  X 

K 

x IK 

3 

x 2K 

x 2 

5 

X 

3 

X 

4 

IK  x 

IK 

X 2 

3 

x 2K 

x IK 

5 

X 

3 

X 

3 

IK  X 

l 

X 2 

3 

x 2K 

x IK 

5 

X 

o 

X 

2K 

i K x 

K 

X 2 

3 

x 2K 

X 1 

5 

X 

3 

X 

2 

IK  x 

iK 

x IK 

3 

x 2 

x 3 

5 

X 

2K 

X 

5 

IK  X 

'K 

x IK 

3 

x 2 

X 2K 

5 

X 

2K 

X 

4 

IK  x 

iK 

X 1 

3 

x 2 

x 2 

5 

X 

2K 

X 

3 

IK  x 

iK 

x % 

3 

x 2 

x IK 

5 

X 

9 

X 

5 

I',  X 

'K 

x k 

3 

x 2 

x IK 

G 

X 

5 

X 

G 

IK  X 

i 

x ik 

3 

x 2 

X 1 

6 

X 

5 

X 

5 

IK  x 

i 

X IK 

X 1 

3 

x ik 

X 3 

G 

X 

4 

X 

G 

IK  x 

l 

3 

X IK 

X 2K 

G 

X 

3 

X 

G 

ik  x 

l 

X K 

3 

X 1C, 

x 2 

6 

X 

2K 

X 

G 

IK  X 

l 

x k 

3 

x ik 

x 3 

7 

X 

6 

X 

7 

IK  X 

K 

K 

x ik 

3 

x 1 

x 3 

7 

X 

G 

X 

G 

IK  x 

x IK 

3K 

x 3 

x 3 

7 

X 

G 

X 

5 

IK  x 

K 

K 

X 1 

3K 

x 3 

x 2K 

7 

X 

5 

X 

5 

IK  X 

X K 

3K 

x 3 

x 2 

8 

X 

7 

X 

G 

IK  x 

io 

x ik 

3K 

x 3 

x IK 

8 

X 

6 

X 

8 

IK  X 

x IK 

3K 

x 2K 

x 3 

8 

X 

G 

X 

7 

2 ~ x 

iK 

X 2K 

3K 

x 2K 

x 2>K 

8 

X 

G 

X 

G 

2 x 

IK 

X 2 

3K 

x 2K 

x 2 

8 

X 

5 

X 

8 

2 x 

iK 

x IK 

3K 

x 2 

x 3K 

8 

X 

5 

X 

5 

2 x 

IK 

x IK 

3K 

x IK 

x 3K 

8 

X 

4 

X 

8 

2 x 

iK 

X 1 

3K 

x IK 

X 3K 

10 

X 

8 

X 

8 

2 x 

IK 

x K 

3K 

x 1 

x 3K 

12 

X 

8 

X 

10 

2 x 

IK 

x K 

4 

x 3K 

x 3K 

12 

X 

8 

X 

8 

2 x 

iK 

X 2 

4 

x 3K 

x 3 
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CAST  IRON  FITTINGS  — Continued. 

REDUCING  TEES. 


BULL  HEAD. 


X 

X 

K 

l 

X 

9 

9 

X 

3 

4 

x 6 

X 

1 

l 

X 

IK 

9 

X 

2K 

4 

x 5 

K 

X 

X 

l 

X 

IK 

2K 

X 

4 

5 

x (i 

X 

X 

2 

IK 

X 

•) 

2K 

X 

3 

<> 

x S 

X 

X 

IK 

iK 

X 

i K 

3 

X 

4 

(j 

x 7 

X 

X 

IK 

IK 

X 

2K 

3 

X 

3K 

X 

X 

l 

IK 

X 

3K 

X 

4 

REDUCING 

CROSSES 

K 

X 

X 

2 

X 

IK 

3K 

X 

o 

(i 

x 3 

K 

X 

K 

2 

X 

l 

3K 

X 

2K 

(5 

x 2K 

X 

X 

X 

2 

X 

X 

3K 

X 

o 

6 

x 2 

X 

X 

I o 

2K 

X 

2 

4 

X 

3K 

7 

x (> 

1 

X 

X 

2K 

X 

IK 

4 

X 

3 

7 

x 5 

1 

X 

1/ 

2K 

X 

IK 

4 

X 

2K 

8 

x 7 

IK 

X 

1 

2K 

X 

i 

4 

X 

9 

8 

x 6 

IK 

X 

X 

2K 

X 

X 

5 

X 

4 

10 

X 8 

IK 

X 

K 

3 

X 

2K 

5 

X 

3 

10 

x 7 

IK 

X 

iK 

3 

X 

9 

5 

X 

91Z 

12 

x 10 

IK 

X 

l 

.» 

X 

l K 

5 

X 

9 

12 

x 8 

iK 

X 

K 

3 

X 

IK 

6 

X 

5 

IK 

X 

io 

«> 

X 

l 

IS 

X 

4 

2 

X 

IK 

3 

X 

X 

6 

X 

3^ 

BUSHINGS. 

K 

X K 

2 > 

c K 

3K 

x 1 

5 

X 3 

i 

x 2% 

X 

x % 

2K  3 

c IK 

4 

x 3K 

5 

x 2K 

7 

x 2 

X 

x K 

2K  3 

IK 

4 

x 3 

5 

x 2 

8 

x 7 

1 

x K 

-K 

< l 

4 

x 2K 

(i 

x 5 

8 

X (j 

1 

X % 

2K 

c x 

4 

x 2 

(> 

x 4K 

8 

x 5 

l 

x K 

3 

t 2K 

4 

x ik 

(> 

x 4 

S 

x 4 

ik 

x X 

c 2 

4 

x IK 

(> 

x 3K 

8 

x 3 

x K 

3 3 

iK 

*i 

X 1 

(> 

x 3 

9 

x S 

IK 

X % 

3 3 

c IK 

4K 

x 4 

( > 

x 2K 

9 

x 7 

iK 

X 1 

3 > 

l 

4K 

x 3K 

(> 

x 2 

9 

x 0 

iK 

X X 

3K  > 

3 

4K 

x 3 

i 

X I) 

10 

x 8 

l K 

x K 

3 K > 

2K 

4K 

x 2K 

i 

X i1) 

10 

X () 

9 

x IK 

3K  5 

c 2 

5 

x 4K 

7 

X 4)n 

12 

X 10 

9 

X 1 

3%  > 

c ik 

5 

x 4 

7 

x 4 

12 

x 8 

9 

X X 

3K  5 

< IK 

5 

x 3K 

7 

x 3K 

12 

x 6 

7 

x 3 

* >'* 


f 
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EXTRA  HEAVY  CAST  IRON  FITTINGS 

FOR  200  POUNDS  WORKING  PRESSURE. 


ELBOW.  45°  ELBOW.  TEE. 


U-92. 


U-93. 


U-94. 


ELBOWS. 


Inch 

% 

1 

13* 

13* 

2 

23* 

3 

33* 

U-92. 

Each 

.30 

.35 

.45 

.60 

.75 

1 . 25 

2.00 

2.75 

U-92. 

Reducing,  each.  . 

.40 

.45 

.55 

.75 

.95 

1.55 

2.50 

3.40 

Inch 

4 

43* 

5 

6 

7 

8 

10 

12 

U-92. 

Each 

3.50 

4.25 

5.50 

8.00 

12.00 

17.00 

28.00 

40.00 

U-92. 

Reducing,  each . . 

4.40 

5.30 

6.80 

10.00 

15.00 

21.00 

35.00 

50.00 

45° 

ELBOWS. 

Inch 

% 

1 

13* 

13* 

2 

23* 

3 

33* 

U-93. 

Each 

.40 

.45 

.55 

.70 

.90 

1 .50 

2.50 

3.50 

Inch 

4 

43* 

5 

6 

7 

8 

10 

12 

U-93. 

Each 

4.50 

5.50 

6.75 

9.75 

14.50 

21.00 

34.00 

48.00 

i 

TEES. 

Inch 

3* 

1 

13* 

13* 

2 

23* 

3 

33* 

U-94. 

Each 

.50 

.55 

.70 

.90 

1.15 

1 .80 

3.00 

4.25 

U-94. 

Reducing,  each. . 

.65 

.70 

.90 

1 . 15 

1 .40 

2.25 

3.75 

5.30 

Inch 

4 

43* 

5 

6 

7 

8 

10 

12 

U-94. 

Each 

5.50 

6.75 

8.25 

12.00 

18.00 

25.00 

42.00 

60.00 

U-94. 

Reducing,  each. . 

0.85 

8.50 

10.25 

15.00 

22.50 

31.00 

52.00 

75.00 

CROSS. 


SOLID  PLUG. 


U-95. 


U-96. 


CROSSES. 


Inch 

l 13*  13* 

2 

23*  3 

33* 

U-95. 

Each 

.65 

.70  .90  1.20 

1.50 

2.50  4.00 

5.50 

U-95. 

Reducing,  each . . 

.85 

.90  1.15  1.50 

1 .85 

3.15  5.00 

6.85 

Inch 

4 

43*  5 6 

7 

8 10 

12 

U-95. 

Each 

7.00 

8.50  11.00  16.00 

24.00 

34.00  56.00 

80.00 

U-95. 

Reducing,  each . . 

8.75 

10.00  13.75  20.00 

30.00 

42.00  70.00 

100.00 

SOLID  PLUGS. 

Inch 

3* 

3*  3*  3*  i 

13* 

13*  2 23* 

3 

U-96. 

Each 

.04 

.04  .04  .06  .08 

.09 

.11  .15  .27 

.38 

Inch 

33* 

4 43*  5 6 

7 

8 10  12 

U-96. 

Each 

.57 

.63  1.00  1.35  1.80 

2.80 

4.15  5.75  7.50 
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CAR  HEATER  FITTINGS. 

EXTRA  HEAVY. 


ELBOW.  TEE.  RETURN  BEND. 


U-97.  U-98.  U -99. 


ELBOWS. 


Inch 

K 

M 

1 

ik 

IX  x 154 

IK 

9 

u-97.  Right  Hand,  each 

.22 

.25 

.27 

.30 

.45 

.45 

.55 

u-97.  Right  and  Left,  each 

99 

.25 

.27 

.30 

.45 

.45 

.55 

TEES. 


Inch  X 

M i 

1 54 

154  x M x 

154  154 

xiKxK 

154 

xl54> 

‘K  154  x IK  - 

<K  2 

u-98.  Eacli 

. 35  . 40 

.45 

.45 

.45 

.45 

.65 

. 85 

RETURN 

BENDS 

Inch 

154 

154 

154 

154 

IK 

IK 

Center  to 

Center, 

inches. . 

2% 

3 

4 

5 

7K 

8 

u - 99 . Each 

.45 

.50 

.00 

.70 

1.10 

1.10 

CAST 

IRON 

COUPLI  NG 

WROUGHT 

1 RON 

COUPLI  NG. 

U-IOO.  U-101. 


CAST  IRON  COUPLINGS. 


Inch 

u-ioo.  Right  Hand,  each 

u-ioo.  Right  and  Left,  each 


1 

IK 

IK 

25 

.30 

.45 

35 

.40 

.55 

.55 

.(>5 


WROUGHT  IRON  COUPLINGS 


Inch 


u-101.  Right  Hand,  each .14 

u-ioi.  Right  and  Left,  each .20 


X 

1 

IK 

IK 

o 

20 

.20 

.34 

.42 

.50 

30 

.40 

.45 

.55 

.70 
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CAST  IRON  LONG  TURN  WATER  FITTINGS. 


ELBOW. 


DOUBLE  BRANCH  ELBOW. 


u- 

102. 

U-1  02. 

U-  1 02. 

Each 

Reducing,  each. 

Inch 

U-1  02. 

U-1  02. 

Each 

Reducing,  each. 

Inch 

U-1  03. 

U-1  03. 

Each 

Reducing,  each. 

Inch 

U-1  03. 

U-1  03. 

Each 

Reducing,  each . 

Inch 

ELBOWS. 

1 

2 

32 

.40 

.55 

.80 

.48 

.60 

.83 

1.20 

4% 

5 

6 

7 

5.50 

6.50 

8.75 

13.00 

8.25 

9.75 

13.13 

19.50 

DOUBLE  BRANCH 

ELBOWS 

1 

lh7 

2 

.04 

.80 

1 . 10 

1.60 

.96 

1.20 

1.65 

2.40 

5 

6 

7 

.1 .00 

13.00 

17.50 

26.00 

.6 . 50 

19.50 

26 . 25 

39.00 

U-  1 03. 


2K 

3 

31/ 

4 

1.20 

2.25 

3.25 

3.50 

1.80 

3 . 38 

4.88 

5.25 

8 

9 

10 

12 

17.00 

25.50 

30.00 

40.00 

25.50 

38.25 

45.00 

60.00 

2^ 

3 

34£ 

4 

2.40 

4.50 

6.50 

7.00 

3.00 

6 . 75 

9.75 

10.50 

8 

9 

10 

12 

34.00 

51.00 

60.00 

80.00 

51.00 

76.50 

90.00 

120.00 

TEE. 


CROSS. 


u- 

104. 

TEES. 

u- 

105. 

Inch 

1 

1J4 

114 

2 

2iz 

3 

3 % 

4 

U-1  04 

Each 

.48 

.60 

.82 

1 .20 

1 80 

3 . 40 

4.90 

5.25 

U-1  04. 

Reducing,  each 

.72 

.90 

1.23 

1.80 

2.70 

5.10 

7.35 

7 .S8 

Inch 

4E 

5 

6 

7 

8 

9 

10 

12 

U-1  04. 

Each 

9 . 75 

13.25 

19.50 

25 . 50 

38.00 

45.00 

60.00 

U-1  04. 

Reducing,  each 

12.38 

14.63 

19.88 

29 . 25 

3K.25 

57.00 

67.50 

90.00 

CROSSES. 


Inch  1 

1J4 

1J4 

2 

2 H 

3 

SH 

4 

u-105.  Each 

85 

1.10 

1.50 

2.15 

3.20 

6.00 

8.75 

9.50 

Inch  4H 

5 

6 

1 

8 

9 

10 

12 

u-i  05.  Each 

15.00 

17.50 

24.00 

35.00 

45.00 

68.00 

80.00 

107.00 
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STANDARD  FLANGED  FITTINGS. 

CAST  IRON. 


ELBOW. 


45°  ELBOW. 


U-  1 07. 


106. 


ELBOWS. 


Inch 

2 

2hj 

3 

34£ 

4 

4 % 

5 

6 

7 8 

u - 1 0 6.  With  Faced  Flanges,  each 
u - 1 06.  With  Faced  and  Drilled 

4 . 75 

5.00 

5.75 

6.50 

7.25 

9.00 

9.75 

12.00 

16.00  20.00 

Flanges,  each 

5.75 

6.25 

7.00 

7 . 75 

9.25 

11.00 

11.75 

14.00 

19.75  23.75 

Inch 

9 

10 

12 

14 

15 

16 

18 

20 

22  24 

u-106.  With  Faced  Flanges,  each 
u - 1 06.  With  Faced  and  Drilled 

26 . 00 

32.00 

44 . 00 

58.00 

72.00 

84.00 

108.00 

135.00 

160.00  200.00 

Flanges,  each 

30.00 

36.00 

50.00 

65.00 

80.00 

93.00 

118.00 

148.00 

QO 

o 

o 

o 

45°  ELBOWS. 

Inch 

2 

2% 

3 

3 K 

4 

4* 

5 

6 

7 8 

u - 1 07.  With  Faced  Flanges,  each 
u - 1 07.  With  Faced  and  Drilled 

5.25 

5.50 

6.25 

7.25 

8.00 

10.00 

10.75 

13.00 

16.00  20.00 

Flanges,  each 

6.25 

6.75 

7.50 

8.50 

10.00 

12.00 

12.75 

15.00 

19.75  23.75 

Inch 

9 

10 

12 

14 

15 

16 

18 

20 

22  24 

u - 1 07.  With  Faced  Flanges,  each 

26.00 

32.00  44.00 

58 . 00 

72.00 

84.00 

108.00 

135.00 

160.00  200.00 

u-107.  With  Faced  and  Drilled 

Flanges,  each 

30.00 

36.00  50.00 

65.00 

80.00 

93.00 

118.00 

148.00 

180.00  220.00 

TEE. 


REDUCING  TEE. 


U-  1 08. 

TEES. 

U- 

1 09. 

Inch 

2 

2M 

3 3hf 

4 

4% 

5 6 

i 

8 

With  Faced  Flanges,  each 
With  Faced  and  Drilled 

7.00 

7.25 

8.25  9.50 

10.50 

13.00 

14.25  17.50 

23.00 

29.00 

Flanges,  each 

8.50 

9.00 

10.00  11.25 

13.50 

16.00 

17.25  20.50 

28.75 

34.75 

Inch 

9 

10 

12  14 

15 

16 

18  20 

22 

24 

u- 1 08.  With  Faced  Flanges, each  38.00  40. .10  04.00  84.00  105.00  122.00  155.00  105.00  230.00  290.00 
u-ioe.  With  Faced  and  Drilled 

Flanges,  each 44.00  52.50  73.00  95.00  117.00  135.00  170. (X)  215.00  260.00  320.00 

REDUCING  TEES. 


Inch 

2 

2H 

3 

3hj 

4 

4% 

5 6 

7 

8 

With  Faced  Flanges,  each 
With  Faced  and  Drilled 

8.00 

8~25 

9.50 

11.00 

12.00 

15.00 

16.25  20.00 

26.50 

33.50 

Flanges,  each 

9.50 

10.00 

11.25 

12.75 

15.00 

18.00 

19.25  23.00 

32.00 

39.00 

Inch 

0 

10 

12 

1 1 

15 

Hi 

18  20 

22 

24 

With  Faced  Flanges,  each 
With  Faced  and  Drilled 

43.50 

53.50 

74.00 

96.00 

120.00 

140.00 

178.00  225.00 

265.00 

335.00 

Flanges,  each 

50.00 

60.00 

83.00 

107.00 

132.00 

153.00 

193.00  245.00 

295 . 00 

365.00 

Flanged  Fittings  will  always  he  furnished  faced  only,  unless  otherwise  ordered. 
Reducing  Fittings  are  made  to  order. 
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STANDARD  FLANGED  FITTINGS. 


CAST  IRON. 


SINGLE  SWEEP  TEE. 


U-1  10. 


SINGLE  SWEEP  REDUCING  TEE. 


U-1  1 1 . 

SINGLE  SWEEP  TEES. 


Inch 

2 

2i^ 

3 

3% 

4 

4 

5 

6 

7 

8 

u-i  io.  With  Faced  Flanges,  each 

8.00 

8.25 

9.50 

11.00 

12.00 

15.00 

16.25 

20 . 00 

26.50 

33.50 

u-i  io.  With  Faced  and  Drilled 

Flanges,  each 

0.50 

10.00 

11 .25 

12.75 

15.00 

18.00 

19.25 

23.00 

32.00 

39.00 

Inch 

9 

10 

12 

14 

15 

16 

18 

20 

99 

24 

u-i  i o.  With  Faced  Flanges,  each 

43.50 

58 . 50 

74.00 

96 . 00 

120.00 

140.00 

178.00 

225.00 

265.00 

335.00 

u-i  io.  With  Faced  and  Drilled 

Flanges,  each 50.00 

SINGLE 

60.00  83.00  107.00  132.00  153.00 

: SWEEP  REDUCING  TEES. 

193.00 

245.00 

295.00 

365.00 

Inch 

9 

3 

3% 

4 

5 

6 

7 

8 

u-i  ii.  With  Faced  Flanges,  each 

9.25 

9 . 50 

11.00 

12.50 

13.75 

17.25 

18.75 

23.00 

30.00 

38.50 

u-i  ii-  With  Faced  and  Drilled 

Flanges,  each 

10.75 

11.25 

12.75 

14.25 

16.75 

20.25 

21.75 

26.00 

35 . 50 

44.00 

Inch 

9 

10 

12 

14 

15 

16 

18 

20 

99 

24 

u-i  ii.  With  Faced  Flanges,  each 

50.00 

61.50 

85.00 

110.00 

138 . 00 

160 . 00 

205.00 

258.00 

305.00 

385.00 

u-i  ii.  With  Faced  and  Drilled 

Flanges,  each 

50.50 

68 . 00 

94 . 00 

121.00 

150.00 

173.00 

220  00 

278.00 

335.00 

415.00 

DOUBLE  SWEEP  TEE. 


Inch 

2 

2G 

3 

3'i 

4 

4*£ 

5 

6 

7 

8 

u-i  12.  With  Faced  Flanges, each 
u-i  12.  With  Faced  add  Drilled 

8.00 

8.25 

9.50 

11 .00 

12.00 

15.00 

16.25 

20.00 

26.50 

33.50 

Flanges,  each 

9.50 

10.00 

11.25 

12.75 

15.00 

18.00 

19.25 

23.00 

32.00 

39.00 

Inch 

9 

10 

12 

14 

15 

16 

18 

20 

22 

24 

u-i  12.  With  Faced  Flanges,  each 

43.50  53.50 

74  00 

96.00 

120.00 

140.00 

178.00 

225.00 

265.00  335.00 

u-i  12.  With  Faced  and  Drilled 

Flanges,  each 

50.00 

60.00 

83.00 

107.00 

132.00 

153 . 00 

193.00 

245.00 

295.00  365.00 

REDUCING 

DOUBLE  SWEEP  TEES. 

Inch 

9 

2% 

3 

3J/ 

4 

4}£ 

5 

6 

7 

8 

With  Faced  Flanges,  each 

With  Faced  and  Drilled 

9.25 

9.50 

11.00 

12.50 

13.75 

17.25 

18.75 

23.00 

30.00 

38 . 50 

Flanges,  each 

10.75 

11.25 

12.75 

14.25 

16.75 

20.25 

21 . 75 

26.00 

35 . 50 

44.00 

Inch 

9 

10 

12 

14 

15 

16 

18 

20 

22 

24 

With  Faced  Flanges,  each 

50.00  61.50 

85.00 

110.00 

138.00 

160.00 

205.00 

258.00 

305.00  385.00 

With  Faced  and  Drilled 

Flanges,  each... 

68.00 

94.00 

121.00 

150.00 

173.00 

220.00 

278.00 

335.00  415.00 

Flanged  Fittings  will  always  be  furnished  faced  only,  unless  otherwise  ordered. 
Reducing  Fittings  made  to  order. 
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STANDARD  FLANGED  FITTINGS. 

CAST  IRON. 


CROSS. 


U-1  13. 


CROSSES. 


Inch 

2 

2h> 

3 

3K 

4 

434 

5 

6 7 

8 

u-i  13.  With  Faced  Flanges, each 
u-i  13.  With  Faced  and  Drilled 

9.50 

10.00 

11.50 

13.00 

14.50 

18.00 

19.50 

24.00  32.00 

40.00 

Flanges,  each 

11.50 

12.50 

14.00 

15.50 

IS.  50 

22.00 

23.50 

28.00  39.50 

47.50 

Inch 

9 

10 

12 

14 

15 

16 

18 

20  22 

24 

u-i  13.  With  Faced  Flanges, each 
u-i  13.  With  Faced  and  Drilled 

52.00 

64.00 

88.00 

116.00 

144.00 

168.00 

216.00 

270.00  320.00 

400.00 

Flanges,  each 

00.00  72.00  100.00  130.00  1G0.00 

REDUCING  CROSSES. 

186.00 

236.00  296.00  360.00 

440.00 

Inch 

2 

2bj 

3 

Hl4 

4 

4)4 

5 

6 7 

8 

With  Faced  Flanges,  each 

11 .00 

11.50 

13.25 

15.00 

16.75 

20.75 

22.50 

27.50  37.00 

46.00 

With  Faced  and  Drilled  Flanges,  “ 

13.00 

14.00 

15.75 

17.50 

20.75 

25.00 

26.50 

31.50  45.00 

53.50 

Inch 

9 

10 

12 

14 

15 

16 

IS 

20  22 

24 

With  Faced  Flanges,  each 

With  Facedand  Drilled  Flanges,  “ 

60.00 

74.00 

100.00 

132.00 

165.00 

193.00  248.00  310.00  370.00 

460.00 

68.00 

82.00 

112.00 

146.00 

180.00 

210.00 

268.00  335.00  410.00 

500.00 

LATERAL  OR  Y BRANCH. 


U-1  14. 


Inch 

2 

Y 

234 

BRANCHES. 

3 33£ 

4 

434  5 

6 

7 

8 

u-i  14.  With  Faced  Flanges, each 

9.50 

10.00 

11.50 

13.00 

14.50 

18.00  19.50 

24.00 

32.00 

40.00 

u-i  14.  With  Faced  and  Drilled 
Flanges,  each 

11.50 

12.50 

14.00 

15.50 

18.50 

22.00  23.50 

28.00 

39.50 

47.50 

Inch 

9 

10 

12 

14 

15 

16  18 

20 

22 

24 

u-i  14.  With  Faced  Flanges, each 

52.00 

64.00 

88.00 

116.00 

144.00 

168.00  216.00 

270.00  320.00 

400.00 

u-i  14.  With  Faced  and  Drilled 
Flanges,  each 

60.00 

72.00 

100.00 

130.00 

160.00 

186.00  236.00 

296.00  360.00 

440.00 

Inch 

2 

REDUCING 

2b>  3 

Y BRANCHES. 

BH  4 4H  5 

6 

7 

8 

With  Faced  Flanges,  each 

11.00 

11.50 

13.25 

15.00 

16.75 

20.75  22.50 

27.50 

37.00 

46.00 

With  Facedand  Drilled  Flanges," 

13.00 

14.00 

15.75 

17.50 

20.75 

25.00  26.50 

31.50 

45.00 

53.50 

Inch 

9 

10 

12 

14 

15 

16  IS 

20 

22 

24 

With  Faced  Flanges,  each 

60.00 

74.00 

100.00 

132.00 

165.00 

193.00  248.00  310.00 

370.00 

460.00 

With  I'aced and  Drilled  Flanges,” 

68.00 

82.00 

112.00 

146.00 

180.00 

210.00  268.00 

335.00  410.00 

500.00 

Flanged  Fittings  will  always  be  furnished  faced  only,  unless  otherwise  ordered. 
Reducing  Fittings  made  to  order. 
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STANDARD  FLANGED  FITTINGS. 

CAST  IRON. 


FLANGE.  SOLID  FLANGE,  16  INCHES  AND  UNDER. 


U- 1 15.  U-  1 17. 


FLANGES. 


Inch  2 

2V, 

3 

3% 

4 

4% 

5 

0 

7 

8 

U-1 1 5. 

Faced,  each 1.20 

1.40 

1 .00 

1.80 

2.15 

2.50 

2.80 

3.20 

4.35 

5.00 

U-1  1 5. 

Faced  and  Drilled,  each,  1.50 

2.00 

2.25 

2.50 

3.00 

3 . 35 

3.05 

4.00 

5.75 

0.50 

Inch  9 

10 

12 

14 

15 

10 

18 

20 

22 

24 

U-1  1 5. 

U-1  1 5. 

Faced,  each 0.75 

Faced  and  Drilled,  each, 8. 25 

7.75 

9.25 

10.50 

12.50 

13.75 

10.00 

18.00 

21.00 

22.50 

20.00 

27.50 

31.00 

30.00 

34.00 

33 .75 
39.00 

41.00 

40.00 

SOLID  FLANGES 

. Inch  2 

2% 

3 

3V 

4 

4V 

5 

0 

7 

8 

U-1  1 6. 

Faced,  each 1.40 

1.00 

1.85 

2.10 

2.50 

2.90 

3.25 

3.70 

5.00 

5 . 75 

U-1  1 6. 

Faced  and  Drilled,  each,  1.70 

2.20 

2.50 

2.80 

3.35 

3.75 

4.10 

4.50 

0.40 

7.25 

Inch  9 

10 

12 

14 

15 

16 

18 

20 

99 

24 

U-  1 1 6.  1 
U-1  1 7.  1 

Faced,  each 7.75 

9.00 

14.00 

17.50 

22.50 

28.00 

33 . 00 

30.00 

41 .00 

50.00 

U-  1 1 6.  1 

Faced  and  Drilled,  each,  9.25 

10.00 

10.00 

19.75 

25.50 

31.50 

30 . 50 

40.00 

40 . 00 

55.00 

SCHEDULE  OF  STANDARD 

Adopted  July  18,  1894. 

Diameter  of  Diameter  of 

FLANGES. 

Size  of  Bolts 
Pressure  under 

Size  of  Bolts 
Pressure 

8(1  Pounds 

Size  of  Pipe 

Flange 

Bolt  Circle 

Number  of 

80  Pounds 

and  over 

Inches 

Inches 

Inches 

Bolts 

Inches 

Inches 

2 

0 

4% 

4 

A 

x 2 

A x 2 

2V 

i 

5% 

4 

A 

x 2% 

% x 2% 

3 ' 

7% 

0 

4 

A 

x 2V 

A x 2% 

3% 

8% 

! 

4 

A 

x 2% 

H x -A 

4 

9 

iv 

4 

A 

x 2% 

% x 2% 

3% 

9 El 

TV 

8 

A 

x 3 

% x 3 

5 

10 

3V 

8 

A 

x 3 

% x .; 

0 

11 

9 V 

8 

% 

x 3 

% X 3 

7 

12V 

10% 

8 

% 

x 3% 

% x 3% 

8 

13  V 

11% 

8 

% 

x 3% 

% -x  3% 

9 

15 

13% 

12 

% 

x 3V 

% x 3% 

10 

10 

14% 

12 

% 

x 3% 

A x 3% 

12 

19 

17 

12 

% 

x 3% 

A X 3% 

14 

21 

13% 

12 

A 

x 4% 

1 x 4% 

15 

22V 

20 

10 

A 

x 4% 

1 x 4% 

16 

23V 

21% 

10 

A 

x 4% 

1 x 4% 

18 

25 

22% 

10 

l 

x 4% 

1%  x 4% 

20 

27% 

25 

20 

l 

x 5 

1%  x 4% 

Flanges  will  always  be  furnished  faced  only,  unless  otherwise  ordered. 
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90°  ELBOW. 


CAST  IRON  DRAINAGE  FITTINGS. 

60°  ELBOW. 


45°  ELBOW. 


U-1  24. 


Inch  1 K 
(id 


Inch 


90°  LONG  TURN  ELBOWS. 

2 ‘IK  :s  4 5 

.70  1.10  1.30  2.00  3.60 

45°  LONG  TURN  ELBOWS 

4 5 6 

2.25  4.00  5.75 


U-1  25. 


G 

5.20 


8.50 


8 

10.00 


9.50 


8 

11.00 


10 

12.00 


10 

13.50 


10 

9.00 


10 

9.00 


10 

9.00 


10 

9.00 


10 

9.00 


10 

9.00 


U-1  1 8. 


U-1  19. 


U-1  20. 


Inch 

IH 

IK 

O 

O 

0)  N 

ELBOWS. 

2 K 3 

4 5 

6 

7 

8 

u-i  is.  Each . . . . 

.45 

.50 

.60 

.90  1.10 

1.70  2.60 

3.50 

6.00 

7.00 

Inch 

IK 

2 

o 

o 

ELBOWS. 

3 4 

5 

6 

7 

8 

u-i  i 9.  Each. . . . 

.50 

.60 

.90 

1.10  1.70 

2.60  3.50 

6.00 

7.00 

Inch 

ix 

IK 

45° 

9 

ELBOWS. 

2 K 3 

4 5 

6 

7 

8 

u-i  20.  Each . . . . 

.45 

.50 

.60 

.90  1.10 

1.70  2.60 

3.50 

6.00 

7.00 

22^°  ELBOW. 


1144°  ELBOW. 


5 %°  ELBOW. 


U - 1 2 1 . U-  1 22.  U-1  23. 

22l2°  ELBOWS. 


U-1 21 . 

Each . . . . 

Inch 

IK 

.50 

2 

.60 

1.10 

4 5 

1.70  2.60 

6 

3.50 

7 

6.00 

8 

7.00 

11  H° 

ELBOWS. 

U-1  22. 

Each . . . . 

Inch 

IK 

.50 

2 

.60 

. 90 

3 4 5 

1. 10  1.70  2. GO 

G 

3.50 

7 

6.00 

8 

7.00 

5%° 

ELBOWS. 

U-1  23. 

Each . . . . 

Inch 

l k 

. 50 

2 

.60 

o 

1.10 

4 5 

1.70  2. GO 

6 

3.50 

7 

6.00 

8 

7.00 

90°  LONG  TURN  ELBOW.  45°  LONG  TURN  ELBOW. 


U-  1 26. 


Each 


U-1  27. 


Each 


U-1  28. 


Each 


U-1  29. 
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CAST  IRON  DRAINAGE  FITTINGS. 

THREE  WAY  ELBOW.  TEE. 


U-1  28.  U-1  29. 

90°  Y BRANCHES. 

Inch  1 IJ4  1}£  2 -2H  3 4 5 li 

Each 90  1.00  1.15  1.35  1.90  2.25  3.50  5.50  7.00 

REDUCING  90°  Y BRANCHES. 

Inch  2 2:^  3 4 5 

1.15  1.35  1.90  2.25  3.50  5.50 

DOUBLE  90°  Y BRANCHES. 

Inch  1 Hi  2 3 4 

Each 1.00  1.25  1.50  3.00  4.00 

REDUCING  DOUBLE  90°  Y BRANCHES. 

0x2 
8.50 


5 

G.50 


6x4 

8.50 


s 

14.50 


6 

8.50 


6x5 

8.50 


6 x 5 
6 . 50 


lo 

1 8 . 00 


U-1  26. 


THREE  WAY  ELBOWS. 

Inch  2 1 


Each . 


1.30 


U-1  27. 

4 

3.10 


REDUCING  THREE  WAY  ELBOWS. 

Inch 


4x3 

3.10 


1 x 4 
4.25 


6x4 

6.50 


TEES. 


Inch 


Each . 


o 

4.00 


6 

6.00 


9.00 


8 

12.00 


Inch  2 x 
.90 

90°  Y BRANCH. 
TEE  PATTERN. 


REDUCING  TEES. 


4x3 

2.30 


O X J. 

4.00 


0X8 

4.00 


DOUBLE  90°  Y BRANCH. 
TEE  PATTERN. 


Each 


4 x 2 
4.00 


5 x 4 
6 . 50 
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CAST  IRON  DRAINAGE  FITTINGS. 


60°  Y BRANCH. 
REDUCING. 


45°  Y BRANCH. 


DOUBLE  45°  Y BRANCH. 


U-  1 30. 


U-131  (reducing).  U- 1 32  (reducing). 


REDUCING  60°  Y BRANCHES. 


u - 1 30 . Eacli 


Inch 


.00 


1.70 


4 

2.00 


4.50 


0 

'.00 


8 

15.00 


7acli . 


Inch 

80 


1 .00 


45°  Y BRANCHES. 


21, , 

1 .50 


1.70 


4 

2.00 


o 

3.50 


5.50  12.00 


8 

15.00 


10 

21.00 


u-131.  Each 


Inch 


1.00 


REDUCING  45°  Y BRANCHES. 


21o 

1 . 50 


1.70 


4 

!.00 


o 

.50 


0 

5.50 


12.00 


8 

15.00 


Each . 


Inch  \yn 
1.00 


DOUBLE  45°  Y BRANCHES. 


. 30 


2.20 


4 

3.10 


4.25 


0 7 

6.50  15.00 


8 

18.00 


10 

25.00 


u - 1 32.  Each 


REDUCING  DOUBLE  45°  Y BRANCHES. 


Inch 


2x1  *4 
1 . 30 


2h,xl1^ 

1.75 


3x1  ^ 
2 . 20 


3x2 

2.20 


4x2 

3.10 


5x2 

4.25 


6x2 

6.50 


90°  Y BRANCHES  WITH  AUXILIARY  INLETS. 


U - 1 33. 

U-134. 

Inch  3 

4 

5x4 

0x4 

With  2 inch  Inlet  on  Right  Side  only 

, each 

3.00 

3.50 

6.50 

8.00 

“ 2 “ “ Left 

“ 

3.00 

3.50 

6.50 

8.00 

u- 1 33.  “ 2 “ “ Both  Sides 

“ 

3.50 

4.00 

7.00 

10.00 

With  2 inch  Inlet  on  Right  Side  and 

2 inch  Top 

Inlet,  each 

5.50 

7.00 

9.00 

“ 2 “ “ Left 

.)  a 

“ “ 

5.50 

7.00 

9.00 

u-134.  “ 2 “ “ Both  Sides  “ 

>)  “ 

“ “ 

6.00 

7.50 

10.00 
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CAST  IRON  DRAINAGE  FITTINGS. 


I NCREASER. 


U-1  35. 


u-135.  Each 


Inch 


u-136.  Each 


CAPPING  FOR  AIR  INLET  PIPE 


U-136. 


3x2  4x2 

1.00  1.50 

CAPPINGS 


I NCREASERS. 

4x3  5x2 

1.50  2.00 

FOR  AIR  INLE 

Inch 


5x3  5x4 

2.00  2.00 

PIPES. 

3 

1.30 


0x4  0x5 

3. CO  3.00 


4 

1.50 


8x0 

5.00 


5 

2.00 


u-i  37.  Each 


ROOF  CONNECTIONS 

Inch  2 

.50 


.80 


4 

1 .00 


5 0 

1.20  2 00 


CLOSET  ELBOW  FLANGED  ONE  END. 


REDUCING  CLOSET  ELBOW. 


U-1  38. 


U-1  39. 


CLOSET  ELBOWS  FLANGED  ONE 


Diameter  of  Flange,  inches 
u-i  38.  Each 


u-i  39.  Each 

CLOSET  FLANGE. 


U-1  40. 

u-140.  Diameter  10  inches,  each 


REDUCING  CLOSET  ELBOWS. 


BRASS  CLOSET  FLANGE. 


U-141. 


CLOSET  FLANGES. 


BRASS  CLOSET  FLANGES. 


u-141 . Diameter  iy2  inches,  each 


BRASS  SOLDERING  NIPPLES. 


END 

Inch  4 

10 

2.50 


Inch  4x5 

3.70 

BRASS  SOLDERING  NIPPLE. 


U-1  42. 


Inch  4 5 

1.30  1.30 

Inch  5 

3.20 

2 3 4 

1.17  2.34  4.00 


u-i 42.  Each 


Inch 


1>4 

.03 


.84 
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Each 


CAST  IRON  DRAINAGE  FITTINGS. 


FULL  S TRAP. 


Inch 


3 

4.00 


4 

(> . 50 


10.00 


Three-Quarter  s Traps  same  price  as  Full  s. 


6 

20.00 


HALF  S TRAP. 


Each 


U-  1 44. 

Inch  2 
2.25 


3 

3.00 


4 

4.50 


5 6 7 

7.50  14.00  18.00 


RUNNING  TRAP. 


U- 1 45. 

Inch  2 

Each 2.40 


3 

3.50 


4 

5 . 00 


5 6 7 

8.00  15.00  20.00 


8 

33.00 


8 

22.00 


8 

25.00 
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CAST  IRON  BRANCH  TEES. 


NO  1 FOR  CIRCULATION. 


U - 1 46. 


NO.  2 FOR  CIRCULATION. 


NO.  3 FOR  BOX  COI  LS. 


U 

-148 

NUMBER  OF 

BRANCHES. 

2 3 4 5 

6 

7 

8 

9 

10 

11 

12 

13 

14  15  16 

With  1 ill. 

i 

in.  run 

.90  1.051.151.35 

1.60 

1 . 90 

2.20 

2.65 

3.15 

3.75 

4.40 

5 . 00 

Branches,  < 

.90  1.05  1 .15  1.35 

1 . 60 

1.90 

2.20 

2 . ( >5 

3.15 

3.75 

4.40 

5.00 

2 Lin.  Center 

i& 

u 

1.001.15  1.301.15 

1 .75 

2.20 

2.45 

2.90 

3.30 

4.50 

4.75 

5 . 50 

7.00  7.50  8.00 

to  Center. 

U 

(i 

1.15  1.35  1.601.85 

2.10 

2.45 

2.75 

3.40 

4 . 00 

4.80 

5.10 

6 . 00 

7.25  7.75  8.25 

With  1 in. 

u 

1.30  1.65  2.00  2.40 

2 . 80 

3.20 

3.60 

4.30 

4.80 

5 . 00 

5.25 

6.00 

Branches,  < 

IK 

<< 

1.30 1.65  2.00  2.40 

2.80 

3.20 

3.60 

4.30 

4.80 

5.00 

5.25 

6 . 00 

3 in.  Center 

•> 

u 

1.501.902.402.90 

3.30 

3.90 

4 . 50 

5.25 

5.85 

6 . 25 

6.50 

7.00 

to  Center. 

2K 

<< 

1 . 95  2 . 40  2 . 85  3 . 55 

3.95 

4.20 

4.95 

6.15 

6 . 85 

7 . 25 

7.65 

8.25 

With  \%  in. 

nx 

(( 

2.102.703.354.00 

4.65 

5.25 

5 . 85 

6.50 

7.60 

8.00 

8.50 

9 . 50 

Branches,  < 

2 

u 

2.102.703.354.00 

4.65 

5.25 

5 . 85 

6.50 

7.60 

8.00 

8.50 

9.50 

o'oin. Center 

2K 

u 

2.85  3.45  4.15  5.00 

5.75 

6 . 50 

7.00 

8.25 

9 . 25 

9.75 

10.50  11 .50 

to  Center. 

u 

(i 

3.153.804.605.50 

6 . 25 

7.25 

7.75 

9.0010.0010.75  11.50  1 

2.75 

With  2 in. 

f2 

(( 

4 . 10  5 .25  6 .40  7 . 65 

8.8010.6011.5012.25 

13.50  14.25 

15.00  16.00 

Branches,  < 

(< 

4.505.75  7.00  8.50 

9.75 

1 1 . 75  1 

2.75 

13.50  15.00  1 

5.7516.50  1 

7.50 

I Lin. Center 

3 

<< 

4.505.75  7.008.50 

9.75 

1 L . 75  1 

2.75 

13.5015.00  1 

5.75  16.50  1 

7.50 

to  Center. 

< ( 

5 . 00  6 . 25  7 . 75  9 . 25  10 . 75  13 . 00  14 . 00  15 . 00  16 . 50 

Back  or  Side  Openings  are  charged  as  additional  Branches. 

All  Openings  in  Branch  Tees  for  Circulation  are  usually  tapped  Right  Hand,  and  Branch  Tees  for  Box 
Coils  are  usually  tapped  Left  Hand  in  Branches,  and  Right  Hand  in  Back  Inlet. 

In  ordering,  however,  state  just  how  they  are  required. 


U - 1 49. 


THE  0.  S.  DISTRIBUTING  FITTING. 


MADE  IN  ALL 

SIZES, 

STRAIGHT 

AND 

REDUCING. 

Inch 

1 

1% 

2 

24s 

Each 

.60 

.80 

. 90 

1.20 

2.00 
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CAST  IRON  HOOK  PLATES. 


U-  1 50. 


151  . 


Number  of  Hooks 

1 

2 3 

4 

5 

6 7 8 9 

10  11 

12 

or  1 inch  Pipe, 2)4 

inches  Center  to  Center 

.09  .18  .23 

.26 

.32 

.38  .48  .59  .65 

.70  .85 

1 .00 

“ 1 34“  “ 4 

“ “ “ “ 

.10  .21  .27 

.32 

.41 

.52  .68  .80  .90 

1.20  1.35 

1.40 

“ 134  “ 3C 

“ “ . “ “ 

.15  .28  .43 

.58  .72 

.88  1.10  1.25  1.40 

1.55  1.65 

1.90 

“ 2 “ • 4 14 

“ “ “ “ 

.22  .4 

0 .65 

.90  1.15 

1.35 

EXPANSION  HOOK  PLATE. 


BEAM  HOOK. 


U-  1 52. 


EXPANSION  HOOK  PLATES. 


Number  of  Hooks 


U-  1 53. 


9 10  11  12 


u- 

■ 1 52. 

For  1 in. 

.Pipe, 234  in. Center  to  Center 

.15 

.25 

.35 

.50 

.60 

.70 

.80 

.95  1 

.10 

1 

.35 

1 

55 

1.70 

u- 

■ 1 52. 

“ 134 

“ 3 “ “ “ “ 

.17 

.27 

.40 

.60 

.70 

.80 

.90  1 

.15  1 

.30 

1, 

.50 

1. 

,70 

2.00 

u- 

■ 1 52. 

“ 13 4 

“ 344 

.25 

.40 

.60 

.75 

.90 

1.00 

u- 

• 1 52. 

“ 9 

“ 434  “ “ “ “ 

.60 

.85  1 

.00  1 

.35 

1 .55 

2.00  2 

.45 

Size  of  ripe,  inches 


BEAM  HOOKS. 

X % 1 


.13 


4 

.15 


.18 


134 

99 


IX 

.24 


.35 


.(35 


3 

.90 


CAST  IRON  RING  PLATE. 


U-  1 54. 

Number  of  Rings  1 2 3 4 5 

Fori  inch  Pipe,  234  inches  Center  to  Center  .16  .28  .41  .50  .62 


7 8 9 10' 

.96  1.00  1.20  1.30 


134 


.21  .35  .50  .62  .75  1.10  1.25  1.40 


LAUNDRY  COIL  STAND 
WITH  MOVABLE  HOOK  PLATES. 

FOR  1 INCH  PIPE. 

Four  Pipes  High Each 

Six  “ “ “ 

Eight  “ “ “ 

Ten  “ “ “ 

Extra  Hooks,  Net. 


2.00 
2.75 
3 . 50 
4.25 


U-  1 55. 
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EXPANSION  PIPE  HANGER. 


BALL  JOINT  PIPE  HANGERS. 


Inch 

% 

i 

ij£ 

IK 

2 

2L' 

3 

3H 

4 

5 

6 

7 

8 10 

12 

NO.  1 . 

Each 

. 35 

.18 

.18 

.20 

22 

.25 

.30 

.35 

.37 

.45 

.58 

.70 

1.05 

1.20  1.60 

1.90 

No.  2. 

Each 

.55 

.58 

.58 

.60 

.62 

.65 

.70 

.75 

. 77 

.85 

.08 

1.10 

1.45 

1.60  2.00 

2.30 

No.  3. 

Each 

.30 

. 33 

.33 

.35 

.37 

.40 

.55 

.62 

.70 

.83 

1 . 05 

1.20 

1.55 

1.70  2.00 

2.30 

When  ordering  No.  2 Hangers,  state  size  of  Beam. 
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THE  “EUREKA”  PIPE  HANGER. 


U-  1 60. 


Inch 


% 


I 4/ 


9 91/ 


3 3K 


Each  15  .18  .18  .20  .25  .28  .33  .38  .45  .55  .65  .75  1.15  1.25 

Size  Girder,  inches  3 3K  4 4K  5 


Cast  Iron  Clamps  for  Girders  as  shown  in  U-162. 


6 

.40  .40  .60  .60  .60  .60 

EXTENSION  IRON  PIPE  HANGER. 


U-1  63. 

Plain  Iron, 

Inch 

per  100 

«< 

% 

5.00 

K 

5.00 

X 

5 . 80 

U-1  64. 

1 

6.75 

ix 

7.50 

IK 

10.00 

2 

14.00 

U-1  63. 

Galvanized, 

6.50 

6.50 

7.00 

8.00 

9.00 

12.00 

16.00 

U-1  64. 

Galvanized, 

with  x 4 Nipple,  each 

.25 

.30 

.35 

.40 

.50 

.60 

U-1  64. 

Galvanized, 

without  Nipple,  each 

.20 

.25 

.30 

.35 

.45 

.55 

GAS  PIPE  HOOKS 


Inch 


PIPE  STRAPS. 


TINNED 


U- 1 66. 


GAS 

PI  PE 

HOOKS. 

/A 

% 

X 

X 

1 

IK 

IK 

.45 

.55 

.65 

.80 

1 .00 

1.30 

1.60 

TINNED  STRAPS. 

X 

X 

1/ 

X 

1 

IK 

.30 

.30 

.30 

.30 

.30 

.30 

.30 

u - 1 66.  Ter  pound 


2 

.30 


THE  MILNER  & KETTIG  COMPANY 


51 


CAST  IRON  CEILING  PLATES. 


IN  HALVES. 


U-  1 67.  U-  1 68. 


Inch  H 

% i 

IK 

1; M 

2 2K 

3 

3/H>  4 

5 

u- 1 67.  Each 11 

13  .16 

.18 

.23 

.27  .36 

.50 

.55 

.68 

.95  1 

u-168-  Each.... 

22  .28 

.32 

.40 

. 50  . 65 

.90 

1.00 

1.20 

CRANE  CEILING 

PLATE. 

CAST 

IRON 

FLOOR 

PLATE. 

U_  1 69.  U-  1 70. 


Inch 

K 

1 

IK 

IK 

2 

2.K 

3 

3K  4 

5 

6 

u-i  69.  Each.  . . . 

. 2'2 

.28 

.32 

.40 

.50 

.65 

.90 

1 .00 

1.20 

u-170.  Each 06 

.06 

.08 

.11 

.14 

.16 

.24 

.30 

.35 

.42 

.60 

.75 

BEATON’S 

No.  1 

FLOOR 

AND 

CEILING 

PLATES. 

U-171. 

Inch  K % 1 

Black,  each 09  .0!)  .12 

Nickel  Plated,  each. 25  .25  .28 


SPUN  BRASS  FLOOR  AND  CEILING  PLATES. 


FLOOR  PLATE 


U-  1 73. 

Inch  14 
08 


NICKEL  PLATED. 


CEILING  PLATE. 


.08 


1/ 

.09 


% 

.10 


1 K 

.13 


2 

15 


U-173  OR  174.  Each 


U-  1 74. 

1 ik 

.11  .12 
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FLOOR  THIMBLE. 


U-1  75. 


Inch 

% 

1 

iH 

2t£ 

3 334  4 

5 

6 

No.  1 . 

Each 

.50 

.60 

.80 

1.00 

1.20 

1.40 

1.65 

NO.  1 . 

Nickel  Plated, 

“ 

.90 

1.00 

1.30 

1.60 

1.90 

2.20 

2.75 

No.  2. 

“ 

.60 

.70 

.90 

1.10 

1.30 

1 . 55 

1.80  2.15  3.00 

4.50 

5.00 

6.50 

NO.  2. 

Nickel  Plated, 

“ 

1.00 

1.10 

1.40 

1.70 

2.00 

2.35 

2.90  3.35  4.40 

6.00 

6.60 

8.30 

No.  1.  Minimum  length,  9 inches  ; maximum  length,  16  inches. 

No.  2.  “ “ 15  “ “ “ 22 


No.  1 will  always  be  shipped  unless  otherwise  ordered. 


SEAMLESS  DRAWN  BRASS  PIPE. 


U-1  76. 

IRON  PIPE  SIZE. 

Inch  % VA  % X J IK  \H  2 t 3 

Approximate  weight  per  foot,  pounds  . . .25  .43  .02  .90  1.25  1.70  2.50  3 4 5.75  8.30 

PRICES  NET. 

PLUMBERS’  TUBING. 

Inch  % % % I 134  134 

Approximate  weight  per  foot,  pounds  . . .44  .54  .66  .80  1.25  1.50 

PRICES  NET. 

Brass  Pipe  is  usually  carried  in  12  foot  lengths.  Special  lengths  made  to  order. 


BRASS  UNIONS— WITH  GROUND  JOINTS. 


Rough, 

Finished, 


Inch 

H 

34 

X 

U-1  77. 

1/ 

% 

1 

134 

134 

2 

234 

each . . . . 

.35 

.40 

.55 

75  1 

.00 

1.40 

1 .90 

2.75 

4 00 

6 . 50 

“ 

.32 

.36 

.50 

.70 

.90 

1.25 

1.70 

2.50 

3.00 

6.00 

3 

8.50 

7.75 
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ELBOW. 


BRASS  FITTINGS. 

STREET  ELBOW. 


TEE. 


U-1  78. 


U-  1 80. 


Inch  % 

K 

% % 

% 

1 IK  IK  2 

2K 

o 

3K 

4 

U - 1 70. 

Elbows,  each 12 

.17  . 

21  .28 

.35 

.50  .85  1.10  1.50 

3.50 

4.50 

7.00 

10.00 

U-1  78. 

“ Reducing,  each 

99 

26  .35 

.45 

.62  1.10  1.40  1.00 

4.40 

5.65 

8.75 

12.50 

U-1  79. 

Street  Elbows  “ 

.55 

. 75 

1.00  1.80 

U-1  00. 

Tees,  each 15 

.20  . 

.30  .40 

.50 

.75  1.00  1.30  1.75 

4.00 

5.50 

9.00 

13.00 

U-1  80. 

“ Reducing,  each 

. 25  . 

. 38  . 50 

. 63 

.95  1.25  1.65  2.20 

5.00 

6.90 

11.25 

16.25 

FI  N ISH  ED. 

Inch 

X 

34  :i8 

% i IK  IK  2 

2K 

3 

3K 

4 

U-1  70. 

Elbows,  each 

. .24 

.34  .42 

.56 

.70  1.00  1.70  2.20  3.00 

7.00 

9.00 

14.00 

20.00 

U-1  78. 

Elbows,  Reducing,  each 

.44  .52 

.70 

.90  1.25  2.20  2.80  3.80 

8.80 

11.30 

17.50 

25.00 

U-1  79. 

Street  Elbows,  each  . . . . 

. 83 

1.10  1.50  2.05 

U-1  80. 

Tees,  each 

.80 

1.00  1.50  2.00  2.60  3.50 

8.00 

11.00 

18.00 

26.60 

U-1  80. 

Tees,  Reducing,  each. . . 

.50  .76  1 

.00 

1.25  1.90  2.50  3.30  4 40 

10.00 

13.  SO 

22.50 

32.50 

CROSS. 


RETURN  BEND. 
CLOSE  PATTERN. 


RETURN  BEND. 
OPEN  PATTERN. 


U-181 


U-1  82. 

ROUGH . 


U-1  83. 


Inch  K 

% 

K 

M 

1 

IK  IK  2 2K 

3 3K 

4 

U-181. 

Crosses,  each 30 

.40 

.50 

.60 

.80 

1.50  200  3.50  5.00  7 

.00  10.00 

14.50 

U-181. 

“ Reducing,  each  .38 

.50 

.65 

.75 

1.00 

1.90  2.50  4.40  6.25  8 

.75  12.50 

18.00 

U-1  82. 

Return  Bends,  C.  P.,  “ 

.56 

. 70 

1.00 

1.70  2.20  3.00 

U-1  83. 

Return  Bends,  O.  P., 

.70 

.88 

1.25 

2.15  2.75  3.75 

FINISHED. 

- 

Inch 

K 

‘i 

X 

1/ 

K 

i IK  IK  2 2K 

3 3K 

4 

U-181. 

Crosses,  each 

.60 

.80 

1 no 

1.2(1 

1.60  3.00  4.00  7.00  10.00 

14.00  20.00 

29 . 00 

U-181. 

“ Reducing,  each  . . . . 

.75 

1.00 

1.30 

1.50 

2.00  3.80  5.00  8 80  12.50 

17.50  25.00 

36.00 

U-1  82. 

Return  Bends,  C.  P.,  each.  . . 

1.12 

1 .40 

2.00  3.40  4.40  6.00 

U-1  83. 

Return  Bends,  O.  P.,  each. . 

1.40 

1 .76 

2.50  4.50  5.50  7.50 

LOCKNUT. 


PLUG. 


CAP. 


BUSHING. 


U-1  84. 


U-1  85. 


U-1  86. 


U-1  87. 


ROUGH. 


Inch 

K 

K 

3/ 

Z8 

M 1 

IK 

LK 

2 

2J£ 

3 

3K 

4 

U-1  84. 

Locknuts,  each 

.10 

.12 

. 15 

.20  .30 

.45 

.70 

.95 

1.50 

2.75 

U-1  85. 

Plugs,  each .... 

. .09 

.10 

.12 

.15 

.20  .28 

.40 

.50 

.90 

1.25 

2.00 

3.00 

4.00 

U-1  86. 

Caps,  each  .... 

.15 

.20 

.25 

. 35  . 45 

.60 

.80 

1.10 

2.00 

3.00 

U-1  87. 

Bushings,  each 

.10 

.12 

.14 

.21  .38 

50 

.67 

1.00 

1.50 

2.50 

FINISHED. 

Inch 

K 

K 

X 

X 

% 1 

IK 

IK 

9 

2K 

3 

3X 

4 

U-1  84. 

Locknuts,  each 

20  . 

.24  . 

30  . 

.40  .60 

.90 

1.40 

1.90 

3.00 

5 . 50 

U-1  85. 

Plugs,  each  . . . 

.18  . 

.20  , 

.24  . 

.30  , 

.40  .56 

.80 

1.00 

1.80 

2.50 

4.00 

6.00 

8.00 

y-1  86. 

Caps,  each.... 

.30  . 

,30  . 

.40  . 

.50 

.70  .90  1 

.20 

1.60 

2.20 

4.00 

6.00 

U-1  87. 

Bushings,  each 

20  . 

24  . 

28  . 

.42  .76  1 

.00 

1.35 

2.00 

3.00 

5.00 
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BRASS  FITTINGS. 


N I PPLE. 


U-  1 88. 


COUPLING. 


U-  1 89. 


REDUCING  COUPLING. 


U-  1 90. 


ROUGH . 


Inch 

K 

K 

% 

K 

X 

1 

IK 

IX 

2 

2K 

3 

U-1  88. 

Nipples,  Close,  each 

12 

.15 

.20 

.25 

.30 

.40 

.60 

.90 

1.25 

2.50 

3.50 

U-1  88. 

Nipples,  Long,  each 

15 

.20 

.30 

.35 

.45 

.60 

.90 

1.25 

1 . 60 

3.00 

4.50 

U-1  89. 

Couplings,  each 

.10 

.14 

.16 

.25 

.37 

.50 

.60 

.90 

1.35 

2.40 

3.50 

U-1  89. 

Couplings,  Right  and  Left,  each 

.17 

.20 

.30 

.45 

.60 

. /O 

1.12 

1.75 

U-1  90. 

Reducing  Couplings,  each 

.16 

99 

32 

.45 

.65 

.90 

1.12 

1.85 

3.00 

4.50 

FINISHED 

Inch 

X 

K 

X 

X 

X 

i 

IK 

IX 

2 

9 V 
-72 

3 

U-1  89. 

Couplings,  each 

.20 

.28 

.32 

.50 

. 75 

1.00 

1.20 

1.80 

2.70 

4.80 

7.00 

U-1  89. 

Couplings,  Right  and  Left,  each 

.31 

. 36 

.55 

.82 

1.10 

1.35 

2.00 

3.10 

U-1  90. 

Reducing  Couplings,  each 

.32 

.44 

.64 

.90 

1.30 

1.80 

2.25 

3.70 

6.00 

9.00 

BRASS  FITTINGS,  WITH  FINE  THREAD. 

FOR  PLUMBERS’  TUBING. 


Inch 

X 

78 

Elbows,  each 

21 

.28 

.32 

Tees,  each 

30 

.40 

.45 

Crosses,  each 

40 

.50 

.55 

Reducing  Couplings,  each  . 

92 

.32 

.40 

Plugs,  each 

12 

.15 

.18 

Caps,  each 

20 

.25 

.30 

Bushings,  each 

12 

.14 

.18 

Couplings,  each 

16 

.25 

.32 

Unions,  each 

.75 

.90 

Cock  Elbows,  each 

55 

.55 

.72 

Cock  Tees,  each 

55 

.55 

.72 

Close  Nipples,  each 

20 

.25 

.28 

Long  Nipples,  each 

30 

.35 

.40 

Cock  Elbows  and  Cock  1 


1 

IX 

IK 

1% 

2 

2K 

2K 

.35 

.50 

.85 

1.00 

1.10 

1.30 

1.50 

.50 

. 75 

1.00 

1.15 

1.30 

1.50 

1.75 

.60 

.80 

1.50 

1.75 

2.00 

2.75 

3.50 

.45 

.65 

.90 

1.00 

1.12 

1.50 

1.85 

.20 

.28 

.40 

.45 

.50 

.75 

.90 

.35 

.45 

.60 

.70 

.80 

1.05 

1.10 

.21 

.38 

.50 

.60 

.67 

.85 

1.00 

.37 

.50 

.60 

.75 

.90 

1.15 

1.35 

1 .00 

1.40 

1.90 

2.35 

2.75 

.78 

.78 

1.10 

1.43 

.30 

.40 

.60 

.75 

.90 

1.10 

1.25 

.45 

.60 

.90 

1.10 

1.25 

1.45 

1.60 

Iron  ripe  Thread  Outlet. 


EXTRA  HEAVY  ROUGH  BRASS  FITTINGS. 


CAST  IRON  PATTERN. 


Inch 

37 

78 

17 

X 

1 

IK 

IK 

9 

2J7 

3 

Elbows,  each 

.28 

.36 

.70 

1.00 

1 .50 

2.00 

3.00 

5.50 

8.50 

Elbows,  Reducing,  each 

.42 

.80 

1.15 

1.72 

2.30 

3.45 

6.30 

9.75 

Elbows,  Right  and  Left,  each. . 

.32 

.42 

.80 

1.15 

1.72 

2.30 

3.45 

6.30 

9.75 

Elbows,  45°,  each 

.43 

.84 

1.20 

1 .80 

2.40 

3.60 

6.60 

10.20 

Tees,  each 

.40 

.65 

1.00 

1.35 

2.00 

3.00 

4.50 

7.50 

11.00 

Tees,  Reducing,  each 

.46 

.75 

1.15 

1.55 

2.30 

3.45 

5.20 

8.60 

12.65 

Crosses,  each 

.90 

1.30 

1.80 

2.75 

4.00 

5.25 

9.00 

14.00 

Crosses,  Reducing,  each 

1.04 

1.50 

2.10 

3.15 

4.60 

6.00 

10.35 

16  00 

Return  Bends,  C.  P.,  each 

.70 

.85 

1.00 

2.25 

2.75 

4.50 

Return  Bends,  O.  I\,  each 

.75 

1.00 

1.75 

3.00 

3.75 

6.00 

4 

12.50  16.00 

16.50  20.00 
16.50  22.00 


BRASS  PIPE  SUPPORT. 


FOR  IRON  PIPE  SIZE  BRASS  PIPE. 


Inch 

37 

78 

K 

X 

1 

Polished  Brass,  each.. 

50 

.60 

.70 

.80 

Nickel  Plated,  each.  . . . 

FOR  PLUMBERS'  TUBING 

.70 

.80 

.90 

1.00 

Inch  % 

X 

X 

1 

IK 

Polished  Brass,  each.. 

60 

.65 

.70 

.80 

Nickel  Plated,  each... 

70 

80 

.85 

.90 

1.00 
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STANDARD  BRASS  GLOBE,  ANGLE  AND  CROSS  VALVES. 


CROSS  VALVE. 


ANGLE  VALVE 


GLOBE  VALVE. 


U- 1 92. 


U- 1 93. 


U- 1 94. 


SCREWED,  WITH  BRASS  DISCS. 


Inch 

u-i  92.  Globe,  each 

u - 1 93.  Angle,  “ 

u-194.  Cross,  “ 


X X % X X 1 IX  IX  2 2K  3 3K  4 

.72  .72  .77  1.00  1.26  1.80  2.52  3.50  5.30  10.00  14.40  26.50  36.00 

.72  .72  .77  1.00  1.26  1.80  2.52  3.50  5.30  10.00  14.40  26.50  36.00 

1.25  1.25  1.50  2.00  2.50  3.50  5.00  8,00  16.00  24.00  45.00  60.00 


SCREWED,  WITH  JENKINS’  DISCS. 


Inch  J*  % % % 1 1J4  XX  2 2^  3 

u * 1 9 2.  Globe,  each 1.10  1.25  1.60  2.20  2.80  4.00  5.50  8.75  15.75  22.00 

u-193.  Angle,  “ 1.10  1.25  1.60  2.20  2.80  4.00  5.50  8.75  15.75  22.00 

u-194.  Cross,  “ 1.70  2.00  2.25  2.50  3.25  4.75  6.25  9.50  20.00  27.50 

FLANGED,  WITH  BRASS  DISCS. 

Inch  XX  1 IK  IK  2 2X  3 3X  4 5 6 

Globe,  each 4.50  5.00  6.75  8.50  10.50  16.00  23.00  35.00  50.00  70.00  125.00  200.00 

Angle,  “ 4.50  5.00  6.75  8.50  10.50  16.00  23.00  35.00  50.00  70.00  125.00  200.00 

Cross,  “ 5.25  7.00  9.00  12.00  15.75  22.00  33.00  45.00  75.00  100.00 


FLANGED,  WITH  JENKINS'  DISCS. 


Inch  1 

IK 

IX 

2 

2K 

3 

Globe,  each 

6.00 

9.00 

11.00 

16.50 

25 . 00 

34.00 

Angle,  “ 

6.00 

9.00 

11.00 

16.50 

25.00 

34.00 

Cross,  “ 

8.64 

11.45 

15.10 

22.70 

32  82 

44.30 

GLOBE  AND  ANGLE  VALVES-WITH 


FINISHED  BRASS  WHEEL. 


SCREWED,  WITH  BRASS  DISCS. 


Inch 

Finished  all  over,  each 

Finished  and  Plated  all  over,  each 


X 

2.75 

3.25 


% 

3.00 

3.50 


3.15 

3.70 


X 

3.50 

4.10 


1 

4.25 

4.90 


ik 

5 . 60 
6.30 


ix 

7.00 

7.75 


SCREWED,  WITH  JENKINS'  DISCS. 

Inch  XX.  1 IX  IX 

Finished  all  over,  each 2.90  3.65  4.45  6.25  8.75 

Finished  and  Plated  all  over,  each  3.50  4.10  5.00  6.80  9.40 


2 

10.25 

11.25 


2 

13.50 

14.15 
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STANDARD  BRASS  CHECK  VALVES. 


HORIZONTAL. 


VERTICAL. 


ANGLE. 


U-1  95, 


U-  1 96. 


U-1  97. 


WITH  BRASS  DISCS. 


inch 

% 

\7  3/ 

. 4 / 8 

1/ 

U-1  95. 

Horizontal, Screwed,  ea. 

.65 

.65  .70 

.90 

U-1  96. 

Vertical,  Screwed,  each 

. 1 - .11 

1.00 

U - 1 9 7 . 

Angle,  Screwed,  each.. 

.72 

.72  .77 

1.00 

Horizontal,  Flanged,  ea. 

4.40 

Vertical,  “ “ 

4.50 

Angle, 

4.50 

% 1 1M  m 2 2K  3 3%  4 
1.151.602.25  3.15  4.75  9.0013.0024.0032.50 
1.26  1.80  2 52  3.50  5.30  10.00  14.40  26.50  36.00 
1.26  1.80  2.52  3.50  5.30  10.00  14.40  26.50  36.00 
4.90  6.50  8.25  10.15  15.50  22.00  33.50  47.50  66.50 
5.00  6.75  8.50  10.50  16.00  23.00  35.00  50.00  70.00 
5.00  6.75  8.50  10.50  16.00  23.00  35.00  50.00  70.00 


WITH 

JENKINS’ 

DISCS 

Inch 

3/ 

78 

1/ 

M 

i 

m 

2 

3 

Horizontal, 

Screwed,  each 

. . . 1 . 1U 

1.20 

1.30 

1.90 

2.60 

3.60 

5.00 

7.50 

13.50 

20 . 50 

Vertical, 

“ “ 

. . . 1.10 

1.20 

1.30 

1.90 

2.60 

3.60 

5.00 

7.50 

13.50 

20.50 

Angle, 

“ “ 

...  1.10 

1.20 

1.30 

1.90 

2.60 

3.60 

5.00 

7.50 

13.50 

20.50 

Horizontal, 

Flanged,  “ 

4.75 

5.50 

7.80 

9.80 

1 5 . 00 

22.80 

32.40 

Vertical, 

“ “ 

4.75 

5 . 50 

7.80 

9.80 

15  00 

22.80 

32.40 

Angle, 

“ “ 

4.75 

5.50 

7.80 

9.80 

15.00 

22.80 

32.40 

HORIZONTAL  CHECK  VALVE, 
WITH  DRIP  COCK. 


U-1  98. 


K % 
2.15  2.55 
1.85  2.20 


i i?4  m 

3.15  4.05  5.40 

2.70  3.60  4.90 


With  Drip  Cock,  each  . . 
Without  Drip  Cock,  each 


Inch 
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IRON  BODY  VALVES-BRASS  MOUNTED. 


U-  1 99. 


GLOBE  OR  ANGLE-SCREWED. 


U-200. 


ANGLE  VALVE-PLAIN. 


GLOBE  VALVE— PLAIN. 


Each 

With  Jenkins’  Disc,  each 


Each 

With  Jenkins’  Disc,  each 


Inch  1 1J4 

2.25  2.75 

2.85  3.85 

GLOBE  OR  ANGLE-FLANGED. 

Inch  1 1J4 

3.25  3.85 


134 

2 

3 

3.50 

5.40 

7.35 

9.80 

5.00 

7.25 

11.00 

16.00 

134 

2 

2iz 

- O 

4 . 80 

7.00 

9.60 

12.50 

8.50 

13.00 

18.00 

U-201.  U-202. 


GLOBE  OR  ANGLE-SCREWED. 

Inch  2 234  3 3J4  4 4)4  5 6 7 8 10  12 

Each 7.00  9.00  12.50  15.25  19.00  24.00  27.00  37.50  63.00  72.00  114.00  170.00 

With  Jenkins’  Disc,  each.  10.00  12.00  16.75  19.50  24.00  32.00  40.00  48.00  80.00  90.00  130.00  185.00 

GLOBE  OR  ANGLE— FLANGED. 

Inch  2 234  3 334  4 434  5 6 7 8 10  12 

Each 8.60  10.75  15.00  18.50  22.50  27.50  31.00  42.00  68.00  77.00  123.00  187.00 

With  Jenkins’  Disc.  each.  11.75  14.00  18.50  21.50  26.00  34.00  42.00  50.00  80.00  90.00  130.00  185.00 
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IRON  BODY  VALVES-BRASS  MOUNTED. 


CROSS  VALVE. 


CROSS  VALVE. 
PLAIN 


WITH  YOKE. 


U-203. 


U-204. 


Eacli . 


Each 


PLA  I N-SCREWED. 

Inch 


PLAI  N — FLANGED. 

Inch 


9 

6.50 

2 

9.00 


Inch 

Each 

With  Jenkins’  Disc,  each. . 


Inch 

Each 11  .C 

With  Jenkins’  Disc,  each 


WITH  YOKE-SCREWED. 

I 2%  3 3J£  4 4}4  5 6 

) 11.75  16.25  20.00  23.50  30.65  35.25  47.25 

. 16.00  21.00  26.00  30.00  42.00  45.00  58.00 

WITH  YOKE— FLANGED. 

2%  3 3^  4 5 6 

14.50  20.00  25.00  2S.50  36.00  41.00  54.00  8 

19.00  24.00  29.00  33.00  45.00  48.00  62.00 


2 3*2 

3 

9.00 

12.50 

2% 

3 

11.75 

16.50 

7 8 

10  12 

'8.00  92.00 

162.00  240.00 

7 8 

10  12 

1.00  100.00 

175.00  265.00 

HORIZONTAL  CHECK  VALVE. 


U-205. 


Inch 


Screwed,  each 3.60 

“ with  Jenkins’  Disc,  ea 

Flanged,  each 5.25 


with  Jenkins’  Disc,  ea 


2 U 3 3K  4 5 6 7 8 10  12 

6 50  8.90  12.25  14.25  19.00  22.00  30.00  45.00  57.00  105.00  155.00 

10.50  14.00  17.00  20.00  30.00  40.00 

8.25  11.50  15.50  18.00  22.50  26.00  35.00  50.00  62.00  115.00  1/5.00 

12.50  16.50  20.00  23.00  33.00  43.00 
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IRON  BODY  VERTICAL  AND  ANGLE  CHECK  VALVES. 

BRASS  MOUNTED. 

VERTICAL.  ANGLE. 


U-206.  U-207. 

VERTICAL. 

Inch  2 2L>  3 3 4 \%  5 6 7 8 

Screwed,  each 7.00  9.50  12.50  17.00  21.00  30.00  33.00  40.00  62.00  73.00 

“ with  Jenkins’ Disc,  each 10.50  14.00  17.00  20.00  30.00  40.00 

Flanged,  each 8.75  11.50  15.00  20.00  25.00  33.50  37.00  45.00  67.00  78.00 

“ with  Jenkins’ Disc,  each 12.50  16.50  20.00  23.00  33.00  43.00 

ANGLE. 

Inch  2 2Jt>  3 3^  4 4 H 5 6 7 8 10  12 

Screwed,  each 3.60  6.50  8.90  12.25  14.25  19.00  22.00  30.00  45.00  57.00  105.00  155.00 

“ with  Jenkins’  Disc,  ea 10.50  14  00  17.00  20.00  30.00  40.00 

Flanged,  each 5.25  8.25  11.50  15.50  18.00  22.50  26.00  35.00  50.00  62.00  115.00  175.00 

“ with  Jenkins’  Disc,  ea 12.50  16.50  20.00  23.00  33.00  43.00 


STANDARD  SWINGING  CHECK  VALVES. 


2%  3 

15.00  22.00 


IRON  BODY. 

Inch  2^  3 3}{  4 5 6 7 

Screwed,  each 15.65  18.00  24.00  27.00  38.00  48.00  62.00 

Flanged,  each 17.00  21.00  27.00  30.00  42.00  52.00  67.00 


8 

75.00 

80.00 


10  12 

125.00  200.00 

135.00  220.00 


PRATT  AND  CADY  SWINGING  CHECK  VALVES. 

BRASS. 

Inch  H % K K l 1H  V4  2 2K  3 

F:acli 1.25  1.25  1.30  1.75  2.25  3.25  4.25  6.25  11.50  16.00 

I RON  BODY 

Inch  2 2 34  3 3^  4 5 6 7 8 10  12 

6.25  10.00  12.00  16.00  18.00  25.00  32.00  41.00  50.00  65.00  95.00 


Screwed  or  Flanged,  each 
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JENKINS  BROS.’  VALVES. 


BRASS  GLOBE  VALVE. 


U-209. 


IRON  BODY  GLOBE  VALVE-WITH  YOKE. 


U-210. 


BRASS  VALVES. 


inch  m x Vz  k x i m IX 

Globe  and  Angle  Valves,  Screwed,  each  1.10  1.10  1.25  1.60  2.20  2.80  4.00  5.50 

“ “ “ “ Flanged,  “ 6.00  0.00  11.00 

Cross  Valves,  Screwed,  each  1.70  2.00  2.25  2.50  3.25  4.75  6.25 

“ Flanged,  “ 8.64  11.45  15.10 

Check  Valves,  Horizontal,  i Screwed,  each...  1.10  1.20  1.30  1.90  2.60  3.60  5.00 

Vertical  and  Angle,  /Flanged,  “ 4.75  5.50  7.80  9.80 


2 2%  3 

8.75  15.75  22.00 
16.50  25.00  34.00 

9.50  20.00  27.50 
22.70  32.82  44.30 

7.50  13.50  20.50 
15.00  22.80  32.40 


IRON  BODY  VALVES— BRASS  MOUNTED. 


Inch  2 2%  3 3^  4 4}<  5 6 7 8 10  12 

Globe  and  Angle  Val-f  Screwed  7.25  11.00  16.00 

ves,  without  Yoke,  (Flanged  8.50  13.00  18.00 

Globe  and  Angle  Val-  \ Screwed  10.00  12.00  16.75  19.50  24.00  32.00  40.00  48.00  80.00  90.00  130.00  185.00 

ves,  with  Yoke,  \ Flanged  11.75  14.00  18.50  21.50  26.00  34.60  42.00  50.00  80.00  90.00  130.00  185.00 


Cross  Valves,  Screwed 16.00  21.00  26.00  30.00  42.00  45.00  58.00 

••  " Flanged 19.00  24.00  29.00  33.00  45.00  48.00  62.00 


Check  Valves,  Hori- 
zontal, Vertical 
and  Angle, 


Screwed 

Flanged 


10.50  14.00  17.00  20.00 

12.50  16.50  20.00  23.00 


30.00  40.00 

33.00  43.00 


JENKINS’  DISCS  FOR  VALVES. 


Inch 

K 

X 

X 

X 

1 

IK 

2 

2K 

3 

3 K 

Each 

.03 

.04 

.04 

.05 

.06 

.09 

.12 

.18 

.24 

.33 

.45 

Inch 

4K 

5 

6 

1 

8 

10 

12 

14 

16 

18 

20 

Each 

.60 

.68 

.90 

.98 

1.20 

1.75 

2.25 

3.00 

4.00 

5.00 

6.00 

24 

9.00 
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ASBESTOS  DISC  VALVES. 


BRASS  VALVES. 


BRASS  GLOBE  AND  ANGLE  VALVES-SCREWED. 


Inch 

E 

% 

10 

K i 

IE 

IE 

2 

3 

Globe  and  Am^le,  each 

1.10 

1.25 

1.60 

2.20  2.80 

4.00 

5.50 

8.00 

15.75 

22.00 

Extra  Discs,  each 

.06 

.07 

.09 

.10  .12 

.18 

.25 

.36 

.48 

.60 

1 RON 

BODY 

VALVES 

U-212.  U-213. 


IRON  BODY  GLOBE  AND  ANGLE  VALVES-SCREWED. 


Inch 

*> 

2)Z 

3 

3E 

4 

5 

6 

7 

8 

10 

Without  Yoke,  each 

7.25 

11.00 

16.00 

With  Yoke,  each. . . . 

10.00 

12.00 

16.75 

19.50 

24.00 

40 . 00 

48.00 

80.00 

90.00 

130.00 

IRON  1 

BODY  ( 

GLOBE 

AND 

ANGLE 

VALVES-FLANGED. 

Inch 

2 

3 

3E 

4 

5 

6 

7 

8 

10 

Without  Yoke,  each 

8.50 

13.00 

18.00 

With  Yoke,  each. . . . 

11.75 

14.00 

18.50 

21.50 

26.00 

42.00 

50.00 

80.00 

90.00 

130.00 

EXTRA 

DISCS 

Inch 

2 

2)Z 

3 

Q1Z 

°/2 

4 

5 

6 

7 

8 

10 

Each 

.36 

.48 

.60 

.75 

.90 

1.20 

1.50 

1.80 

2.10 

2.70 

62 
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STANDARD  BRASS  SAFETY  VALVES. 

CROSS. 


U-214. 


Inch 

Each 

With  Jenkins’  Disc,  each. 


M K Yo  % l IK  iH 

2.20  2.50  3.25  3.90  4.70  7.15  9.00 

4.12  4.95  5.50  8.25  10.15 

Angle  Safety  Valves,  List  Prices  same  as  above. 


2 2 % 3 
12.50  22.50  33.50 
15.40 


STANDARD  IRON  BODY  SAFETY  VALVES. 


CROSS. 


U-215. 


SCREWED. 

Inch  % 1 1%  IK  2 2K  3 3^  4 5 0 7 8 

u-2is.  Each.  3.50  4.00  5.00  5.80  7.80  13.25  17.25  23.00  28.75  34.50  41.50  57.75  93.50  132.00 

With  Jenkins’ 

Disc,  each..  4.25  4.50  0.25  7.25  10.25  10.75  22.00  31.00  38.00  40.50  55.00  73.00 

FLANGED. 

Inch  1 1J4  1 2 2 % 3 3K  1 5 0 7 8 

Each 5.50  0.75  7.75  10.25  10.00  21.50  27.50  34.00  40.00  48. 00  05.00  100.00  140.00 

With  Jenkins’ 

Disc,  each 12.25  19.00  25.50  34.00  41 .50  51 .75  02.00  80.00 


Angle  Safety  Valves,  List  Prices  same  as  above. 
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LOW  PRESSURE  SAFETY  VALVES. 


U-2  1 6. 


U-217. 


Inch 

K 

X 

1 

IK 

IK 

2 

u-216.  Each 

1.50 

2.25 

3.00 

4.00 

5.50 

u-217.  Each 

2.25 

2.00 

3.30 

4.50 

G . 35 

8.65 

POP  SAFETY  VALVES. 


Screwed,  each 


Inch 


10.00 


BRASS. 

1 

12.00 


m ik  2 

15.00  20.00  30.00 


IRON 

BODY. 

Inch  2 

2K 

3 

3K 

Screwed,  each 

30.00 

50.00 

65.00 

Flanged,  each 

. 50.00 

65.00 

80.00 

100.00  115.00  125.00  180.00 
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IRON 


U -22 1 . 
U-221 . 
U-222. 
U - 2 2 2 . 


BODY  BACK  PRESSURE  VALVE.  “DAVIS”  NOISELESS. 


IRON  BODY  BACK  PRES- 
SURE VALVE. 


U-221.  U-222. 


Inch  1%  2 2%  3 3%  4 A%  5 G 7 8 10  12 

Screwed,  9.00  11.00  13.00  15.00  19.00  22.50  28.50  33.50  43.00  70.00  85.00  120.00  180.00 

Flanged,  10.50  12.75  15.00  17.50  22.00  26.00  32.00  37.00  47.00  75.00  90.00  130.00  AH)  00 

Screwed 14.00  16.00  18.00  22.00  25.00  30.00  40.00  60.00  80.00 

Flanged 100.00  145.00  220.00 


BUTTERFLY  VALVES  BRASS  AND  IRON  BODY. 


U-223. 


Inch  % 

i m 

lfc 

2 

2% 

3 

3% 

4 

5 

6 

Rrass,  Screwc_,  each 3.10 

4.40  5.65 

6.75 

10.00 

13.75 

21.00 

iron  Body,  “ ‘‘  

6.35 

7.00 

8.00 

9.50 

12.00 

16.00 

IS. 50 

28.50 

42.50 

“ “ Flanged,  each 

7.50 

8.50 

9.50 

11.50 

15.00 

19.00 

22.00 

32.00 

47.00 

EXPANSION  JOINTS. 


BRASS 


U-224. 

Inch  % 

u-224.  Screwed,  each....  1.50 


BRASS. 

Ya  1 
2.20  2.75 


IRON  BODY. 


U-225. 


\%  \%  2 2%  3 

4.00  5.00  8.00  17.50  24.00 


Inch 

Traverse— Inch 
u-225.  Screwed,  each.... 
u-225.  Flanged,  each  .... 
With  6 in.  Traverse,  Scd 
“ 6 “ “ I-'lgd 


IRON  BODY. 

2 2%  3 3%  4 5 6 7 8 _ 9 10  12 

2%  2%  2%  3 3%  4 5 6 7 7 7 8 

7.00  8.00  10.00  14.00  18.00  38.00  45.00  70.00  100.00  110.00  160.00  225.00 

15.00  16.00  18.50  25.00  30.00  48. (X)  55.00  80.00  110.00  120.00  175.00  250.00 

11.00  13.00  17.50  25.00  30.00  45.00  55.00 

18.00  20. a)  25.00  35.00  40.00  55.00  65.00 
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STANDARD  THROTTLE  VALVES. 


Inch  L 1 > 2%  3 3K  4 5 6 7 
Iron  Body,  Screwed,  each  10.00  12.50  15.00  22.50  30.00  40.00  50.00  GO. 00  88.00  106.00  120.00  140.00 
Iron  Body,  Flanged,  each  11.00  13.50  16.50  24.00  32.00  42.50  53.00  64.00  91.00  110.00  125.00  145.00 


THROTTLE  VALVES-GATE  PATTERN. 


BRASS. 


U-227. 


U-228. 


FOR 

PRESSURES 

NOT 

TO 

EXCEED 

75 

POUN  DS 

Inch 

K 

1 

iK 

2 

2K 

3 

4 

Brass,  Screwed,  each.  ...  1 

.60 

1.80 

2.50 

3.50 

5.00 

7.50 

13.50 

19.00 

60. 

.00 

Inch 

2 

2K 

3 

3K 

4 

4K 

5 

6 

8 

Iron  Body,  Screwed,  each  7 

.00 

12.00 

15.00 

18.00 

o 

1.00 

25.00 

30.00 

35.00 

65. 

.00 

FOR 

H EAVY 

PI 

ASSURES. 

Inch 

% 

X 

1 

IK 

2 

2K 

3 

Brass,  Screwed,  each. . . . 

2.50 

3.00 

4 

b 

o 

E00 

7.00  10. 

.00 

19.00 

29 

o 

o 

Inch 

2 

2M 

3 

3K 

4 

5 

6 

Iron  Body,  Screwed,  each 

13.00 

16 

.00 

20.00 

0 

15.00 

30.00 

35 

.00 

40 

.00 
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STANDARD  BRASS  AND  IRON  GATE  VALVES. 


U-233. 


QUICK  OPENING. 


I RON— SCREWED. 


I RON  — FLANGED. 


U-230. 

IRON— WITH  HUB  ENDS. 


U-231 . 


BRASS. 


BRASS. 

Inch  H h % % 1 m IX  2 2%  3 

Screwed,  each 1.25  1.25  1.30  1.75  2.50  3.50  5.00  7.50  14.00  20.00 

Quick  Opening, Screwed,  each 3.25  4.50  6.00  8.00  12.00  22.00  30.00 

IRON  BODY— BRASS  MOUNTED. 

Inch  2 2)4  3 3bf  4 4%  5 6 7 8 9 10  12 

Screwed,  each 10.00  12.00  15.00  18.00  20.00  23.00  25.00  30.00  45.00  55.00  80.00  90.00  125.00 

Flanged,  “ 10.00  12.00  15.00  18.00  20.00  23.00  25.00  30.00  45.00  55.00  80.00  90.00  125.00 

Hub  Ends,  “ 10.00  15.00  20.00  25.00  30.00  45.00  55.00  90.00  125.00 

Quick  Opening, 

Screwed, each 18.00  22.00  25.00  27.00  34.00  40.00  57.00  69.00  96.00  110.00  150.00 

ALL  IRON-FOR  GAS,  ACIDS,  ETC. 

Inch  2 2%  3 3%  4 4%  5 6 7 8 9 10  12 

Screwed,  each 10.00  12.00  15.00  18.00  20.00  23.00  25.00  30.00  45.00  55.00  80.00  90.00  125.00 

Flanged,  “ 10.00  12.00  15.00  18.00  20.00  23.00  25.00  30.00  45.00  55.00  80.00  90.00  125.00 

Hub  Ends,  “ 10.00  15.00  20.00  25.00  30.00  45.00  55.00  90.00  125.00 

Quick  Opening, 

~ Screwed, each 18.00  22.00  25.00  27.00  34.00  40.00  57.00  09.00  96.00  110.00  150.00 


Iron  body  Valves  furnished  with  Wheel  or  Square  Nut  on  Stem. 

In  ordering  always  state  whether  Valves  are  to  open  to  the  Right  or  Left. 
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LUDLOW”  BRASS  AND  IRON  GATE  VALVES. 


BRASS. 


QUICK  OPENING. 


U-234. 

IRON-SCREWED. 


U-236. 


U-237. 


U-238. 


BRASS  DOUBLE  GATE. 


Inch  % 


Screwed,  each 1.40 

Flanged,  “ 

For  Quick  Opening,  add SO 


34  s4  1 Hi  134  2 234  3 33 4 4 434  5 6 

1.40  1.80  2.35  3.40  4.40  6.25  13.75  15.50  23.50  34.00  45.00  52.00  76.00 

3.40  3.70  4.15  5.70  7.40  11.00  18.75  21.50  30.50  43.00  55.00  64.00  8S.OO 

.80  .SO  .80  1.00  1.00  1.25  1.75  2.00  2.00  2.00  2.25  2.25  2.25 


IRON  BODY-BRASS  MOUNTED-DOUBLE  GATE. 

Inch  134  2 234  3 334  4 434  5 6 7 8 10  12 


Screwed,  each 6.00  7.00  10.25  12.25  16.50  IS. 00  23.00  25.00  30.50  38.00  45.00  64.00  82.50 

Flanged,  “ 6.25  7.50  10.75  13.25  17.50  18.50  23.50  25.50  31.00  38.00  43.50  64.50  80.00 

Hub  Ends,  each 7.00  10.00  14.50  16.00  17.00  22.00  24.00  28.00  37.00  42.00  60.00  76.00 

Spigot  Ends,  each 7.25  10.25  15.00  16.50  17.50  22.50  24.50  28.75  38.00  43.25  62.50  79.50 

For  Quick  Opening,  add  1 .00  1.25  1.75  2.00  2.00  2.00  2.25  2.25  2.25  2.25  2.25  3.25  4.00 

ALL  IRON-DOUBLE  GATE. 

Inch  134  2 234  3 334  4 434  5 6 7 8 10  12 

Screwed,  each 5.75  6.25  8.75  10.00  14.00  15.00  20.50  23.00  27.00  33.00  36.50  54.00  66.50 

Flanged,  “ 6.25  7.25  9.25  11.25  15.25  16.50  21.50  23.50  28.00  33.50  36.50  53.00  65.00 

Hub  Ends,  each 7.00  8.50  10.25  13.75  15.00  20.50  22.00  26.00  32.00  35.00  51.00  62.00 

Spigot  Ends,  each 7.25  8.75  10.75  14.25  15.50  21.00  22.50  26.75  33.00  36.25  53.50  65.50 

For  Quick  Opening,  add  1.00  1.25  1.75  2.00  2.00  2.00  2.25  2.25  2.25  2.25  2.25  3.25  4.00 


IRON  BODY— BRASS  MOUNTED-SINGLE  GATE. 


Inch  134  2 234  3 334  4 5 6 7 8 10  12 

Screwed,  each 5.00  6.00  8.75  11.00  15.00  16.25  23.75  28.00  35.25  40.00  58.00  74.00 

Flanged,  “ 5.75  6.75  9.50  12.00  15.75  17.25  24.00  28.50  35.75  40.00  58.50  73.00 

Hub  Ends,  each 6.50  9.00  11.00  14.50  16  00  22.75  26.00  34.00  38.50  54.00  67.06 

Spigot  Ends,  each 6.75  9.25  11.50  15.00  16.50  23.25  26.75  35.00  39.75  56.50  70.50 

For  Quick  Opening,  add  1.00  1.25  1.75  2.00  2.00  2.00  2.25  2.25  2.25  2.25  3.25  4.00 

ALL  IRON-SINGLE  GATE. 

Inch  1J4  2 2^  3 334  4 5 6 7 8 10  12 

Screwed,  each 5.00  6.00  8.25  9.50  13.25  13.50  21.50  25.50  31.00  34.00  53.00  64.50 

Flanged,  “ 5.75  6.75  9.00  10.50  14.50  15.00  22.00  26.00  31.50  33.50  52.00  63.00 

Hub  Ends,  each 6 00  8.25  9.50  13.00  13.50  20.50  24.00  30.00  32.00  48.00  63.00 

Spigot  Ends,  each 6.25  8.50  10.00  13.50  14.00  21.00  24.75  31.00  33.25  50.50  66.50 

For  Quick  Opening,  add  1.00  1.25  1.75  2.00  2.00  2.00  2.25  2.25  2.25  2.25  3.25  4.00 
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BRASS  STEAM  COCKS. 


FLAT  HEAD. 


SQUARE  HEAD. 


TEE  HEAD; 


U-239. 


Inch 

Flat  or  Square  Head,  each 

Tee  Head,  each 

With  Check,  each 

Extra  Heavy,  “ 


U-240. 


U-241 


SCREWED. 

x x Vs  x x i m im 

.85  .85  1.00  1.25  1.70  2.35  3.70  4.85 

.85  .85  1.00 

1.00  1.00  1.15  1.40  1.90  2.55  3.95  5.15 

1.30  1.30  1.50  2.00  2.85  4.00  6.75  8.50 


2 2^  3 3K  4 

7.30  14.50  22.50  38.50  50.00 

7.65  15.00  23.25 
13.50  25.00  37.00  54.00  75.00 


FLANGED. 

Inch  % % 1 1%  2 2K  3 3}£  4 5 6 

Flat  or  Square  Head,  each  4.75  5.50  7.30  9.70  11.75  18.00  27.50  43.00  62.00  84.00  150.00  275.00 

Extra  Heavy,  each 6.50  7.75  10.00  14.25  17.25  27.00  41.00  63.00  84.00  120.00 


THREE  WAY 


U-242. 

Inch  X % 1 1%  \%  2 2^  3 3%  4 

Screwed,  each 2.50  3.00  3.75  5.75  7.15  11.00  18.75  26.00  50.00  70.00 

Flanged,  “ 7.75  8.75  11.25  14.75  17.75  27.00  38.25  57.00  85.00  121.00 


MALLEABLE  IRON  COCK  WRENCHES. 


l IX  IK  2 2%  3 

14  .19  .25  .44  .56  1.00 


Each 


Inch 


X 

.07 


X 

07 


U-243. 

X X 

.07  .09 
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IRON  COCK. 


THREE  WAY  IRON  COCK. 


U -244.  U-24S. 


IRON  COCKS- SCREWED. 

Inch  % *4  % 1 1*4  1C  2 2*4  3 3*4  4 5 

All  Iron,  each 85  .90  1.05  1.30  1.00  1.95  2.70  4.40  6.75  12.00  15.50  32.00 

Iron, with  Brass  Washer,  each 1.00  1.20  1.55  1.95  2.35  3.20  5.15  7.75  14.00  19.00  38.00 

Iron, with  Brass  Plug,  each 1.25  1.30  1.60  1.90  2.65  3.75  5.25  8.75  13.00  27.50  36.50  67.00 

Iron, with  Brass  Plug  and  Washer, each. . . 1.40  1.75  2.15  3.00  4.15  5.75  9.50  14.00  29.50  40.00  73.00 


6 

45.00 

53.00 

94.00 
102.00 


IRON  COCKS-FLANGED. 


Inch  1 1*4 

All  Iron,  each 2.25  2.75 

Iron, witli  Brass  Washer,  each 2.50  3.10 

Iron, with  Brass  Plug,  each 3.00  3.75 

Iron, with  Brass  Plug  and  Washer, each.  . 3.25  4.10 


IK  2 

2*4 

3 

3% 

4 

5 

6 

3.25 

4.25 

6.25 

9.50 

15.00 

19.00 

36.00 

50.00 

3.65  4.75 

7.00 

10.50 

17.00 

22.50 

42.00 

5S, 11(1 

5.00  7.00 

10.50 

15.75 

30.00 

40.00 

70.00 

100.00 

5.40 

7.50 

11.25 

16.75 

32.00 

43.50 

76.00 

108.00 

IRON  THREE  WAY  COC  KS— SC  R E W E D . 


Inch 

i 

V4 

IK 

2 

2jz 

3 

3*4 

4 

5 

6 

All  Iron,  each 

1.80 

2.05 

2.65 

3.65 

5.35 

7.50 

14.00 

19.00 

36.50 

52.00 

Iron, with  Brass  Washer,  each. . 

1.80 

2.05 

2.40 

3.05 

4.15 

6.10 

8.50 

16.00 

22.50 

42.50 

60.00 

Iron, with  Brass  Plug,  each.  . . . 

2.20 

2.40 

3.10 

4.50 

6.25 

9.75 

13.75 

30.00 

40.00 

71.50 

100.00 

Iron, with  Brass  Plug  andWasher,each 

2.35 

2.65 

3.45 

4.90 

6.75 

10.50 

14.75 

32.00 

43.50 

77.50 

108.00 

IRON  THREE  WAY  COCKS-FLANGED. 


Inch 

1 

i x 

1*4 

9 

)1/ 

3 

3*4 

4 

5 

6 

All  Iron,  each 

4.25 

5.25 

7.00 

9 

.00 

12.75 

20.00 

26 

.00 

44. 

.00 

00. 

.00 

Iron, with  Brass  Washer,  each 

4.00 

4.60 

5.65 

7.50 

9 

75 

13.75 

22.00 

29. 

,50 

50. 

.00 

68. 

.00 

Iron, with  Brass  Plug,  each 

5.25 

7.00 

9.50 

13 

.25 

19.00 

36.00 

47. 

.00 

80 

.00 

108, 

.00 

Iron, with  Brass  Plug  andWasher, each 

4.75 

5.60 

7.40 

10.00 

14 

.00 

20.00 

38.00 

50 

.50 

80 

.00 

116 

.00 

ASBESTOS  PACKED  COCKS-BRASS  AND  IRON. 


SCREWED. 


FLANGED. 


WITH  WASTE. 


U-247. 


U-248. 


U-246. 


Inch  *4  % *4  *4  1 1*4  1*4  2 2*4  3 3*4  4 5 6 

Brass,  Screwed,  each 2.00  2.25  2.50  3.15  4.20  6.00  7.75  12.00  20.00  28.00 

Iron,  Screwed,  each 1.30  1.45  1.60  2.10  2.50  3.50  4.75  7.00  12.00  18.00  27.00  30.00  45.00  60.00 

Iron,  Flanged,  each 1.30  1.45  1.60  2.10  2.50  3.50  4.75  7.00  12.00  18.00  27.00  30.C0  45.00  60.00 

Iron,  with  Waste,  Screwed  or 
Flanged,  each 


1.30  1.45  1.60  2.10  2.50  3.50  4.75  7.00  12.00  1S.00 
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STEAM  PUMPS. 


SINGLE  ACTING. 


U-249. 


DUPLEX. 


U-250. 


Trices  on  application. 
Write  for  Special  Circulars. 
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TUBULAR  BOILERS. 

HORIZONTAL. 


VERTICAL. 


U-252. 


U-251 . 


Prices  on  application. 
Write  for  Special  Circulars. 
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HOUSE  HEATING  BOILERS. 


STEAM. 


Prices  of  any  desired  make  or  style  of  Steam  Heating  Boilers  furnished  on  application. 
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HOUSE  HEATING  BOILERS. 


HOT  WATER. 


U-254. 


Prices  of  any  desired  make  or  style  of  Ilot  Water  Heating  Boilers  furnished  on  application. 
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CAST  IRON  RADIATORS. 


U-255. 


Prices  of  any  desired  make  or  pattern  of  Cast  Iron  Radiators  furnished  on  application. 


I 
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CAST  IRON  RADIATORS. 


CIRCULAR  RADIATOR. 


U-258.  U-259. 


Prices  of  any  desired  make  or  pattern  of  Cast  Iron  Radiators  furnished  on  application. 
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CAST  IRON  RADIATORS. 


INDIRECT  RADIATOR. 


U -260. 


DIRECT  INDIRECT  RADIATORS. 


U-262. 


U-261 . 


I rices  of  any  desired  make  or  pattern  of  Cast  Iron  Radiators  furnished  on  application. 
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STEAM  TRAPS. 


STANDARD  STEAM  TRAP. 


U-263. 


NASON  STEAM  TRAP. 


U-264. 


STA  N DARD. 


U-263. 


Diameter,  Inches 


Each 

Drainage  capacity  of  one  inch  Pipe,  feet 


12 

23.00 

1500 


15 

36.00 

3500 


18 

54.00 

5000 


NASON. 


Number  1 2 

u-264.  Each 16.00  20.00 

Size  of  Inlet  and  Outlet,  inches % 

Drainage  capacity  of  one  inch  Pipe,  feet 1050  2700 


3 

27.50 

1 

4200 


4 

42.50 

iH 

6000 


5 

70.00 

1% 

10500 


CHAPMAN. 

Number 

1 

o 

3 

4 

Each 

25.00 

35.00 

60.00 

70  00 

Size  of  Inlet  and  Outlet,  inches 

1 

1J4 

1% 

2 

Drainage  capacity  of  one  inch  Pipe,  feet 

1500 

3000 

7000 

10000 

DAVIS. 

Number 

000  00 

0 

1 

2 

3 

Each 

12.00  15.00 

20.00 

30.00 

45.00 

60.00 

Size  of  Inlet,  inches 

% y* 

% 

1 

m 

i H 

Size  of  Outlet,  inches 

y 

% 

1 

l H 

Drainage  capacity  of  one  inch  Pipe,  feet 

650  1250 

2500 

5000 

10000 

20000 

OVER  now 
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MCDANIEL  STEAM  TRAPS. 


NUMBERS  00  AND  0. 


U-267.  / 
U-268.  f 


U-267. 


Each 

Size  of  Inlet  and  Outlet,  inches 

Drainage  Capacity  of  one  inch  Pipe,  feet 


NUMBERS  1 2,  3,  4 AND  5. 

A. 


Number 


U-268. 


00 

0 

1 

2 

3 

4 

5 

8.00 

12.00 

30.00 

40.00 

05. 00 

75.00 

100.00 

% 

M 

1 

ljtf 

2 

450 

1000 

3500 

7000 

14000 

20000 

25000 

HAWES  STEAM  TRAP. 


Each . 


EXPANSION 

P>PE 


Number 

00 

1 2 3 

4 

4M  5 

0.00  11.00  10.00  21.00 

26.00 

35.00  50.00 

nd  Outlet,  inches 

H 

% % I 

1 M 

1H  i* 

icity  of  one  inch  Pipe,  feet 

100 

500  1000  2000 

4000 

10000  20000 

EXPANSION  TANKS. 

Capacity 

Dimensions 

Price,  each 

by2  gallons 

9 

x 20  inches 

6.00 

10 

12 

x 20  “ 

8 . (X) 

12 

12 

x 24  “ 

8.50 

15 

12 

x 30  “ 

9.00 

18 

12 

x 30  “ 

9.50 

^ 20  “ 

14 

x 30  “ 

12.50 

24 

14 

x 30  “ 

13.00 

20 

10 

x 30  “ 

14.00 

32 

10 

x 30  “ 

15.00 

42 

10 

x 48  “ 

16.50 

66 

18 

x 00  “ 

31.00 

82 

20 

x 60  “ 

37.00 

100 

22 

x 00  “ 

51.00 

120 

24 

x 00  “ 

58.00 

U-270. 
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RADIATOR  VALVES. 

WOOD  WHEELS. 


FEMALE.  WITH  UNION. 


U-271.  U-272. 


FEMALE-BRASS  DISC. 


Inch 

1/ 

% 

1 

m 

ix 

U-271 . 

Rough  Bod}7,  Finished  Trimmings,  each  . . 

1.40 

1.75 

2.35 

3.25 

4.35 

6 

U-271 . 

Rough  Body,  Plated  Trimmings,  each  .... 

1.60 

2.00 

2.65 

3.55 

4.65 

7 

U-271 . 

Rough  Body,  Plated  all  over,  each  

1.70 

2.10 

2.75 

3.70 

4.85 

7 

U-271 . 

Finished  all  over,  each  

2.15 

2.50 

3.25 

4.35 

5.75 

9 

U-271 . 

Finished  and  Plated  all  over,  each 

2.45 

2.85 

3.65 

4.80 

6.25 

9 

FEMALE— JENKINS’  DISC. 

Inch 

X 

% 

1 

m 

ix 

U-271 . 

Rough  Body,  Finished  Trimmings,  each  . . 

2.00 

2.50 

3.20 

4.50 

6.25 

10 

U-271 . 

Rough  Body,  Plated  Trimmings,  each  .... 

2.30 

2. SO 

3.50 

4.80 

6.55 

10 

U-271 . 

Rough  Body,  Plated  all  over,  each  

2.40 

2.90 

3.60 

4.90 

6.65 

10 

U-271 . 

Finished  all  over,  each 

2.50 

3.00 

3.75 

5.25 

7.25 

11 

U-271 . 

Finished  and  Plated  all  over,  each  

2.90 

3.40 

4.15 

5.65 

7.65 

12 

WITH  UNION- 

BRASS  DISC. 

Inch 

X 

X 

1 

ix 

IK 

U-272. 

Rough  Body,  Finished  Trimmings,  each  . . 

2.15 

2.50 

3.30 

4.40 

5.90 

9 

U-272. 

Rough  Body,  Plated  Trimmings,  each  .... 

2.35 

2.75 

3.60 

4.70 

6.25 

9 

U-272. 

Rough  Body,  Plated  all  over,  each  

2.50 

2.90 

3.75 

5.00 

6.50 

10 

U-272. 

Finished  all  over,  each  

3.00 

3.40 

4.25 

5.75 

7.75 

12 

U-272. 

Finished  and  Plated  all  over,  each  

3.35 

3.80 

4.70 

6.35 

8.35 

12 

WITH  UNION  — J E N K 1 N S ' 

DISC. 

Inch 

X 

X 

1 

ix 

1 X 

U-272. 

Rough  Body,  Finished  Trimmings,  each  . . 

2.75 

3.50 

4.30 

5.85 

7.75 

12 

U-272. 

Rough  Body,  Plated  Trimmings,  each 

3.05 

3.80 

4.60 

6.15 

8.05 

12 

U-272. 

Rough  Body,  Plated  all  over,  each  

3.15 

3.90 

4.70 

6.25 

8.15 

13 

U-272. 

Finished  all  over,  each  

3.20 

4.00 

4.80 

6.40 

8.75 

13 

U-272. 

Finished  and  Plated  all  over,  each  

3.60 

4.40 

5.20 

6.80 

9.15 

14 

o 

85 

35 

60 

00 

75 

2 

50 

80 

90 

75 

15 

2 

25 

75 

00 

00 

75 

2 

60 

90 

00 

85 

25 
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CORNER  RADIATOR  VALVES. 

WOOD  WHEEL. 


RIGHT  HAND. 


LEFT  HAND. 


U-273. 


U-274. 


RIGHT  OR  LEFT  HAND-JENKINS'  DISC. 


Inch 

X 

1 

1H 

IK 

2 

U-273 

OR 

274. 

Rough  Body,  Finished  Trimmings,  each. . . . 

2.75 

3.50 

5.00 

7.00 

11.55 

U-273 

OR 

274. 

Rough  Body,  Plated  Trimmings,  each 

3 . 05 

3.80 

5.30 

7.30 

11.85 

U-273 

OR 

274. 

Rough  Body,  Plated  all  over,  each 

3.15 

3.90 

5.40 

7.40 

11.95 

U-273 

OR 

274. 

Finished  all  over,  each 

3.25 

4.25 

5.75 

8.00 

12.95 

U-273 

OR 

274. 

Finished  and  Plated  all  over,  each 

3.65 

4.65 

6.15 

8.40 

13.35 

RIGHT  HAND— WITH  UNION. 


LEFT  HAND-WITH  UNION. 


U-275. 


U-276. 


RIGHT  OR  LEFT  HAND-WITH  UN  ION-J  EN  KINS'  DISC. 


Inch 

X 

1 

IK 

IK 

2 

U-275 

OR 

27  e. 

Rough  Body,  Finished  Trimmings,  each. . . 

3.85 

4.75 

6.45 

8.55 

13.85 

U-275 

OR 

276. 

Rough  Body,  Plated  Trimmings,  each 

4.15 

5.05 

6.85 

8.85 

14.15 

U-275 

OR 

276. 

Rough  Body,  Plated  all  over,  each 

4.25 

5.15 

6.95 

8.95 

14.25 

U-275 

OR 

276. 

Finished  all  over,  each 

4.40 

5.30 

7.05 

9.65 

15.25 

U-275 

OR 

276. 

Finished  and  Plated  all  over,  each 

4.80 

5.70 

7.45 

10.05 

15.65 
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QUICK  OPENING  RADIATOR  VALVES. 

FOR  HOT  WATER. 


FEMALE. 


WITH  UNION. 


U-277. 

FEMALE. 


U-278. 


Inch 

% 

1 

1H 

1 % 

2 

U-277. 

Rough  Body,  Finished  Trimmings,  each  . . . 

1 .50 

1.75 

2.50 

3.75 

5.50 

U-277. 

Rough  Body,  Plated  Trimmings,  each 

1.75 

2.05 

2.80 

4.05 

6 . 00 

U-277. 

Rough  Bodv,  Plated  all  over,  each  

1.85 

2.15 

3.00 

4.25 

6.25 

U-277. 

Finished  all  over,  each  

2.25 

2.85 

4.05 

5.50 

8.25 

U-277. 

Finished  and  Plated  all  over,  each  

2.60 

3.25 

4.50 

6.00 

9.00 

WITH  UNION. 


Inch 

K 

1 

1M* 

IK 

2 

U-278. 

Rough  Bodv,  Finished  Trimmings,  each  

2.00 

2.50 

3.50 

5.00 

7.50 

U -270. 

Rough  Body,  Plated  Trimmings,  each  

2.30 

2.85 

3.90 

5.40 

8.00 

U-278. 

Rough  Bodv,  Plated  all  over,  each  

2.40 

3.00 

4.10 

5.60 

8.25 

U-278. 

Finished  all  over,  each  

3.00 

4.05 

5.15 

7.40 

11.25 

U-278. 

Finished  and  Plated  all  over,  each  

3.40 

4.50 

5.75 

8.00 

12.00 

LOCK  SHIELD  RADIATOR  VALVES. 


Any  of  the  Radiator  Valves  shown  on  pages  79,  80,  or  81  can  be 
furnished  with  Lock  and  Shield. 


List  Prices  same  as  Wood  Wheel  Valves. 
Keys  extra. 


U-279. 
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BRASS  UNION  ELBOWS. 


Inch 

Rough  Body,  Plain,  each 

Rough  Body,  Plated  all  over,  each 

Finished  all  over,  each 

Finished  and  Plated  all  over,  each 


U -280. 

% 

1 

m 

2 

1 .25 

1.60 

2.15 

2.85 

4.50 

1.50 

1.85 

2.40 

3.15 

4.80 

1 70 

2.10 

2.80 

3.75 

5.35 

1.95 

2.35 

3.05 

4.05 

5.65 

COMPRESSION  RADIATOR  AIR  VALVES. 


NO.  3. 


U-281.  U-282.  U-283. 


Inch 


No. 

i. 

All  Brass 

No. 

2. 

Wood  Wheel 

No 

3. 

Wood  Wheel 

No. 

4. 

Lock  and  Shield . . . , 

No. 

5. 

Lock  and  Shield. . . 

Kc\ 

rs 

for  Nos.  4 and  5,  each 

NO.  5. 


U-284. 

U-285. 

Plain. 

Nickel  Plated. 

.30  .35 

.35  .40 

.40  .50 

.45  .50 

.65  .70 

.70  .75 

.30  .35 

.35  .40 

.50 

. 57 

Plain,  12  cents 

Nickel  Plated,  18  cen 

JENKINS’ 


AIR  VALVE. 


U-286. 


AUTOMATIC  AIR  VALVES. 


DRIP  CUP. 


U-287. 


AIR  VALVE-WITH  UNION. 
DRIP  CONNECTION. 


U-288. 


u-286.  Nickel  Plated,  per  dozen 7.50 

u-288.  “ “ with  24  inch  Union,  per  dozen 9.50 

U-288.  “ “ “ 14  “ “ “ “ 10.00 

u-287 . “ “ per  dozen 2.00 
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MARSH’S  AUTOMATIC  AIR  VALVES. 


U-293. 


U-294. 


U -295. 


U-293.  Number  6,  Nickel  Plated,  each 1.25 

U-294.  “ (>B,  “ “ “ 1.25 

U-295.  Paul,  “ “ “ 1.25 
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PERFECTED  “DUPLEX”  AIR  VALVES. 


NO.  1 . 


U-296. 


u-296.  Number  1,  Nickel  Plated,  each 1.15 

U - 29  7 . “ 2,  “ “ “ 1.15 

u - 2 90 . “ 3,  “ “ “ 1.15 

U-299.  “ 4,  “ “ “ 1.55 

U-300.  “ 0,  “ “ “ 1.35 

u -30 1 . “ 8 Star,  Nickel  Plated,  each 1.00 

u-302.  Mouash  for  Hot  Water,  Nickel  Plated,  each 3.00 


“VICTOR”  AUTOMATIC  AIR  VALVES. 


U-303. 


NO.  2. 


U-304. 


u-303.  Number  1 (has  Slotted  Head  covered  by  a Cap),  Nickel  Plated,  per  dozen 7.50 

u-304.  “ 2 (has  Knurled  Head,  no  Cap),  Nickel  Plated,  per  dozen 7.50 

Number  3 same  as  Number  1,  with  addition  of  Drip  Connection,  Nickel  Plated,  per  dozen 9.00 

4 “ “ 2,  “ “ “ “ “ “ “ “ 9.00 
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AIR  COCKS. 


SINGLE  THREAD. 


TEE  HANDLE. 


LEVER  HANDLE. 


U-305. 


U-306. 


Number 

G 

7 

8 

9 

Number 

10 

11 

12 

13 

Size,  inches 

* * • % 

X 

X 

X 

Size,  inches 

% 

X 

% 

% 

Each 

.40 

.40 

.50 

.60 

Each 

.55 

.55 

.65 

75 

THREADED  BOTH  ENDS-MALE. 


TEE  HANDLE. 


U-307. 


Number 

14 

15 

16 

17 

Size,  inches 

. . . . 34 

% 

Each 

.55 

.55 

.65 

.90 

LEVER  HANDLE. 


U-308. 


Number 

1.8 

19 

20 

21 

Size,  inches 

••  34 

% 

Each 

.60 

.70 

.85  1 

.00 

THREADED  BOTH  ENDS-FEMALE. 


TEE  HANDLE. 


LEVER  HANDLE. 


U-309.  U-310. 


Number 

oo 

23 

Number 

24 

25 

Size,  inches 

X 

X 

Size,  inches 

• X 

X 

Each 

70 

.70 

Each 

. .80 

.80 

Or  10s 
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AIR  COCKS. 


THREADED  BOTH  ENDS-MALE  AND  FEMALE. 


TEE  HANDLE. 


LEVER  HANDLE. 


U-312. 


Number 

20 

27 

2S 

29 

Number 

30 

31 

32 

33 

Size,  inches  . . 

X 

H 

% 

1Z 

Size,  inches  . . 

X 

K 

% 

X 

Each 

.60 

.05 

.90 

1.25 

Each 

.80 

.80 

1.10 

1.35 

BIBB  NOSE-SINGLE  THREAD. 


TEE  HANDLE 


LEVER  HANDLE. 


U-313.  U-314. 


Number 

34 

35 

36 

37 

Number 

38 

39 

40 

41 

Size,  inches  . . 

X 

X 

X 

Size,  inches  . . 

X 

% 

1Z 

ach 

.71) 

.70 

.80 

.91) 

Each 

.80 

.80 

.90 

1.00 

BIBB  NOSE-DOUBLE  THREAD. 

TEE  HANDLE  LEVER  HANDLE. 


U-315. 


Number 

42 

43 

44 

45 

Size,  inches  . . 

X 

X 

% 

X 

Each 

.80 

1.00 

1.10 

1.35 

U-316. 


Number 

46 

47 

48 

49 

Size,  inches  . . 

X 

X 

X 

X 

Each 

.95 

1.15 

1.25 

1.50 
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CYLINDER  COCKS. 


TEE  HANDLE— STRAIGHT. 


LEVER  HANDLE-STRAIGHT. 


U-31  7. 

Size  of  Shank,  Pipe  Thread,  inches 

u-31  7.  Each 

u-3i 8 . Each 


U-318. 


X 

X 

% 

.85 

.95 

1 .25 

2.25 

1.00 

1.10 

1 .50 

2.50 

LEVER  HANDLE,  WITH  UNION-STRAIGHT. 


U-319. 


Size  of  Shank,  Pipe  Thread,  inches 
u-319.  Each.  . 


2.00 


2.50 


% 

3.75 


LEVER  HANDLE,  BIBB  NOSE  WITH  UNION. 


LEVER  HANDLE,  BIBB  NOSE-PLAIN. 


U-320. 


U-321 . 


Size  of  Shank,  Pipe  Thread,  inches 

u-320.  Each 

u-320.  With  Male  Thread  on  Nose,  each 

u-321.  Each 


X 

X 

X 

1.15 

1.30 

1.85 

2.  GO 

1.25 

1.50 

2.10 

2.70 

1.75 

2.00 

2.50 

3.75 
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COMPRESSION  GAUGE  COCKS. 

WOOD  WHEEL. 


WITHOUT  STUFFING  BOX. 


U-322. 


Size,  Pipe  Thread,  inches.  M M 

Standard,  each 1.10  1.20  1.35 

Light  Pattern,  each 95  1.00  1.25 


WITH  STUFFING  BOX. 


U-323. 


U-323. 

Size,  Pipe  Thread,  inches.  % % % 

Standard,  each 1.35  1.50  1.70 

Light  Pattern,  each 1.20  1.30  1.45 


“MISSISSIPPI”  GAUGE  COCKS. 


U-324. 


Size,  Pipe  Thread,  inches % ^ 

Size  of  Blank  Shank,  inches % % 

Each 90  1.20 


BALL  GAUGE  COCKS. 


U-325. 


Size,  Pipe  Thread,  inches 
Each 


X 

% 

1.50 


% 

1.00 


M 

l 

1.80 


% 

1.00 


FUSIBLE  PLUGS. 


U-326. 


Inch X X 1 'X  2 

Each 00  .75  1.00  1.50  2.00  3.00 
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STEAM  WHISTLES. 


SINGLE  BELL  CHIME  WHISTLES. 


WITHOUT  VALVE. 


U-330. 


PLAIN  WHISTLES. 


Diameter  of  Bell,  inches 

1 

IX 

IX 

2 24£  3 

3X 

4 

5 6 

8 

U-327. 

Each 

3.10 

3.75 

4 00 

5.50  6.50  8 . 50 

11.50 

15.00 

22.50  33.00 

95.00 

U -3  28 . 

Each 

2.20 

2.75 

3.00 

4.35  5.25  7.25 

9.50 

12.00 

19.00  24.00 

70  00 

U-328. 

With  Iron  Base,  each. 

7.25 

10.00 

16.00  23.00 

55  00 

SI  NGLE 

BELL 

CHIME  WHISTLES. 

Diameter  of  Bell,  inches. 

2 

2X  3 

4 

5 6 

8 

U -329 . 

Each 

7.00 

9.00  11.00 

18.00 

28. 

.00  38.00 

90.00 

U-330. 

Each 

5.00 

7.00  8.00 

14.00 

22 

.00  30.00 

70.00 

WHISTLE  CHIMES. 


U-331 . 

Inch  % 

Brass,  each 2.50 

Iron  Body,  each 


WHISTLE  VALVES. 

% 1 1/4  1/4 

3.00  3.50  5.00  0.00 


2 

9.00 


2M 
18 . 00 
15.00 


3 

27.00 

18.00 
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WATER  GAUGES. 


EXPANSION  TANK  ROUGH  BODY. 

GAUGE.  IRON  WHEELS. 

2 RODS. 


U -333.  U -334. 


FINISHED  SQUARE  BODY. 
WOOD  WHEELS. 

4 RODS. 


Vi  INCH  EXPANSION  TANK  GAUGE. 


Rough  Body,  Two  Rods,  each 


2. GO 


% INCH  WATER  GAUGES. 

Two  Rods. 


No.  i.  Rough  Body,  with  Iron  Wheels,  each 2.75 

No.  2.  Finished  Body,  with  Wood  Wheels,  each 3.75 


lA  INCH  WATER  GAUGES. 

Two  Rods.  Four  Rods. 


no.  3.  Rough  Body,  with  Iron  Wheels,  each 3.00 

no.  4.  Finished  Body,  with  Wood  Wheels,  each 4.25 

no.  5.  Finished  Square  Body,  with  Wood  Wheels,  each G OO 


'%  INCH  WATER  GAUGES. 

Two  Rods.  Four  Rods. 


no.  6.  Rough  Body,  with  Iron  Wheels,  each 4.50 

No.  7.  Finished  Bod}-,  with  Wood  Wheels,  each 5.50 

no.  e.  Finished  Square  Body,  with  Wood  Wheels,  each 8.00 
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WATER  GAUGE  GLASSES. 


U-337. 


Length,  inches 

10 

11 

12 

13 

14 

15 

10 

17 

18 

19 

20 

22 

24 

K 

inch,  Outside  Diameter,  each 

. 25 

.27 

.30 

32 

. 35 

.37 

.40 

42 

.45 

.47 

.50 

.55 

.00 

% 

“ “ “ “ 

. 25 

.27 

.30 

32 

.35 

. 37 

.40 

42 

.45 

.47 

.50 

.55 

.00 

“ “ “ 

.30 

.33 

. 36 

40 

.43 

. 40 

.49 

52 

. 55 

.59 

.02 

. 08 

.74 

“ “ “ “ 

.42 

.47 

.51 

55 

.59 

.03 

.08 

72 

.70 

.80 

.85 

.93 

1 .01 

“ 

.51 

.50 

.01 

06 

.71 

.70 

.81 

80 

.91 

.90 

1 .01 

1.12 

1.22 

RED  REFLECTING  GAUGE 

GLASSES. 

Length,  inches 

10 

11 

12 

13 

14 

15 

10 

17 

IS 

19 

20 

09 

24 

% 

inch,  Outside  Diameter,  each 

.40 

.40 

.45 

45 

.50 

.55 

.60 

05 

.70 

. 75 

.80 

.90 

1 .00 

% 

1 U “ “ 

.50 

.55 

.55 

55 

.00 

.00 

.05 

70 

.75 

.80 

.85 

.95 

1.05 

RUBBER 

ROUND. 


U-338. 


NET  PRICES. 


GAUGE  GLASS  WASHERS. 


SQUARE. 


U-339. 


NET  PRICES. 

THERMOMETERS. 


FOR  STEAM  AND  HOT  WATER  BOILERS. 


STRAIGHT. 
FOR  HOT  WATER. 


STRAIGHT. 
FOR  STEAM. 


U-340.  U-341. 

u -340.  Straight,  for  Hot  Water  Boiler,  each... 

U-341.  Straight,  for  Steam  Boiler,  each 

U-342.  Angle,  for  Hot  Water  Boiler,  each 

Angle,  for  Steam  Boiler,  each 


ANGLE. 

FOR  HOT  WATER. 


U-342. 

3. on 

3.25 

3.50 

3.75 
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STEAM  GAUGES. 

FOR  300  POUNDS  PRESSURE  OR  LESS. 


Size  Dial,  inches 

3 

3* 

U-343. 

5 

5H 

6 

6% 

8^ 

10 

12 

Iron  Case,  Brass  Ring,  each  .... 

6.00 

7.00 

8.00 

8.00 

10.00 

13.00 

16.00 

22.00 

32.00 

50.00 

Iron  Case,  Nickel  Plated  Ring,  ea 

6.15 

7.18 

8.20 

8.20 

10.25 

13.50 

16.60 

22.75 

33.00 

51.50 

Brass  Case,  each 

8.00 

9.00 

10.00 

11.00 

12.00 

16.00 

20.00 

30.00 

40.00 

75.00 

Nickel  Plated  Case,  each 

8.60 

9.75 

11.00 

12.00 

13.25 

17.50 

22.00 

32.50 

43.00 

79.00 

Price 

includes  Cock. 

COMBINATION  WATER  WORKS 
GAUGES. 


ALTITUDE  GAUGES. 


SHOW  PRESSURE  AND  FEET 
IN  COLUMN  OF  WATER. 


U -344. 


U-345. 


COMBINATION  WATER  WORKS  GAUGES. 


Size  Dial,  inches 

Iron  Case,  Japanned,  each  

Iron  Case,  Nickel  Plated  King,  each  

Brass  Case,  each  

Nickel  Plated  Case,  each  


5X< 

6 

6% 

Shj 

10 

12 

14 

.00 

16.00 

20.00 

30.00 

40.00 

60.00 

14 

.25 

16.50 

20.60 

30.75 

41.00 

61.50 

16 

.00 

20.00 

25.00 

40.00 

50.00 

80.00 

17 

.25 

21 .50 

27.00 

42.50 

53.00 

84.00 

Price  includes  Cock. 


ALTITUDE  GAUGES. 

Size  Dial,  inches  3 % 

7.00 

7.18 


4 % 5 
8.00  8.00 
8.20  8.20 


Iron  Case,  Brass  Ring,  each 

Iron  Case,  Nickel  Plated  Ring,  each 


Price  includes  Cock. 
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STEAM  GAUGE  COCKS. 


FEMALE. 


MALE  AND  FEMALE. 


U-346.  . U-347. 

u *346 . Female,  inch,  each 

u-3<.7.  Male  and  Female,  inch,  each 

Steam  Gauge  Cocks,  with  Union,  inch,  each,  $1.75. 

STEAM  GAUGE  SYPHONS. 


.75 

.75 


U-348. 

Straight,  inch,  each 

Brass. 

1.00 

Nickel  rated. 
1.50 

U -349 . 

Elbow,  % inch,  each 

1.25 

1 .75 

U-350. 

Straight,  with  Cock,  inch,  each 

1.50 

2.00 

U-351 

Elbow,  with  Cock,  inch,  each 

1.50 

2.00 

IRON  STEAM 

GAUGE  SYPHONS. 

U-352. 


Each 


.50 
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LOW  PRESSURE  DAMPER 
REGULATORS. 


WATER  AND  STEAM  GAUGE 
COMBINATIONS. 


WATER  COLUMNS. 


Number 

1 

*7 

3 

4 

Each 

2.75 

4.00 

6.00 

8.00 

Center  to  Center  of  Boiler  Connections,  inches 

10 

\2U 

14 

18 

Center  to  Center  of  Water  Gauge  Connections,  inches. . 

10 

12$£ 

14 

18 

Center  to  Center  of  Gauge  Cocks 

3% 

3% 

4% 

4 

Extreme  Length 

13 

16^ 

18  % 

22^ 

Tapped  for  Boiler  Connections,  inches 

% 

% 

X 

Tapped  for  Water  Gauge  Connections,  inches 

K 

X 

% 

Tapped  for  Gauge  Cocks,  inches 

% 

1Z 

1 z 

% 

Top  and  Bottom  Tapped,  inches 

1/ 

1/ 

/2 

X 

m 

WATER  AND  STEAM  GAUGE  COMBINATIONS. 


These  Combinations  can  be  furnished  with  any  of  the  above  Columns  and  any  of  the  different  styles  of 

other  Trimmings  shown  in  this  book. 


Prices  on  application. 


THE  MILNER  & KETTIG  COMPANY. 


95 


U-356. 

Size 

Price 

Horse  Power 

PENBERTHY ” 

AUTOMATIC  INJECTORS. 


Pipe 

Connections 


CAPACITY  PER  HOUR 

1 to  3 ft.  Lift,  50  to  75  lbs.  Steam  Press’e 
Maximum  Minimum 


OO 

10.00 

4 to  S 

% inch 

80  gallons 

55 

gallons 

A 

18.00 

8 to  16 

io  “ 

135  “ 

70 

A A 

20.00 

12  to  22 

1/  “ 

180 

100 

B 

25.00 

17  to  32 

M “ 

260 

140 

BB 

30.00 

20  to  45 

% “ 

355 

170 

C 

40 . 00 

40  to  65 

i 

475  “ 

31)0 

U 

CC 

45.00 

45  to  80 

l 

600  “ 

350 

i ( 

D 

55 . 00 

50  to  100 

HE  “ 

800  “ 

425 

U 

DD 

60.00 

75  to  135 

IE  “ 

1000 

525 

(( 

E 

75 . 00 

100  to  ISO 

IE  “ 

1400  “ 

800 

( t 

EE 

00.00 

115  to  255 

i e “ 

1900  “ 

900 

F 

110.00 

160  to  320 

O ~ “ 

2400 

1300 

i ( 

FF 

125.00 

200  to  400 

2 “ 

3000  “ 

1600 

u 

HANCOCK”  INSPIRATORS. 

STATIONARY  PATTERN. 


CAPACITY  PER  HOUR 

Steam  Max.  pipe  connections 


Pressure 

Horse 

Suc- 

Deliv- 

Over- 

Size 

Price 

60  lbs. 

Power 

Steam 

tion 

er}' 

flow 

7 % 

16.00 

60 

gals. 

17 

% 

K 

H 

E 

8% 

18.00 

90 

“ 

25 

% 

E 

E 

% 

10 

20.00 

120 

i l 

QQ 

OO 

% 

E 

K 

12E 

25.00 

220 

( i 

61 

% 

E 

i/ 

15 

30.00 

300 

U 

83 

1/ 

% 

% 

E 

17% 

40.00 

420 

t ( 

117 

% 

l 

l 

M 

20 

45.00 

540 

U 

150 

% 

l 

l 

E 

22 % 

55 . 00 

720 

u 

200 

1 

IE 

iE 

i 

25 

60.00 

900 

i ( 

250 

1 

IE 

IE 

i 

30 

75.00 

1260 

i l 

350 

IE 

IE 

iE 

iE 

35 

90.00 

1740 

( i 

4 S3 

IE 

IE 

1C 

iE 

40 

110.00 

2230 

(( 

619 

1% 

2 

‘7 

IE 

45 

125.00 

2820 

l( 

783 

IE 

2 

2 

iE 

50 

150.00 

3480 

u 

967 

9 

91/ 

—/2 

21/ 

9 

55 

175.00 

3650 

1 1 

1014 

2 

2)v» 

21/ 

2 

OVERFLOW. 

U -357. 
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“METROPOLITAN”  INJECTORS. 


METROPOLITAN  AUTOMATIC  INJECTOR. 


Capacity 


with  80 
lbs.  Steam 
Pressure, 
2 foot  Lift. 

60  gals. 

80  “ 

120  “ 

165  “ 

250  “ 

350  “ 

500  “ 

600  “ 

800  “ 
1000  “ 
1300  “ 
1750  “ 
2300  “ 
2850  “ 


Capacity 
with  80 
lbs.  Steam 
Pressure, 
2 foot  Lift 


120  gals 

165 

(( 

250 

it 

350 

ii 

500 

ii 

600 

ii 

800 

it 

1000 

(l 

1300 

u 

1750 

(( 

2300 

ii 

2850 

ii 

3500 

tt 

4200 

ii 

4700 

(( 

5500 

(( 

Horse 

Power 

4 to  6 
6 to  8 
8 to  15 
15  to  20 
20  to  30 
30  to  45 
45  to  65 
65  to  80 
80  to  100 
100  to  130 
130  to  170 
170  to  230 
230  to  3a) 
300  to  375 


Horse 

Power 

8 to  15 
15  to  20 
20  to  30 
30  to  45 
45  to  65 
65  to  80 
80  to  100 
100  to  130 
130  to  170 
170  to  230 
230  to  300 
300  to  375 
375  to  50' ' 
500  to  650 
650  to  775 
775  to  950 


METROPOLITAN  DOUBLE  TUBE  INJECTOR. 


U-358. 


Size  of 
all  Pipe 
Connec- 


Number 

Prices 

tions 

2 

15. 00 

% 

3 

16.00 

H 

33i 

18.00 

X 

4 

20.00 

y> 

5 

25.00 

X 

6 

30.00 

% 

7 

40.00 

l 

8 

45.00 

l 

9 

55.00 

i3i 

10 

60.00 

)3i 

11 

75.00 

I3i 

12 

90.00 

Hi 

13 

110.00 

2 

14 

125.00 

2 

U-359. 


Size  of 
all  Pipe 
Connec- 


Number 

Prices 

tions 

014 

18.00 

X 

lx 

20.00 

V 

5 X 

25.00 

X 

6 14 

30.00 

X 

7 X 

40.00 

1 

8X 

45.00 

1 

VX 

55.00 

Hi 

\0X 

60 . 00 

Hi 

1134 

75.00 

IX 

123*2 

90.00 

Hi 

133i 

110.00 

2 

1414 

125.00 

2 

15  M 

150.00 

23^ 

1634 

200.00 

234 

1734 

250.00 

3 

18K 

300.00 

3 

METROPOLITAN  ‘‘1898’'  INJECTOR. 


Capacity  Capacity 
Size  of  per  Hour  per  Hour 


all  Pipe 

with  100 

with  175 

Connec- 

lbs.Steam 

lbs. Steam 

Horse 

No. 

Prices 

tions 

Pressure 

Pressure 

Power 

734 

40.00 

1 

525 

gals. 

600  gals. 

45  to  65 

8K 

45.00 

1 

625 

720  “ 

65  to  80 

93I 

55.00 

13i 

835 

(( 

950  “ 

80  to  100 

10H 

60.00 

13i 

1040 

<< 

1195  “ 

100  to  130 

H3i 

75.00 

IX 

1350 

(( 

1550  “ 

130  to  170 

123i 

90.00 

13i 

1800 

(( 

2070  “ 

170  to  230 

I33i 

110.00 

2 

2350 

U 

2675  “ 

230  to  300 

14ti 

125.00 

2 

2900 

(( 

3275  “ 

300  to  375 

153i 

150.00 

23i 

3600 

(( 

3975  “ 

375  to  500 

1631 

200.00 

23i 

4300 

(( 

4750  “ 

500  to  650 

U-360. 
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LITTLE  GIANT”  INJECTORS. 


LI  FTI  NG. 


Pipe 

Connections, 

Capacity 
per  Hour  with 
60  lbs.  Steam 

Number 

Non-Lifting 

Lifting 

Horse  Power 

Inches 

Pressure 

1 

15.00 

17.00 

8 

% 

60 

o 

20.00 

22.00 

16 

H 

120 

3 

27.00 

29.00 

32 

K 

240 

4 

40.00 

42.00 

64 

% 

480 

5 

50.00 

53 . 00 

96 

l 

720 

6 

05.00 

69.00 

144 

IK 

1080 

7 

75.00 

79.00 

193 

IK 

1450 

8 

95.00 

101.00 

244 

IK 

1830 

9 

105.00 

111.00 

301 

IK 

2280 

10 

120.00 

128.00 

365 

2 

2760 

12 

150.00 

160.00 

560 

2% 

4200 

BLAKESLEE  ” STEAM  JET  PUMPS. 


Size, 

Price, 

Suction  Pipe, 

Discharge  Pipe, 

Steam  Pipe, 

Capacity 
per  Minute, 

Inches 

Each 

Inches 

Inches 

Inches 

Gallons 

M 

8.00 

K 

1/ 

% 

8 

1 

10.00 

1 

M 

1/ 

15 

IK 

12.00 

IK 

i 

1/ 

/2 

20 

IK 

14.00 

IK 

IK 

K 

30 

2 

16.00 

2 

IK 

K 

40 

2K 

20.00 

2K 

2 

1 

50 

3 

24.00 

3 

2K 

1 

60 

U-363. 
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DAVIS’  STEAM  PRESSURE  REGULATORS. 


NO.  1 


U-364. 


Designed  for  all  purposes  where  there  is  no 
pulsation  of  pressure.  Suitable  for  Steam  Heat- 
ing, Boiling,  Drying,  Distilling,  and  all  places 
requiring  a constant  unvarying  pressure  below 
that  of  Boiler. 


NO.  2. 


U-365. 


Same  as  No.  1,  with  the  addition  of  Oil  Cylinder 
(Dash  Pot),  which  will  prevent  jumping  or  chat- 
tering under  any  conditions.  For  use  when 
there  is  a pulsation  or  vibration  in  low  pressure 
Pipes. 


i inch,  Screwed  Ends,  each. 

LL 


2% 

3 

3/4 

4 

5 

6 
i 

8 

10 


Screwed  or  Flanged  Ends,  8L  inch  diameter,  each 

Flanged  Ends,  10  inch  diameter,  each 

12 


13 

15 

18 

20 


No.  1 

No.  2 

22.00 

27.00 

24.00 

29.00 

25.00 

30.00 

30.00 

36.00 

35.00 

42.00 

40.00 

48.00 

50.00 

58.00 

60.00 

70.00 

75.00 

90.00 

100.00 

120.00 

135.00 

160.00 

175.00 

200.00 

275.00 

300.00 

350.00 

385.00 

WATSON’S  STEAM  PRESSURE  REGULATORS. 


U-366. 


u - 366.  Each 


BRASS 

REGULATORS- 

MADE  SCREWED 

ENDS  ONLY 

Inch 

K 

i 

1 % 

2 

2M 

3 

4 

14.00 

17.00 

22.00 

28.00 

38.00 

55.00 

70.00 

90.00 

IRON 

BODY 

BRASS 

LINED 

-WITH 

FLANGES. 

• TAPPED 

FOR  SCREWING, 

AND  CAN  BE  U: 

SED  EITHER 

WAY. 

Inch 

*> 

"214 

3 

4 

5 

6 

7 

8 

55.00 

70.00 

90.00 

110.00  150.00 

180.00 

210.00 
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EXHAUST  PIPE  HEADS. 


KEYSTONE  EXHAUST  HEAD 


U-367. 


LYMAN  EXHAUST  HEAD. 


U-368. 


KEYSTONE 


Size  of 

Exhaust  Pipe  Each 

2 inches,  Screwed 14.00 

2%  “ “ 16.00 

3 “ “ 18.00 

“ “ 21.00 

4 “ “ 24.00 

5 “ “ 30.00 

6 “ Flanged  36.00 

7 “ “ 43.00 

8 “ “ 50.00 

10  “ “ 85.00 

12  “ “ 100.00 


LYMAN. 

Size  of 


Exhaust  Pipe  Each 

1 or  lt£  inches,  Screwed 20.00 

2 or  2 Y»  “ “ 25.00 

3 or  3J4  “ “ 30.00 

4 or  “ “ 40.00 

5 “ Flanged 50.00 

6 “ “ 60.00 

7 “ “ 75.00 

8 “ “ 90.00 

9 “ “ 105.00 

10  “ “ 125.00 

11  or  12  “ “ 150.00 

13  “ “ 175.00 

14  “ “ 200.00 

15  “ “ 235.00 

16  “ “ 250.00 

17  “ “ 270.00 

18  “ “ 300.00 


100 


THE  MILNER  & KETTIG  COMPANY 


ENGINE  OILERS. 


STRAIGHT  SPOUT. 


U-369. 


BENT  SPOUT. 


U-370. 


MALLEABLE  OILER. 


U-371. 


Number 

Diameter,  inches 

Length  of  Spout,  inches 

Steel,  per  dozen 

Brass,  per  dozen 


Number 
Per  dozen .... 


STEEL  AND  BRASS  OILERS. 


12 

13 

13A 

14 

14A 

1 4AA 

14B 

15 

15A 

16 

2L 

3 % 

3% 

3% 

3% 

3% 

3M 

4J4 

4^ 

2 iz 

3 

5 

9 

u o 

5 

9 

3 

5 

9 

4.50 

5.50 

6.00 

6.50 

7.50 

8.00 

8.50 

9.25 

9.75 

10.50 

6.50 

8.00 

9.20 

10.20 

11.20 

12.00 

14.00 

MALLEABLE  OILERS. 

1 2 3 

3.60  4.00  4.40 


ENGINEERS’  SETS. 


U-372. 


Number  of  Pieces,  including  Tray 5 6 

Steel 5.00  7.00 

Brass 6.00  9.00 

Brass,  Nickel  Plated 8.00  11.00 


For  Steamboat  Sets,  so  made  as  to  prevent  the  motion  of  the  vessel  displacing  the  Oilers,  add  fl.OQ 

to  above  prices. 


THE  MILNER  & KETTIG  COMPANY. 


101 


RAILROAD  OILERS. 


ENGINEERS’  FILLERS. 


U-373. 


U-374. 


Number  19  19A  210  211  190  200  201 

Capacity lPt.  l^Pts.  lOt.  2Qts.  l12Pts.  lQt.  2Qts. 

Steel,  per  dozen,  14. 00  17.00  20.00  24.00 

Brass,  per  dozen 22.00  30.00  34.00 


STEEL  TALLOW  POTS. 


NO.  212 

5 inches  diameter,  5 inches  high,  capacity,  1 quart. 

PER  DOZEN,  $21.00 
NO.  213. 

6 inches  diameter,  6 inches  high,  capacity,  2 quarts. 

PER  DOZEN,  $25.00. 


STEEL  JACKET  LAMPS. 


U-376. 

Number  20  20J£  21 

Diameter,  inches 3%  3 4^ 

Steel,  per  dozen 0.00  9.00  12.00 


22 


3% 

9.00 


23 

4 

12.00 


RAILROAD  OILERS. 


Number  10 

Diameter,  inches 3% 

Height,  inches 5 

Length  of  Spout,  inches 12 

Capacity 1 Pt. 

Steel,  per  dozen 14.00 

Brass,  per  dozen 


11 

11 A 

17 

18 

18A 

4% 

5 

3% 

5 

6 

8 

5 

0 

8 

18 

IS 

12 

18 

18 

1 Ot. 

2 Ots. 

1 Pt. 

1 Qt. 

2 Ots. 

18.00 

20.00 

IS. 00 

21.00 

24.00 
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BRASS  OIL  CUPS. 


WITH  COCK. 


PLAIN. 


U-377. 


PLAIN. 

Outside  Diameter,  inches  % % % 1 114  1 % 1%  2 214  214  -%  3 

Pipe  Thread,  inches  ....  % V*  % % % 14  % % 14  14  14  % % 

u-377.  Plain,  each 25  .30  .35  40  .50  .60  .00  1.25  1.75  2.25  2.75  3.50  4.00 

Plain  with  Elbow  Shank,  each 50  .50  .70  .80  1.00  1.40  1.80  2.30 


LOCOMOTIVE  PATTERN. 


U-378. 


U-379. 


Oiitside  Diameter,  inches  % 

% 

1 

1M 

H4 

i H 

i?4 

*> 

2^ 

Pipe  Thread,  inches  ....  % 

% 

14 

14 

% 

% 

% 

Each 35 

.40 

.50 

.60 

. /O 

1.00 

1.50 

2.00 

3.00 

WITH  COCK. 


Outside  Diameter,  inches 

1 

H4 

H4 

1?4 

2 

214 

214 

3 

Pipe  Thread,  inches  .... 

H 

H 

14 

H 

% 

i/ 

14 

14 

% 

With  Lever  Handle  Cock,  each,  ] 

1.10 

1 .35 

1 .60 

2.20 

2.75 

3.25 

4.00 

5.00 

6.50 

With  Tee  Handle  Cock,  each. . 1 

LOO 

1 25 

1.50 

2.00 

2.50 

3.00 

3.75 

4.50 

6.00 

BRASS  OIL  CUPS. 

WITH  HINGED  LID. 


SMALL  BASE. 


U -380. 


LARGE  BASE. 


U-381 


SMALL  BASE. 


Outside  Diameter,  inches 

% 

% 

% 

i 

H4 

114 

1 14 

1% 

2 

234 

214 

Pipe  Thread,  inches  .... 

% 

% 

14 

% 

L/ 

14 

14 

u - 380.  Each 

.60 

.70 

.85 

1 . 10 

1 .20 

1 .60 

2.10 

2.70 

3.50 

4.50 

With  Elbow  Shank,  each 

.85  1 

1.15 

1.30 

1.60 

2.10 

2 . 65 

3.25 

LARGE  BASE. 

Outside  Diameter,  inches  % % 1 1 114  114 

Pipe  Thread,  inches  lit  H 14  14  14  % 

u-381.  Each 65  70  .85  1.00  1.20  1.60 


2.10 


2 2%  3 

14  14  % 

2.70  4.00  6.25 
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GLASS  OIL  CUPS, 


INDEX 

WITH  SIGHT  FEED. 


PLAIN. 


WITH  SIGHT  FEED. 


I N DEX. 


U-382. 


U-383. 


U-384. 


Number  000 

00 

0 

1 

1H 

2 

3 

4 

5 G 

Outside  Diameter  of  Glass,  inches 1 

IX 

iM 

IM 

m 

2 

'2% 

3 3K 

Capacity,  ounces 

X 

K 

% 

1 

IX 

4 

5 

10  18 

Pipe  Thread,  inches 

X 

X 

h 

X 

X 

h 

>j8 

X 

X X 

U-382. 

Finished,  each 

70 

.75 

.80 

1.00 

1.25 

1.50 

1.90 

2.40 

3.10  4.00 

U-382. 

Nickel  Plated,  each 

80 

.85 

.95 

1.20 

1.50 

1.75 

2.20 

2.75 

3.50  4.50 

U-383. 

Finished,  each 

95 

1.10 

1.25 

1 .50 

1 . 75 

2.10 

2.55 

3.15 

3.90  4.80 

U-383. 

Nickel  Plated,  each 

1.05 

1.20 

1 .40 

1.70 

2.00 

2.35 

2.85 

3.50 

4.30  5.30 

U-384. 

Finished,  each 

1.00 

1.20 

1.45 

1.75 

2.15 

2.70 

3.40  4.30 

U-384. 

Nickel  Plated,  each 

1.15 

1 .40 

1.70 

2.00 

2.45 

3.05 

3.80  4.80 

U -385 . 

Finished,  each 

1.25 

1.50 

1 . 75 

2.10 

2.55 

3.15 

3.90  4.80 

U -385 

Nickel  Plated,  each 

1 .40 

1.70 

2.00 

2.35 

2.85 

3.50 

4.30  5.30 

AUTOMATIC  ROD  CUPS. 


U-386. 


Number 


Outside  Diameter  of  Glass,  inches 

Capacity,  ounces 

Pipe  Thread,  inches 

Finished,  each 


0 

1 

2 

3 

4 

vx 

ix 

i34 

9 

-X 

91/ 

-72 

% 

1 

iy2 

2 ix 

4 

5 

% 

X 

X 

k 

X 

3/ 

/8 

1.10 

1 .50 

2.00 

2.50 

3.00 

4.00 

1.25 

1.70 

2.25 

2.75 

3.30 

4.35 
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COMPRESSION  AUTOMATIC 
GREASE  CUPS. 


PLAIN  BRASS  GREASE  CUPS. 


U-387. 


U-388. 

PLAIN  BRASS  GREASE  CUPS. 


U-387. 

U-387. 

U-387. 


U-388. 

U-388. 


Number 

00 

0 

1 

2 

3 

4 

Capacity,  ounces 

X 

% 

1 

2 

3K 

5 

Pipe  Thread,  inches  . . . 

X 

% 

>8 

% 

X 

Finished,  each  

.70 

.90 

1.15 

1 

.50 

2.15 

2.90 

Nickel  Plated,  each. . . . 

.82 

1.00 

1.30 

1 

.80 

2.00 

3.40 

Rough  Brass,  each  .... 

.50 

.74 

.90 

1 

.28 

1.70 

2.30 

CO  M F 

'RESSION 

AUTO  M ATIC 

GREASE 

CUPS. 

Number 

00 

0 

1 

2 

3 

4 

Capacity,  ounces 

Pipe  Thread,  inches  . . . 

K 

1 

\% 

3 

0 

10 

X 

X 

X 

% 

% 

1/ 

72 

Finished,  each 

1.50 

2.00 

2.50 

O 

o . 

.20 

4.30 

6.00 

Nickel  Plated,  each. . . . 

1 . 75 

2.25 

2.80 

3 

.00 

5.00 

6.75 

PLAIN  ENGINE  LUBRICATORS. 


U -389. 


Number 

00 

0 

1 

9 

3 

4 

5 

6 

7 

8 

Diameter,  inches 

1 

U* 

\X 

1% 

9 

2J4 

2 X 

3 

3X 

4 

Capacity,  ounces 

% 

1 

Hi 

ih 

2% 

4 

5 

10 

18 

24 

Pipe  Thread,  inches  

% 

% 

% 

X 

X 

X 

X 

% 

Y\ 

% 

Plain,  each  

2.00 

2.20 

2.40 

2.60 

2.90 

3.25 

3.75 

4.75 

7.00 

10.00 

With  Drain  Cock  and  Tube, each 

3.00 

3.20 

3.40 

3. 00 

3.90 

4.25 

4.75 

5.75 

8.00 

11.00 
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LUNKENHEIMER’S  SIGHT  FEED  LUBRICATORS. 


“ SENIOR.” 
DOUBLE  CONNECTION. 


C 


U-390. 


“JUNIOR.” 
SINGLE  CONNECTION 


U-391 . 


“SENIOR”  LUBRICATORS. 


Capacity 

54  Pt- 

K Pt- 

i; 

Pt. 

% Pt- 

l Pt. 

Pts. 

iQt. 

% Gal. 

l Gal. 

u-390.  Finished,  each 

12.00 

15.00 

17 

.00 

20.00 

22.00 

25. 

.00 

28.00 

38. 

.00 

GO.  00 

u-390.  Nickel  Plated,  each 

13.50 

17.00 

19 

.00 

22.50 

25.00 

28 

.50 

32.00 

43 

.00 

65.00 

Connections,  Pipe  Thread,  inches... 

% 

% 

% 

K 

10 

% 

% 

1/ 

“JUNIOR”  LUBRICATORS. 

Capacity 

K Pt. 

K Pt- 

y2  pt. 

U-391 . 

Partly  Finished,  each 

. ..  7.00 

8.00 

10.00 

U-391 . 

All  Finished,  each 

. ..  8.50 

10.00 

12.00 

U-391  . 

All  Finished  and  Nickel  Plated,  each 

. ..  10.00 

11.50 

13.50 

Connections,  Pipe  Thread,  inches 

\co 

M\ 

% 

H. 
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POWELL’S 

SIGHT  FEED  LUBRICATORS. 


“STAR”  CLASS  “A.” 
DOUBLE  CONNECTION. 


U-392.  U-393. 


“STAR”  CLASS  “A”  LUBRICATORS. 


Capacity 

X Pt 

% I’t. 

% Pt- 

1 Pt. 

l Qt. 

^ Gal. 

1 Gal. 

u-392.  Finished,  each 

5.00 

7.00 

8.00 

8.75 

11.25 

10.25 

20.00 

u-392.  Nickel  Plated,  each 

0.25 

7.50 

S.50 

9.50 

12.50 

17.50 

33.00 

Connections,  Pipe  Thread,  inches 

% 

1Z 

% 

X 

X 

% 

1 

“CRESCENT”  LUBRICATORS. 


Capacity  % Pt. 

X Pt- 

X Pt- 

X Pt- 

1 Pt. 

u-393.  Bronze  Finish,  each 3.75 

4.00 

4.25 

5.25 

7.50 

Connections,  Pipe  Thread,  inches % 

% 

% 

X 

X 
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“DETROIT”  SIGHT  FEED  LUBRICATORS. 


IMPROVED  STANDARD. 
DOUBLE  CONNECTION. 


IMPROVED  STANDARD  LUBRICATORS. 


Capacity 

y3pt. 

ypt. 

1 Pt.  1 Qt. 

La  Gal. 

1 Gal. 

U-394. 

Finished,  each 

17.00 

22.00 

30.00  45.00 

60.00 

75.00 

U -394 . 

Nickel  Plated,  each. 

20.00 

25.00 

35.00  50.00 

65.00 

80.00 

SINGLE  CONNECTION— STYLE  “C." 

Capacity 

J*Pt. 

ypt 

y Pt. 

1 Pt. 

1 Qt- 

U-395. 

Finished,  each 

15.00 

17.00 

20.00 

28.00 

42.00 

U-395. 

Nickel  Plated,  each. 

IS. 00 

20.00 

23.00 

32.00 

47.00 
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“SWIFT”  SIGHT  FEED  LUBRICATORS. 


DOUBLE  CONNECTION. 
CLASS  " F.” 


SINGLE  CONNECTION. 
CLASS  “ F.  S.  C." 


U-396. 


U-397. 


DOUBLE  CONNECTION  C LASS  ‘ ■ F " LU  B R I C ATO  RS. 


Capacity 

X Pt. 

X Pt. 

H.  Pt- 

1 Pt. 

XX  Pts. 

1 Qt. 

u-396.  Finished,  each ..  . 

10.00 

12.00 

16.00 

22.00 

28.00 

34.00 

u-396.  Nickel  Plated,  each 

12.00 

14.00 

20.00 

26.00 

32.00 

40.00 

Connections,  Pipe  Thread,  inches 

3/ 

/8 

X 

X 

K 

K 

X 

SINGLE  CONNECTION  CLASS  “ F.  S.  C."  LUBRICATORS. 


Capacity 

X Pt. 

x pt. 

% Pt. 

1 Pt. 

IX  Pts. 

1 Qt- 

u-397.  Finished,  each 

10.00 

12.00 

16.00 

22.00 

28.00 

34.00 

u-397.  Nickel  Plated,  each 

12.00 

14.00 

20.00 

26.00 

32.00 

40.00 

Connections,  Pipe  Thread, 

inches 

X 

% 

% 

X 

X 

X 
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RUBBER  BELTING. 


Width 

1 inch, 

per  foot 

2 Ply 

.07. . . 

U-398. 

3 Ply 

..  .09 

4 Ply 

.11 

5 Ply 

6 Ply 

l H 

“ 

.09. . . 

..  .11 

.13 

(( 

.11 . . . 

..  .13 

.15 

.19. . . 

*) 

U 

.15. . . 

..  .17 

.21 

.26.  . 

. .3i 

2K 

(< 

.18. . . 

. . .22 

.26 

.32... 

. .39 

3 

(( 

<( 

22. 

. . .26 

.31 

.38... 

. .46 

3^ 

(( 

“ 

. 26 . . . 

..  .30 

.37 

,46... 

.55 

4 

(( 

<( 

.30... 

..  34 

.42 

.52. . . 

. .63 

4^ 

(( 

<( 

.33. . . 

..  .39 

.47 

.58... 

. . 70 

5 

(( 

(( 

. 36 . . . 

..  .43 

.52 

. 65 . . . 

. 78 

6 

( ( 

(( 

.43. . . 

. . .52 

.62 

. 77 . . . 

. . 93 

7 

(( 

.51... 

. . .60 

.73 

.91... 

. 1.09 

8 

M 

<< 

.59... 

..  .70 

.84 

1.05  . 

. 1.26 

9 

(( 

(1 

.67. . . 

. . .80 

.95 

1.18. . . 

1.42 

10 

(i 

<( 

.75... 

..  .90 

1.07 

1.33... 

. 1.60 

11 

(( 

( ( 

.83... 

..  1.00 

1.18 

1.47 

. 1.77 

12 

(< 

<( 

.91 . . . 

..  1.08 

1.30 

1 .62 

. 1.95 

13 

(( 

(( 

1.00. . . 

..  1.18 

1.42 

1.77... 

. 2.13 

14 

< ( 

(i 

1.08 

. . 1.28  

1.54 

1.92... 

. 2.31 

15 

<( 

(( 

1.16... 

..  1.38 

1.66 

2 . 07 . . . 

2.49 

10 

(( 

(( 

1.25... 

..  1.50 

1.78 

o 22 

. 2.67 

18 

(( 

(( 

1.41... 

..  1.70 

2.02 

2.52... 

. 3.03 

20 

(( 

<( 

1.58. . . 

. . 1 .90 

2.26 

2.82. . 

. 3.39 

22 

U 

1.76... 

2.12. . 

2.52. 

3.15. 

. 3.78 

24 

(1 

(( 

1 .96. . . 

..  2.36 

2.80 

3.50... 

. 4.20 

26 

(1 

“ 

2.16. . . 

. . 2.60 

3.08 

6.85. . . 

4.62 

28 

( t 

2.36... 

..  2.84 

3.36 

4.20. . . 

. 5.04 

30 

(( 

2.56. . . 

..  3.08 

3.64 

4.55. . . 

5.46 

32 

u 

2.76. . . 

..  3.32 

3.92 

4.90  . 

. 5.88 

34 

“ 

<< 

2.96. 

..  3.56 

4.20 

5.25. . . 

6.30 

36 

u 

t ( 

3.16. . . 

..  3.80 

4.48 

5.60 

. 6.72 

38 

(( 

( ( 

3.36. . . 

..  4.04 

4.76 

5.95.  . . 

.7.14 

40 

1 1 

3.56. . . 

..  4.28 

5.04 

6.30. . 

. 7.56 

42 

(i 

3.76... 

. . 4.52 

5.32 

6.65... 

. 7.98 

44 

» t 

t( 

3.96. . . 

4.76 

5.60 

7.00. . 

. 8.40 

46 

(( 

4.16. 

..  5.00 

5.88 

7.35. 

. 8.82 

48 

<( 

4.36. . . 

..  5.24 

6.16 

7.70. . 

. 9.24 

U-399. 


ENDLESS  RUBBER  BELTS. 

Endless  Rubber  Belts  made  to  order. 

Prices  are  same  as  on  Regular  Belt,  except  that  three  extra  feet  are 

charged  for  splice. 


110  THE  MILNER  & KETTIG  COMPANY. 


LEATHER  BELTING. 


U-400. 

Width  Width 


1 inch,  per  foot  . . . . 

.12 

13  inch,  per  foot  . . . . 

2.04 

1H  " 

.10 

14  “ “ 

2.20 

“ 

20 

15  “ “ 

2.40 

1%  “ 

.24 

10  “ “ 

2.60 

9 <(  u 

.28 

17  “ “ 

2.80 

2 “ 

.32 

18  “ “ 

3.00 

2%  “ 

.36 

19  “ “ 

3.20 

2%  “ 

.40 

20  “ 

3.40 

3 

.44 

91  “ “ 

3.60 

3%  “ 

.52 

22  “ “ 

.00 

23  “ “ 

4.00 

434  “ 

.08 

94  “ “ 

4.20 

. 76 

20  “ 

4.60 

534  “ “ 

.84 

90  (<  (( 

5.00 

6 “ 

.92 

30  “ 

5.50 

6%  “ “ 

1.00 

09  U it 

6.00 

7 “ 

1 . 08 

34  “ 

6.50 

8 

. 1.24 

30  “ “ 

7.00 

q “ “ 

1.40 

38  “ “ 

7.40 

10  “ “ 

. 1.50 

40  “ “ 

7.80 

n 

. 1.72 

44  “ “ 

8.60 

12  “ “ 

1 .88 

48  “ “ .... 

9.40 

Double 

Belts,  twice  the  price  of  Single. 

ROUND  LEATHER  BELTING. 

Inch 

% 

3 

T »T 

H 

A H A 5A 

% 

1 

Solid  

.05 

.07 

.10 

.14  18 

Twist 

.00 

.10 

.14 

18  22  .30  .36 

.46 

.60 

.72 

STITCH  ED 

CANVAS  BELTING. 

Width,  inches 

2 

2K 

3 3%  4 4K 

5 

6 

7 

4 Ply,  per  foot 

.14 

.18 

.23 

.27  .32  .36  .41 

.45 

.54 

.63 

6 l’ly,  per  foot 

.36  .42  .48  .54 

00 

.72 

.84 

Width,  inches  .... 

8 

9 

10 

12  14  16  IS 

20 

22 

24 

4 Ply,  per  foot 

.72 

.81 

.90 

1.08 

0 Ply,  per  foot 

.06 

1 .08 

1.20 

1.44  1.08  1.92  2.16 

2.40 

2.04 

2.88 

8 Ply,  per  foot 

1.20 

1.35 

1.50 

1.80  2.10  2.40  2.70 

3.00 

3.30 

3.60 

10  Ply,  per  foot 

2.40  2.80  3.20  3.00 

4.00 

4.40 

4.80 

COTTON  BELTING. 

Width,  inches  .... 

1 

1 H 

9 

2%  3 3%.  4 4^ 

5 

6 

7 

2 Ply,  per  foot 

.04 

.05 

.00 

.07  .08  .09  .11 

.13 

.17 

.19 

3 Ply,  per  foot 

.06 

.08 

.10  .12  .14  .15  .17 

.19 

.23 

.27 

4 Ply,  per  foot 

.12 

.14  .10  .18  .21  .24 

.26 

.30 

.34 

Width, inches  .... 

S 

9 

10 

12  14  16  18  20 

22 

24 

2 Ply,  per  foot 

.21 

23 

.20 

.33  .41  .49  .57  .61 

.65 

.69 

3 Ply,  per  foot 

.31 

.35 

.39 

.48  .00  .72  .82  .90 

1.00 

1.10 

4 Ply,  per  foot 

.38 

.44 

.50 

.00  .75  .90  1.00  1.15 

1.35 

1.55 

heather  Belt  Cement,  per  pound.  Net 

Leather  Belt  Dressing,  per  pound. Net 
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CUT  LEATHER  LACING. 


Width,  inches 

Rawhide  or  Tanned,  per  100  feet 


U-402. 

1.00  1.25 


% 

1.50 


tV 

1.75 


% 

2.00 


5/8  Y\ 

2.75  3.25 


1 

4.50 


‘BLAKE”  IMPROVED  BELT  STUDS. 


Per  100. 


Per  100. 


Inch 


‘COVEL”  BELT  HOOKS. 


BELT  BOLT. 


U-404. 


BLAKE”  BELT  STUDS. 


6 

.60 


5 

70 


4 

.SO 


3 

.90 


1 


0 00 


1.25  1.65  2.00  2.50 


BELT  BOLTS. 

I V. 

1.25 


1.00 


% x % 

1 .00 


“COVEL”  BELT  HOOKS. 

All  sizes,  in  boxes  of  200  each,  per  1000 


M * H 

1 . 00 


2.50 


“JONES”  BELT  HOOKS. 


NO.  7. 


U-406. 

No.  16,  per  1000.  . 

...  2.00 

No.  9,  per  1000. 

No.  15, 

...  2.00 

No.  8,  “ 

No.  14,  “ 

...  2.40 

No.  7,  “ 

No.  13, 

. ...  2.60 

No.  6,  “ 

No.  12, 

....  2.80 

No.  5, 

No.  11, 

....  3.00 

No.  4, 

No.  10, 

. ...  3.50 

No.  3.  “ 

No.  8. 


U-407. 

4.00 

No.  2,  per  1000 

20.00 

5.00 

No.  1,  “ 

30.00 

6.00 

2^4  inch,  per  1000 

3 

50.00 

8.50 

60.00 

11.00 

3^  “ 

70.00 

14.00 

16.00 

4 

80.00 
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RIVET  SET  AND  HEADER. 


Number 

For  Copper  Rivets,  Nos 

Per  dozen  


U-410. 

00  0 1 2 3 4 

5 6 7 8 9 

9.00  9.00  7.50  7.50  6.00  6.00 


5 6 7 8 

10  & 11  12  13  14 

4.50  4.50  3.75  3.75 


REVOLVING 
BELT  PUNCHES. 


U-414. 


LACE  CUTTERS. 


U-41  2. 

Each 75 

ROUND  BELT  PUNCHES. 


U-41  3. 


Nos.  00  and  0,  per  dozen 4.00 

Nos.  1,  2,  3,  4,  and  5,  per  dozen 2.00 

Nos.  6,  7,  8,  and  9,  per  dozen 2.25 

Nos.  10,  11,  and  12,  per  dozen 2.50 

Nos.  13,  14,  15,  and  16,  per  dozen 6.00 


REVOLVING  BELT  PUNCHES. 


With  Four  Tubes,  per  dozen 15.00 

With  Six  Tubes,  per  dozen 17.50 
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RUBBER  SHEET  PACKING. 


Thickness,  inches 
1 Ply,  per  pound 

a u 

3 “ “ 

4 “ “ 


1 

1 (I 

A 

3 

T £ 

.60 

.55 

.63 

.58 

.55 

.66 

.61 

.58 

.55 

. .61 

.58 

There  is  one  pi}' of  Cloth  to  every  ^ inch  in  thickness.  Each  Cloth,  whether  inserted  or  on  out- 
side, to  count  as  one  ply.  Three  cents  additional  will  be  charged  for  each  extra  ply  of  Cloth.  Made 
in  Sheets  36  inches  wide,  and  any  length  desired. 


PURE  SHEET  PACKING  OR  VALVE  GUM. 

Made  in  Sheets  36  inches  wide,  and  of  any  thickness  or  length  desired,  per  pound 1.40 


RAINBOW  SHEET  PACKING. 


SHEET  GUM  PACKING. 

WITH  WIRE  CLOTH  INSERTION. 


U-418. 


All  Thicknesses,  per  pound 1.00 


PLUMBAGO  SHEET  PACKING. 


U-41  9. 


All  Thicknesses,  per  pound 80 


USUDURIAN  SHEET  PACKING. 


All  Thicknesses,  per  pound 


80 


m 
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U-420. 


SQUARE  DUCK  PISTON  PACKING. 

Made  in  lengths  of  20  feet  and  the  following  sizes: 

X,  X,  X,  X,  X,  Lb.  1,  IX,  IX  and  1%  inches. 

Per  pound 


.85 


SQUARE  DUCK  PISTON  PACKING. 

RUBBER  BACK. 

Made  in  lengths  of  20  feet  and  the  following  sizes : 
X,  %,  X,  %,  X,  Lb.  1,  ^X,  *X  and  1%  inches. 
Per  pound 


U-421 . 


1.00 


ROUND  DUCK  PISTON  PACKING. 

WITH  RUBBER  CORE. 

Made  in  lengths  of  20  feet  and  the  following  sizes : 
X,  X,  X>  Lb,  X,  Lb,  1,  IX,  VX  and  inches. 

Per  pound 


U-422. 

SQUARE  PISTON  PACKING-PURE  RUBBER. 


.85 


Per  pound 


Made  in  all  sizes  from  ^ to  inches. 


1.75 


ROUND  PISTON  PACKING-PURE  RUBBER. 

Made  in  all  sizes  from  J4  1°  6 inches. 

Per  pound. 1.7.5. 


SQUARE  FLAX  PACKING. 


U -423. 

I 

H to  1 inch,  per  pound  . . 


SELDEN’S  PISTON  PACKING. 


U-424. 


inch  up,  Plain,  per  pound 50 

inch  up,  with  Rubber  Core,  per  pound. . .00 


MISCELLANEOUS  PISTON  PACKINGS. 


P.P.P.  Packing,  per  pound. . 
Empire  Packing,  per  pound 
Eureka  Packing,  per  pound 


Net 

Net 

Net 
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GARLOCK’S  PACKINGS. 


SECTIONAL  RING. 


U-425. 

PER  POUND,  $1.20. 


ELASTIC  RING. 


U -426. 

PER  POUND,  $1.20. 


SPIRAL  RING. 


U-427. 

PER  POUND,  $1.20. 


COTTON  CANDLE  WICK.  ASBESTOS  WICK  PACKING. 


U -428. 

and  1 Pound  Balls. 

PER  POUND  NET. 


U-429. 

PER  POUND  NET. 


ASBESTOS  ROPE  PACKING. 


U-430. 

On  Reels,  10,  25  and  50  pounds. 

PER  POUND  NET. 


ASBESTOS  BUILDING  FELT. 


U-431  . 

In  Rolls,  36,  40  and  42  inches  wide. 

PER  POUND  NET. 


ASBESTOS  MILL  BOARD. 


ASBESTOS  CEMENT  FELTING. 


U -432. 

In  Sheets  about  40x40  inches  and  jh  to  l<2  inch  thick. 

PER  POUND  NET. 


U"433. 

PER  BARREL  NET. 


MISCELLANEOUS  ASBESTOS  GOODS. 


Asbestos  Mill  Board  in  Rolls 

Asbestos  Gasket  Board 

Asbestos  Sheathing 

Asbestos  Cloth  . 

Asbestos  Retort  Cement 
Asbestos  Gaskets 


.Net 

.Net 

.Net 

.Net 

.Net 

.Net 
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RUBBER  GASKETS. 


U -434. 


Pure  Rubber,  per  pound 1.50 

Cloth  Insertion,  per  pound 1.00 

Cloth  Insertion,  less  than  inch  thick,  per  pound 1.25 


In  all  sizes  above  inch  there  is  one  ply  of  Cloth  to  ever}'  Tb  inch 
in  thickness. 

p'ive  cents  per  pound  additional  will  be  charged  for  each  extra  ply 
of  Cloth. 

Each  Cloth,  whether  inserted  or  on  outside,  counts  as  one  ply. 


RUBBER  UNION  GASKETS. 

FOR  MALLEABLE  IRON  UNIONS. 


RUBBER  PUMP  VALVES. 


U-436. 


Diameter,  inches 

9 

91< 

3 

3 % 

4 

5 

roX 

Thickness,  inches 

Size  of  Hole,  inches 

i, 

X 

12 

1/ 

% 

12 

% 

% 

% 

% 

% 

% 

% 

% 

Per  pound  

Made  in  three  grades,  Hard,  for  hot  water,  Medium  and  Soft,  for  cold  water. 
Special  Valves  made  to  order. 


6 

% 

% 

1.50 


HAIR  FELT. 


U-437. 


Thickness,  inches X 

Per  square  foot 09 


In  Rolls  (>  feet  wide  and  50  feet  long. 


.11 


l 

13 


Per  pound  (bags  charged  extra) 


MINERAL  WOOL. 


.05 
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PIPE  COVERINGS. 


U-438. 


U-439. 


U-440. 


Prices  on  any  kind  of  Pipe  Covering  furnished  on  application. 


Write  for  Special  Circulars. 
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HEMP  PACKING. 


U-441. 

u -44 1 . American,  per  pound * Net. 

u-441.  Italian,  per  pound Net. 


JUTE  PACKING. 


Tarred,  per  pound 

Not  Tarred,  per  pound. 


.Net. 
.Net . 


OAKUM. 


COTTON  WASTE. 


U-442. 

Per  pound Net. 


U-443. 

White,  per  pound Net. 

Colored,  per  pound Net. 


GAS  FITTERS’  CEMENT. 


U -444. 

Per  pound 

DIXON'S  AMERICAN  GRAPHITE. 

In  5 or  10  Pound  Cans,  per  pound 

CRANE'S  CEMENT. 

In  1 Pound  Cans,  per  pound 

ALUMINIUM  ELASTIC  CEMENT. 

Iii  1,  5,  10  or  20  Pound  Cans,  per  pound 

OTLEY'S  EUREKA  STEAM  PACKING  CEMENT. 

In  Bulk,  per  pound 


.Net. 


.Net. 


Net 


.Net. 


.Net. 
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RUBBER  HOSE. 


U-445. 


RUBBER  GARDEN,  HYDRANT  OR  CONDUCTING  HOSE. 


3 Ply, 

4 Ply, 


4 Ply, 

5 Ply, 
G Ply, 


Inch  >4 

% 

1 

134 

134  2 

234 

3 

4 

per  foot 

20 

.25 

33 

.42 

.50  .00 

.83 

.99 

1 32 

“ 

25 

.30 

40 

.50 

.00  .80 

1.00 

1.20 

1 .60 

“ 

30 

.37 

50 

.02 

.75  1.00 

1.25 

1.50 

2. (10 

RUBBER  STEAM  AND 

BREWERS’ 

HOSE. 

Inch  y2 

M 

1 

134 

134 

2 

234 

3 

, per  foot 

43 

.51 

.07 

.85 

1.02 

1.34 

1.00 

2.00 

“ 

51 

. 67 

.83 

1.04 

1.25 

1.60 

2.08 

2.80 

“ 

03 

.83 

1.03 

1.30 

1.56 

2.07 

2.00 

3.50 

“ 

70 

1.00 

1.24 

1.56 

1.87 

2.49 

3.12 

4.20 

WINDING  HOSE  WITH  WIRE. 


Inch 


3 Ply,  per  foot. 

4 Ply, 


1/ 

.03 

.04 


.04 

.05 


1 

.05 

.07 


m 

.07 

.08 


134 

.08 

.09 


2 

.10 

.11 


234 

.12 

.13 


SUCTION  HOSE  ON  SPIRAL  SPRING  WIRE. 


Inch 

34  1 

134 

134 

2 

u -44  6 . Brass  Wire,  per  foot . . 

.77  1.00 

1.25 

1 .05 

2.10 

2.5(1 

u -446.  Steel  Wire,  per  foot 

.70  .90 

1.15 

1.50 

1.90 

2.30 

Smooth  Bore,  Steel  Wire,  per  foot 

1.05 

1 30 

1.70 

2.15 

2.00 

SUCTION  HOSE  ON  SPIRAL 

FLAT 

OR  ROUND 

STEEL 

WIRE. 

U-447. 


Inch  234 

3 

334 

4 

434 

6 

534 

6 

U-447.  Per  foot 

4.00 

4.90 

5.80 

0.70 

7 . 00 

8.50 

9.50 

Smooth  Bore,  per 

foot . 

3.50 

4.50 

5 . 50 

0.50 

7.50 

8.50 

9.50 

10.50 

Inch  634 

/ 

734 

8 

9 

10 

12 

u-447.  Per  foot 

10.50 

12.00 

13  50 

15.00 

17.50 

20.00 

25.00 

Smooth  Bore,  per 

foot. 

12.00 

13.50 

15.00 

10.50 

19.50 

22.50 

27.50 
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HARD  RUBBER  SUCTION  HOSE. 


U-448 

Inch  K % 1 

Per  foot 55  .05  .75 


IK  IK  1%  2 2 

.93  1.13  1.31  1.50  1.8.3 


COTTON  HOSE-RUBBER  LINED. 


U-449. 


Per  foot 


COTTON  GARDEN  HOSE. 

Inch  K K 1 

20  .25  .35 


COTTON  MILL  HOSE. 

Inch  1 IK  IK 

Per  foot 35  .45  .50 


.00 


2K  2 K 3 

.65  .70  1.00 


LINEN  HOSE. 


Inch  1 

Plain,  per  foot 14 

Rubber  Lined,  per  foot 30 


IK 

IK 

IK 

2 

2K 

2K 

.16 

.18 

.21 

.23 

.25 

.26 

.40 

.46 

.50 

.54 

.60 

.65 

FIRE  HOSE. 

PRICES  ON  APPLICATION. 


RUBBER  TUBING. 


HOSE  WASHERS. 

RUBBER  AND  LEATHER. 


U-450. 


RUBBER  TUBING. 


U-451. 


Pure,  per  foot 


Inch  % 

& 

1 t> 

K 

tK 

% 

K 

% 

K 

1 

08 

.12 

.16 

.18 

.20 

.25 

.30 

.35 

.45 

foot 

10 

.14 

.18 

.20 

.23 

.28 

.33 

.38 

.50 

HOSE  WASHERS. 

Rubber,  per  pound 

Leather,  per  100 


Net 

Net 
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U-452. 

U-453. 


U -454. 


HOSE  VALVES. 


garden  hose  valve. 


Chicago  Pattern,  each 


CHICAGO  PATTERN  HOSE  VALVE. 


1 

IK 

2 

2^ 

2.20 

3.40 

4.75 

7 . 00 

3.70 

4.75 

7.00 

8.50 

HOSE  GATE  VALVE. 


U-454. 


With  Cap  and  Chain,  each... 
Without  Cap  and  Chain,  each 


1 

iK 

IK 

2 

2K 

3.75 

4.85 

6.50 

9.25 

16.50 

2.50 

3.50 

5.00 

7.50 

14.00 
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HOSE  NOZZLES. 


PLAIN— TO  TIE  ON. 


U-455. 


Length, inches 
Per  dozen 


Inch  14 

4)4 

3.00 


% 
4 X 
3.50 


1 

434 

4.00 


PLAIN— TO  SCREW  ON. 


U-456. 

Inch  % i 1)4  1 34 


Length,  inches 8 8 12  y> 

Per  dozen 7.00  9.00  18.00  22.00 


12 

34.00 


2M 

15 
65 . 00 


WITH  SCREW  TIP. 


U-457. 


Inch 

Length,  inches 
Per  dozen 


Length, inches 
Per  dozen 


% 

H 

1 

1 

IX 

H4 

4% 

2 2 234 

23* 

8 

12 

8 

12 

12 

15 

12 

15 

12  20  15 

24 

00 

10.00 

10.00 

12.00 

20.00 

24.00 

25.00 

30.00 

38.00  50.00  75.00 

100.00 

WITH  COCK  ON  LARGE  END. 


Inch  % % 

S 12 

13.00  18.00 


U-458. 

1 1 D4 

S 12  12 

15.00  20.00  40.00 


D4  D4  i)£ 

15  20  20 

45.00  55.00  80.00 


2 2 2 )4 
12  20  24 

80.00  110.00  200.00 


FULLER  HOSE  NOZZLE. 


X 

18.00 


Per  dozen 


U-459 


Inch 


1 

30.00 
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GEM  HOSE  NOZZLES. 


MAGIC  HOSE  NOZZLES. 


HOSE  SPRINKLERS. 


Diameter,  inches 
Per  dozen 


U-462. 

\%  2 
3.50  4.50 


2%  3 3 

0.00  9.00  12.00 


HOSE  COUPLINGS. 


HOSE  SPLICES. 


4 

18.00 


U-463. 


U -464. 


Inch  % % 1 1J£  1%  2 214  3 3)4  4 

u-463.  With  Hose  Thread,  per  dozen  . 2.40  2.40  4.40  10.00  14.00  24.00  48.00  75.00 

U-463.  With  Iron  Pipe  Thread,  per  doz.,  2.05  2.05  4.65  10.50  15.00  20.00  50.00  70.00  120.00  150.00 

u-464.  Brass,  per  dozen 1.20  1.20  2.00 

u-464.  Iron,  Coppered,  per  dozen 40  .50  1.00 

For  either  part  of  Hose  Coupling,  two  thirds  of  price  of  complete  Coupling. 
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U-470. 


Inch 


U-470. 
U - 4 7 1 . 


Per  dozen . 
Per  dozen . 


1/ 

3.50 

3.50 


M 

3.50 

3.50 


1 

5.00 

5.00 


ik 

9.00 

9.00 


U-471 . 

IK  2 

10.00  14.00 

10.00  14.00 


2k> 

28.66 

28.00 


3 

40.00 

40.00 


Male  Hose  Nipples  have  Hose  Thread  on  one  end  anil  Iron  Pipe  Thread  on  other  end. 
Female  Hose  Nipples  have  Hose  Thread  on  Male  end  and  Iron  Pipe  Thread  on  Female  end. 


HOSE  REDUCERS. 


HOSE  BUSHINGS. 


u-472.  Per  dozen 


U-472.  U-473. 

HOSE  REDUCERS-LARGE  END  FEMALE. 

Inch  1 x % 1J*  x 1 IK  x 15* 

6.50  10.00  12.00 


HOSE  BUSH  I NGS  LARGE  END  MALE. 


> x ik 
18.00 


u-473.  Per  dozen. 


Reducers  and  Bushings  have  Hose  Thread  on  both  ends. 


Inch  1 x % 
6.50 


HOSE  CLAMPS. 


SHERMAN  HOSE  CLAMPS. 


U-466. 


Inch 


U-466. 

U-467. 


Per  dozeu . 


U-467. 


K 

K 

1 

IK 

IK 

2 

2K 

3 

50 

1 50 

2.00 

2.50 

3.00 

4.00 

7.00 

10.00 

60 

.60 

2.00 

2.50 

3.00 

4.00 

7.00 

CALDWELL  HOSE  STRAPS. 


U-468. 


CALDWELL  HOSE  STRAP 
FASTENERS. 


Number 

2 4 6 8 

10  12 

14 

16 

U-469. 

18  20 

26 

28 

Size,  inches 

Length, inches. . . 

■ ■ ■ K K K K 

1 1 

IK 

IK 

IK  IK 

2 

2 

•••  35*  3K  4K  4\ 

5 5% 

6 

6% 

6 K 7K 

8K 

9 

u-466.  Per  dozen 

...  .40  .40  .60  .60 

.80  .80 

1 . 00 

1.00 

1.20  1.20 

1 .60 

1.60 

u -469 . Hose  Strap  Fasteners, 

K to  1 inch,  50  cents ; IK  to  2K  inch,  75 

cents  each. 

HOSE  NIPPLES. 

MALE. 


HOSE  NIPPLES. 

FEMALE. 
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GOOSE  NECK  SCREWS. 


hose  bibb  ends. 


U-474. 


Inch  % 

Ter  dozen  2.50 


.50 


■%  i 134  M 2 

'.50  3.50  6.00  8.00  15.00 


U-475. 

U inch  Iron  Pipe  X % inch  IIose- 


Per  dozen. 


5.00 


U-476. 


LAWN  SPRINKLERS. 


four  arm. 


EIGHT  ARM. 


U-477. 
U "47  8 . 


With  Nickel  Plated  Head,  each 

With  Nickel  Plated  Head,  each " ' 

If  with  Ball  and  Basket,  add 


$6 . 50. 


6.50 

7.50 
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LAWN  SPRINKLER  TO  STICK 
INTO  GROUND. 


U-479.  U -480. 


NET  PRICES. 

Write  for  Special  Circulars. 


NET  PRICES. 

Write  for  Special  Circulars. 


HOSE  REELS. 


Capacity,  100  feet  % Hose,  each 


r>0  Capacity,  200  feet  % Hose,  each, 


3.00 
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HOSE  REELS. 


IRON, 

WITH  WOOD  REEL. 


U-483. 

Capacity,  100  ft.  \ Rubber  Ilose. 

Each 2.00 


ALL  IRON 
PARK  REEL. 


No.  21.  Capacity,  200  ft.  % Rubber  Hose,  each,  7.50 
No.  31.  “ 500  ft.  % “ “ “ 10.50 


ALL  IRON. 


U-484. 


No.  10.  Capacity,  100  ft.  34  Rubber  Hose,  each,  3.50 


No.  20. 

“ 

150  ft.  \ 

“ 

“ 4.00 

No.  30. 

“ 

500  ft.  \ 

“ 

“ 6.50 

No.  40. 

“ 

100  ft.  2 % “ 

“ 

“ 25.00 

No.  50. 

“ 

200  ft.  2%  “ 

“ 

“ 32.50 

ALL  IRON 

WAREHOUSE  REEL. 


U-486. 

No.41.  Capacity,  150  ft.  2J^  Fire  Hose,  each,  35.00 

No.  51.  “ 250  ft.  2%  “ “ “ 45.00 

No.  01.  “ 500  ft.  2%  “ “ “ 55.00 


WRITE  FOR  SPECIAL  CIRCULARS. 
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HOSE  CARTS. 


Capacity,  500  feet  inch  Unlined  Linen  Hose,  or  400  feet  2%  inch  Rubber  Lined  Hose,  or  250 
feet  2%,  inch  Rubber  Hose each  $50.00. 


Capacity,  900  feet  134  inch  Rubber  Lined  Hose,  orSOO  feet  2 inch  Rubber  Lined  Hose,  or  700  feet 
2%  inch  Rubber  Lined  Hose,  or  1000  feet  2^  inch  Unlined  Linen  Hose,  or  500  feet  2 inch  Rubber 
Hose,  or  450  feet  2%  inch  Rubber  Hose each  $1 40.00. 


WRITE  FOR  SPECIAL  CIRCULARS. 
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SWINGING  HOSE  RACKS. 


No.  0.  Capacity,  50  ft.  2 inch  Unlined  Linen  Hose,  each 5.00 

No.  00.  “ 50  ft.  2%  “ “ “ “ “ 5 00 

No.  1.  “ 100  ft.  2 “ “ “ “ “ 0.00 

No.  2.  “ 100  ft.  234  “ “ “ “ “ 6.00 

No.  3.  “ 150  ft.  2 “ “ “ “ “ 7.00 

No.  4.  “ 150  ft.  234  “ “ “ ;•  “ 7.00 

No.  5.  “ 50  ft.  2 inch  Rubber  Lined  Linen  or  Mill  Hose,  each 7.00 

No.  6.  “ 50  ft.  2%  “ “ “ “ “ 7.00 

No.  7.  “ 100  ft.  2 “ “ “ “ “ “ “ “ 7.50 

No.  8.  “ 100  ft.  234  “ “ “ “ “ “ “ “ 8.00 


STATIONARY  HOSE  REELS. 


Plain  Reel,  each 20.00 

With  Automatic  Attachment,  each 30.00 


Capacity,  100  ft.  23t>  inch  heavy  Rubber  Hose  or  200  ft.  of  Linen  Hose. 
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STAPLE  GAS  BRACKETS. 

ROUND  FANCY  GILT  TUBE. 


STIFF  BRACKET-STRAIGHT. 


U-491 . 


6 inches  long,  each 65 

8 inches  long,  each . 75 


SINGLE  SWING  BRACKET. 


Each. 


.85 


STIFF  BRACKET— CURVED. 


U-492. 


Each  75 


DOUBLE  SWING  BRACKET. 


THREE  SWING  BRACKET.  UNIVERSAL  DOUBLE  SWING  BRACKET. 


UNIVERSAL  THREE  SWING  BRACKET. 


Each 


2.35 
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STAPLE  GAS  BRACKETS. 


SQUARE  POLISHED  BRASS  TUBE. 


Each 95 


SINGLE  SWING  BRACKET. 


U -500. 

Each 1.50 


Each 1.50 


DOUBLE  SWING  BRACKET. 


U -50 1 . 

Each 2.10 


THREE  SWING  BRACKET. 


Each. 


2.75 
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BRASS  GAS  FIXTURE  FITTINGS. 


ELBOW  BURNER  COCKS— LONG. 


Inch  % 

Per  dozen 8.45  8.45 


ELBOW  PENDANT  COCKS. 


Inch  kxk  kxk  kxk  kx%  kxk 
Per  dozen...  5.20  5.20  5.20  4.90  4.90 

UNIVERSAL  PENDANT  COCKS. 


Inch  %xk  %xk  kxk  kx M 

Per  dozen 9.75  9.45  9.10  8.80 


TWO  LIGHT  PENDANT  COCKS. 


inch  %xH  Hxk  kxk  kxk  kxk 
Per  dozen...  9.10  9.10  9.10  8.45  8.45 


REVOLVING  PENDANT  COCKS. 


U-508. 

Inch  Xxk  Hxk  kxk  kxk 

Per  dozen 8.15  7.80  7.50  7.15 


STRAIGHT  COCKS. 


U-509. 


Inch  %x%  %x%  kxk  V\xk  kxk  kx% 

Perdozen  0.20  4 90  4 55  4.55  4.55  4.25  3.90 


PILLAR  COCKS. 


U-510. 

Inch  k K k k 

Perdozen  ... . 5.20  4.55  4.25  3.90 

Male,  per  dozen 5.50  5.20  4.90 
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BRASS  GAS  FIXTURE  FITTINGS. 

HOSE  COCKS.  INDEPENDENT  COCKS. 


Ter  dozen 

Male,  per  dozen 


4.90 
5 . 20 


4 . 55 
4.90 


BRACKET  COCKS. 


Per  dozen 


Per  dozen  . . . 


Inch  XxlA 

9.10  8.45 


STREET  LAMP  COCKS. 


6 .55  5 . 85 

STIFF  JOINTS. 


Inch 

Per  dozen,  3.25  2.00 


X 

4.25 

4.55 


Per  dozen. 

For  Burner,  per  dozen.. 


6.50 

6.50 


6.50 


X 

6.50 


UNIVERSAL  BRACKET  COCKS. 


X X*X 

8.15  8.15 


Inch  %x38  %xU  H*1, 
Per  dozen 13.00  12.35  12.05 


12.05 


LEVER  HANDLE  STREET  LAMP  COCKS. 


U-516. 


5.55 


14xLK 

5.20 


Per  dozen . 


Inch 

7.80  715  6.50 


CONNECTING  BALLS. 


1.95  1 S5  1.55 


U-518. 

inch  y*y2 

Per  dozen...  2.60  1.50 


1.30 
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BRASS  GAS  FIXTURE  FITTINGS. 


TOP  SWINGS. 


U-519. 

Inch  % x % 
Per  dozen 6.20 


5.55  5.20 


U-520. 

Inch  X x X X x X X x X 
Per  dozen 4.90  4.55  4.25 


MIDDLE  SWINGS. 


UNIVERSAL  SWINGS. 


Per  dozen 


SIDE  NOZZLES. 


U-522. 

Inch  X 
Per  dozen 2.30 


U-521. 

Inch  %x^  J^XK  Hx* 

9.10  S.  80  8.80  8.45  8.15  7.80 


STRAIGHT  NOZZLES. 


U-523. 

% X Inch 

1.65  1.00  Per  dozen 1.95  1.65  1.00 


Per  dozen 


Inch  X 
3.!>0 


Per  dozen 


Inch  X 
5.20 
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BRASS  PILLARS. 


LAVA  TIPS. 


BASES  FOR  LAVA 
TIPS. 


U-528. 

Per  dozen  


.50 


EMPIRE  BURNERS. 


ARGAND  BURNERS. 


U-532. 


Per  dozen 


7.00 
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MONITOR  HEATING  BURNERS. 


U -533. 

Number 1 2 

Each 40  .80 


BRACKET  BACKS. 


U-535. 


Diameter,  inches 2J4  3 

Per  dozen 50  .60 


MONITOR 

HEATING 

STANDS. 

U-534. 

Number.  . . 
Each 

1 2 
.40  .75 

BURNER  CUPS. 


U-536. 


Per  dozen 20 


ARGAND  CHIMNEYS. 


GLASS. 


U-537. 

Polished  Ends,  per  dozen. . . . 
Rough  Ends,  per  dozen 


MICA. 


U -538. 

.00  Length,  inches....  6 7 8 

.70  Per  dozen 7.00  8.00  10.00 
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Per  dozen 


OPAL  GLOBE  HOLDERS. 


Inch  4 
50 


5 


.50 


PLAIN  RING  GLOBE  HOLDERS. 


Per  dozen . 


1.10  1.25 


ARGAND  SHADE  HOLDERS. 


EXTENSION  SHADE  HOLDERS. 


MOHAIR  TUBING. 


Per  foot 


U-543. 


.16 
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BRASS  GOOSE  NECKS. 

FOR  DROP  LIGHTS. 


DROP  LIGHT  SOCKETS. 


U-545. 


Per  dozen 2.00 


TAPER  SLIDES  AND  KEYS. 


U-546. 


Per  dozen 


8.00 


WAX  TAPERS. 


U-547. 


Per  dozen  boxes. 


1.50 
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GAS  SERVICE  COCKS. 


FLAT  HEAD. 


SQUARE  HEAD. 


U-549. 


U-550. 


TEE  HEAD 


U-548. 


Inch  K K K 


Flat  or  Square  Head,  each 75  .75  .85 

Tee  Head,  each 75  .85 

With  Check,  each 90  .90  1.00 

Male  and  Female,  each 1.00  1.00 

Extra  Heavy,  each 85  .95 


K 

% 

1 

IK 

IK 

O 

2>K 

3 

.95 

1. 

.15 

1 . 

50 

2.25 

3.10 

5.00 

11.00 

16. 

,00 

1 

.10 

1 

iO 

CO 

1 

.70 

2.50 

1 

.30 

1 

.40 

1 

.95 

3.00 

4.25 

6.00 

1 

.05 

1 

o 

CO 

1 

.70 

2.60 

3.60 

6.50 

12.00 

18. 

.00 

GAS  METER  COCKS. 


METER  COCK. 


U-551 . 


UNION  METER  COCK. 


U-552. 


u-551.  Each 


METER  COCKS. 


Inch  }£  % 

1.30  1.40 


1 


1.95 


IK  2 

3.00  4.25  6.00 


UNION  METER  COCKS. 


1.40 


% 

1.55 


1 

2.20 


3.40 


IK 

5.00 


’.00 


u-552.  Each 


Inch 
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GAS  VALVES. 


ANGLE 


GLOBE. 


LOCK  SHIELD. 


U-553. 


U-554. 


Angle,  Rough,  each 

Rich  % 

X 

1.35 

1.05 

1.85 

2.15 

% 

1.00 

1.95 

1 

IX 

3.25 

3.70 

Rough  and  Plated,  each  . 
Finished,  each 

1.40 

2.25 
2.05 
2.85 

3.25 

Finished  and  Plated,  each. 

^ . 1 0 
2.50 

4.00 

4.45 

1* 

4.50 
5.00 

5.50 
0.00 


WITH  li  INCH  SQUARE  ON  STEM. 


ANGLE. 


GLOBE. 


U-556. 


Globe  or  Angle, 


Inch 

Rough,  each 

Rough  and  I’lated,  each 

Finished,  each 

Finished  and  Plated,  each 


3/ 

/8 

H 

% 

.75 

1.00 

1.35 

1.05 

1.30 

1.70 

1.25 

1.50 

1.90 

1.55 

1.80 

2.25 

1 

m 

IK 

1 .SO 

2.80 

3.90 

2.20 

3.30 

4.40 

2.40 

3.55 

4.90 

2.80 

4.00 

5.40 
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GAS  VALVES. 

WITH  Vi  INCH  SQUARE  ON  STEM. 


ANGLE. 


GLOBE. 


U-557. 


U-558. 


Globe  or  Angle,  Rough,  each  

“ “ Rough  and  Plated,  each  . . 

“ “ Finished,  each 

“ “ Finished  and  Plated,  each 


b % 

% 

1 

1* 

.911 

1.20 

1 . 60 

2.10 

3.20 

4.40 

. 1.20 

1 .50 

1 . 95 

2.50 

3.70 

4.90 

. 1.40 

1.70 

2.15 

2.70 

3.95 

5.40 

. 1.70 

2.00 

2.50 

3.10 

4.40 

5.90 

KEYS  FOR  VALVES  AND  COCKS. 


SHORT  PATTERN  VALVE  KEYS. 


U-559. 


Rough,  each  12 

Finished,  each 15 

Nickel  Plated,  each 18 


FINISHED  KEYS  FOR  VALVES 
AND  COCKS. 


U-560. 


FINISHED  KEYS  FOR  VALVES  WITH  M INCH  SQUARE  STEMS. 


Length,  inches 3 6 9 12  15  18 

Finished,  each 25  .35  .45  .55  .65  .75 

Nickel  Plated,  each 35  .50  .60  .75  .85  1.00 


FINISHED  KEYS  FOR  VALVES  AND  COCKS  WITH  }2  INCH  SQUARE  HEADS. 


Length, inches. 

Finished,  each 

Nickel  Plated,  each 


3 6 9 

30  .45  .60 

40  .60  .85 


12  15  18 

.75  1 00  1.25 

1.10  1.45  1.75 
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ADJUSTABLE  EXTENSION  RODS. 


NO.  I — FOR  VALVES  AND  COCKS  WITH  Vi  INCH  SQUARE  HEADS. 


U-561. 


NO.  2— FOR  VALVES  WITH  14  INCH  SQUARE  STEMS. 


U-562. 


21  to  21 
.75 
.75 


Length,  inches 

9 to  12 

12  to  15 

15  to  18 

18  to  21 

No.  i . Each 

.40 

.45 

.55 

(>5 

No.  2.  “ 

35 

'.40 

.45 

.55 

.65 

BRASS  FLOOR  PLATES. 


u-563.  Each 
U -5  64.  “ 


Finished  Nickel  Plated 
.20  .30 

.20  .30 


KITTANNING  MIXERS. 


SOLID  PIN. 


U -565. 

U-566. 

Inch  1 x % 

i x y2 

IK  X % 

IK  x K 

Soliil  Pin, 

Rough,  each 

30 

.30 

.40 

.40 

“ “ 

Finished,  each 

35 

.35 

.45 

.45 

“ “ 

Nickel  Plated,  each 

45 

.45 

.55 

.55 

Loose  Pin, 

Rough,  each 

35 

.35 

.45 

.45 

“ “ 

Finished,  each 

40 

.40 

.50 

.50 

“ “ 

Nickel  Plated,  each,, 

50 

.50 

,00 

.60 
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COMBINED  FURNACE  AND  MELTING  POT. 


Each 


U-567. 


50.00 


POURING  LADLES. 


U-569. 


POURING  POTS. 


Each 


Inch 


12 

2.50 


ASBESTOS  LEAD  JOINT  RUNNERS 


ROUND. 


U-570. 

No.  1. 

For  2,  3,  and  4 inch  Pipe 

.90 

No.  2. 

For  4,  5,  and  6 “ “ 

. 1.15 

No.  3. 

For  6,  8,  and  10  “ “ 

. 1.50 

No.  4, 

for  10,  12,  and  14  “ “ . • • 

1.75 

SQUARE. 


U -57 1 . 

No.  5.  For  6,  8,  and  10  inch  Pipe  ..  4.00 

No.  6.  For  10,  12,  and  14  “ “ . 5.00 

No.  7.  For  16,  18,  and  20  “ “ ...  6.75 

No.  8.  For  24  inch  Pipe 7.75 

No.  9.  For  30  “ “ 8.75 

No.  10.  For  36  “ “ 9.75 

No.  11.  For  40  “ “ 10.75 

No.  12.  For  42  “ “ 11.25 

No.  13.  For  48  “ “ 12.50 
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MUELLER’S  WATER  PIPE  TAPPING  MACHINES. 


THE  "MUELLER." 


U-572. 


INCLUDES 

1 each  Combined  Drill  and  Tap,  4£,  %,  i inch. 
1 each  Screw  or  Hexagon  Plug,  %,  %,  %,  1 inch. 
4 Malleable  Iron  Saddles,  any  size. 

1 Chain  for  any  size  Pipe. 

EACH,  $i  oo.oo. 


THE  “COLUMBIA.” 


U-573. 


INCLUDES 

1 each  Combined  Drill  and  Tap,  %,  %,  1 inch. 
1 each  Screw  or  Hexagon  Plug,  %,  %,  1 inch. 
4 Malleable  Iron  Saddles,  any  size. 

1 Chain  for  any  size  Pipe. 

each,  si  oo.oo. 


EXTRA  PARTS. 

%inch  Combined  Drills  andTaps,  each. . . . 

Y “ “ » “ « “ .... 

y “ ■*  “ i<  « u 

% “ “ “ “ “ “ . . ] 

\ “ “ <<  u u << 

Hexagon  Plugs,  any  size,  each 

Screw  “ “ “ “ 

Malleable  Iron  Saddles,  any  size,  each, 
4K  inch  Rubber  Gaskets,  each 

71/  •< 


3.75 

4.00 

4.50 

5.50 

6.50 
.60 
.60 

1.00 
.25 

1.25 


Power  Clevis,  $5  00. 


EXTRA  PARTS. 

% inch  Combined  Drills  and  Taps,  each. . . . 

H “ “ “ .... 

% “ “ “ “ “ “ 

% “ “ “ “ “ “ .... 

1 “ “ “ “ “ “ .... 

Hexagon  Plugs,  any  size,  each 

Screw  “ “ “ “ 

Malleable  Iron  Saddles,  any  size,  each  . . 
Small  Rubber  Gaskets  for  Saddles,  each, 
Large  “ “ “ “ “ 


Power  Clevis,  $5.35. 


3.75 

4.00 

4.50 

5.50 

6.50 
.60 
.60 

1.15 

.30 

1.35 


MUELLER’S  DRY  PIPE  AND  GAS  TAPPING 
MACHINES. 


Complete  (without  Drills  and  Taps),  each 21.00 

Complete  (without  Drills  and  Taps),  with  attachment  for  tapping 

gas  mains  under  high  or  low  pressure,  each 31.00 

Extra  Rubber  Saddles,  each .60 


COMBINED  DRILLS  AND  TAPS. 

Inch  % % y6  % 1 1M  IK  2 2)K  3 
Iron  Pipe  Thread,  each  . . 3.00  4.00  4.50  5.00  6.25  7.50  9.50  12.00  15.00 

Corporatioji  Cock  Thread,  each,  4.00  4.25  4.50  5.00 


U-574. 


THE  MILNER  & KETTIG  COMPANY.  145 


U-575. 


RAPID 

TAPPING  MACHINES. 


FOR  WATER  AND  GAS  MAINS. 


Complete,  fitted  for  }£,  %,  and  1 inch  Con- 
nections, each 100.00 


PAYNE’S 

WATER  PIPE  TAPPING  MACHINES. 


No.  1.  Complete,  with  )•£,  and  % inchTaps,  100.00 


No.  2. 
No.  3. 
No.  4. 


K,  i, 


i 

IK 

IX 


125.00 

150.00 

175.00 


Three  Saddles  furnished  with  each  Machine. 


U-576. 

EXTRA  PARTS 

FOR  PAYNE  S TAPPING  MACHINES. 


X inch  Taps,  each 
% “ “ “ 

X 

M “ “ “ 

l 

IX  “ “•  “ 


3.00  \%  inch  Taps,  each 7.00 

3.00  2 “ “ “ 8.00 

4.00  Chains  with  Bolts,  each 2.00 

4.50  2 inch  Saddles,  each 2.75 

5.00  Saddles,  other  sizes,  each  2.00 

G.OO  Mandrels,  each 2.00 
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VISES. 


BENCH  VISE. 


COMBINATION  VISE. 


U-578. 


No.  87. 

Holds  % 

to  2 inch  Pipe,  each 

16.00 

No.  88. 

% 

to  3 “ “ “ 

20.00 

No.  88 

% 

to  4 “ “ “ 

28.00 

No.  80. 

to  6 “ “ “ 

35.00 

With  5 inch  Jaws,  each 


ARMSTRONG’S  HINGED  PIPE  VISE. 


MALLEABLE  HINGED  PIPE  VISE. 


U-579. 

No.  1.  Holds  % to  2 inch  Pipe,  each  . . 10.00 

No.  2.  “ % to  3 “ “ “ ..  14.00 


U-580. 

No.  1.  Holds  Jjj  to  2J£  inch  Pipe,  each  10.00 


No.  2. 


to  4 % 


20.00 
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VISES. 


SEVEN  POUND  STEEL  PIPE  VISE. 


U-581  . 

Holds  to  2 inch  Pipe 4.50 


“KLINGFAST”  PIPE  VISE. 


U-582. 


U-582. 

No.  1.  Holds  i/8'  to  \%  inch  Pipe 3.00 

No.  2.  “ ys  to  2 “ “ 5.00 


JARECKI  PIPE  VISE. 


ENTERPRISE  PIPE  VISE. 


Holds  y to  2 inch  Pipe 


U-584. 

No.  1A.  Holds  to  2 inch  Pipe 12.00 

No.  2A.  “ % to  4 “ “ 10.00 

No.  3A.  “ to  6 " “ 24.00 

No.  4A.  “ 0 to  12  “ “ 60.00 


3.00 
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MONKEY  WRENCHES. 


U-585. 


Length,  inches 

8 

10 

12 

15 

18 

21 

Black,  per  dozen 

Bright,  “ “ 

9.00 

10.00 

12. 

00 

14.00. 

24.00 

30.00 

36, 

.00 

10.00 

11.00 

14 

.00 

10.00 

26.00 

32.00 

38 

O 

O 

STILLSON  PIPE  WRENCHES. 


U -586. 


Length,  inches 

6 

8 

10 

14 

18 

24 

36 

48 

Takes  Pipe,  inches..  . 

. . 36  to  34 

36  to  % 

36  to  l 

34  to  136 

to  2 

34  to  2% 

36  to  336 

1 to  5 

Each 

..  2.00 

2.00 

2.25 

3.00 

4 

00 

0.00 

12.00 

18.00 

Frames,  each 

.25 

.25 

.33 

.45 

00 

.65 

.75 

1.00 

Nuts,  each 

.20 

.20 

.27 

.35 

.42 

.50 

.65 

.80 

Jaws,  each 

.07 

.67 

. 75 

1.00 

1 

.33 

2.00 

4.00 

6.00 

Handles,  (wood)  each.  . . . 

.15 

.15 

.20 

.25 

.00 

TRIMO  PIPE  WRENCHES. 


U-587. 


Length,  inches 

6 

8 

10 

14 

18 

24 

36 

48 

Takes  Pipe,  inches. 

• . 36  to  36 

36  to  % 

36  to  1 

36  to  136 

34  to  2 

34  to  2>6 

; 34  to  336 

1 to  5 

Each 

...  2.00 

2.00 

2.25 

3.00 

4.00 

6.00 

12.00 

18.00 

Jaws,  each 

.07 

.67 

. i 0 

1.00 

1 .33 

2.00 

4.00 

6.00 

Nuts,  each 

.20 

.20 

.27 

.35 

.42 

.50 

.65 

.80 

Inserted  Jaws,  each 

. 25 

.33 

.50 

.00 

.65 

1.00 

1.25 

Frames,  each 

.25 

.25 

.33 

.45 

.55 

.65 

.10 

1.00 

TRIMO  COMBINATION  WRENCHES. 


Length,  inches 10  12 

Takes  Pipe,  inches 36  to  1 36  to  1J6 

Per  dozen 25.50  28.50 


15 

36  to  2 
40.50 
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ROBBINS’  CHAIN  WRENCHES. 


U -589. 


Number  2 3 4 5 6 7 

Takes  Pipe,  inches  1 to  2 134  to  4 2 to  6 2%  to  8 4 to  10  4 to  1G 

Length  of  Lever,  inches 27  3G  48  60  i2  84 

Each 5.50  6.25  9.00  12.50  16.00  30  00 


VULCAN  CHAIN  WRENCHES. 

WITH  CABLE  CHAIN. 


Number ....  10  11  12  13  1334  14  15 

Takes  Pipe,  inches 34  to  % 34  1°  134  34  1°  “34  % to  4 1 to  6 134  1°  8 2 to  12 

Length  over  all,  inches 13%  20  27  37  44)4  5034  3434 

Each 2.25  3.25  4.50  6.25  7.75  9.50  16.00 


VULCAN  CHAIN  WRENCHES. 

WITH  FLAT  LINK  CHAIN. 


• 

u 

-591  . 

•IMipL 

^3 

Number 

10 

11 

±2 

13 

1334 

14 

15 

Takes  Pipe,  inches 

• • 34  to  % 

34  to  1 34 

% to  234 

% to  4 

1 to  6 134  to  8 

2 to  12 

Length  over  all,  inches 

13% 

20 

27 

37 

44 1 2 5034 

6434 

Each 

2.50 

3.50 

5.00 

7.00 

9.00  11 

.00 

18.00 

GIANT  CHAIN  WRENCHES. 


U-592. 


Number  2 3 4 5 6 7 

Length,  inches  27  37  50  60  72  84 

Takes  Pipe,  inches % to  3 1 to  4 2 to  6 234  1°  13  3 to  12  4 to  16 

Each 6.00  8.00  10.00  15.00  18.00  32.00 

Extra  Jaws,  per  pair 1.75  2.25  2.75  3.50  4.00  5.00 
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COMMON  PIPE  TONGS. 


U -593. 


U -593. 

Takes  Pipe,  inches 3 4 34  34  34  % 1 134  134  2 234  3 

Each 60  .65  .70  .75  .90  1.10  1.30  1.50  1.90  2.50  4.00 


BROWN’S  ADJUSTABLE  PIPE  TONGS. 


U-594. 


U-594. 

Number 1 134  2 3 4 5 6 7 

Takes  Pipe,  inches 34  to  34  34  to  1 3a  to  134  1 to  2 134  to  3 234  t°  4 3 to  5 4 to  7 

Each  1.30  1.65  2.00  3.00  6.00  11.00  25.00  35.00 


ALLIGATOR  WRENCHES. 


U -595. 


Number 

Length, inches  

Takes  Pipe, inches 

Takes  Round  Iron,  inches 
Per  dozen 


5?4 

34  to  34 
X to  X 
4.00 


2 

10 

34  to  34 

34  to  l 

12.00 


3 

16 

34  to- 134 
34  to  1% 

24.00 


134  to  2 
134  to  234 
36.00 


5 

27 
2 to  3 
234  to  3J4 
54.00 


TWIN  ALLIGATOR  WRENCHES. 


U-596. 


Length,  inches 10 

Takes  Pipe,  inches 34  to  34 

Per  dozen 18.00 
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BURNER  PLYERS. 


Length,  inches 5 

Per  dozen 8.00 


6 

9.00 


10.00 


GAS  PLYERS. 


U-598. 


Length,  inches 8 9 10  11  12  13  14 

Per  dozen 12.00  14.00  15.00  16.00  IS. 00  21.00  24.00 


COMBINATION  PLYERS. 


U-599. 


Length,  inches 6 10 

Nickel  Plated,  per  dozen 15.00  21.00 

Black,  per  dozen 13.50  18.00 


CUTTING  PLYERS. 


Length,  inches 6 

Each 1.20 


CUTTING  NIPPERS. 


Length,  inches 6 

Each 1.00 
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THREE  WHEEL  PIPE  CUTTERS. 


Number 

Cuts  Pipe,  inches 

Each  

Extra  Wheels,  each.  . 
Extra  Pins,  each. . . . 


1 2 

34  to  1 34  to  2 

4.50  6.00 

.25  .30 

.10  .10 


4 

234  to  4 
20.00 
.50 
.20 


5 

4 to  6 
30.00 
.75 
.20 


Number 12  3 4 


Cuts  Pipe,  inches 

X 

to  1 

1 to  2 

2 to  3 

234  to  4 

Each 

3 

.00 

4.50 

11.00 

18.00 

Extra  Blocks  and  Wheels,  each 

1 

.25 

1.75 

2.75 

3.50 

Extra  Wheels,  each 

.24 

.32 

.60 

.60 

Extra  Rollers,  “ 

Extra  Pins,  each 

.24 

.32 

.50 

.50 

.10 

.10 

.15 

.15 

STANWOOD  PIPE  CUTTERS. 


U-604. 


Number 

Cuts  Pipe,  inches 

Each  

Extra  Blocks  and  Wheels,  each 

Extra  Wheels,  each  

Extra  Pins,  each 


1 

2 

3 

X to  1 

M to  2 

2 to  3 

1.50 

2.25 

7.00 

.45 

.60 

1.25 

.12 

.18 

.25 

.05 

.05 

.10 

TRIMO  PIPE  CUTTERS. 


U-605. 

Number 

Cuts  Pipe,  inches 

Each  

Extra  Nuts,  each 

Extra  Wheels,  each 

Extra  Rolls,  each 

Plxtra  Fork  Block  Carriers,  each  

Extra  Pins  with  Cotter  Pins,  per  dozen 

Extra  Washers,  per  dozen 


1 

H to  1% 
4.25 
.35 
.30 
:25 
.10 
1.00 
.00 


34  to  2 
G.25 
.35 
.30 
.30 
.10 
1.00 
.GO 


3 

134  to  3 
12.25 
.40 
.40 
.50 
.10 
1.00 
.60 
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STOCKS  AND  DIES. 


Number 

Threads  Pipe, 

Dimensions 

Stock  and  Dies, 

Stock  only, 

Extra 

Extra 

Die 

Inches 

of  Dies 

Complete 

without  Dies 

Dies 

Bushings 

Frames 

0 

% to  % 

2 x K 

9.50 

3.50 

1 .50 

.25 

1 

X to  l 

2/2  x X 

15.00 

5.00 

2.00 

.35 

.30 

IX 

% to  IK 

3 x % 

13.50 

6.00 

2.50 

.45 

.40 

1 to  IK 

3 x % 

13.50 

6.00 

2.50 

.45 

.40 

2 

1 X to  2 

4 x % 

20.00 

9.50 

3.50 

.60 

.50 

3 

2K  and  3 

5 x IK 
Numbers  2 

43.00 

and  3 Stocks  have 

25.00 

Leader  Screws 

9.00 

1.00 

.60 

U-607. 


Number 

Threads  Pipe, 
Inches 

Dimensions 
of  Dies 

Stock  and  Dies, 
Complete 

Stock  only, 
without  Dies 

Extra 

Dies 

Extra 

Bushings 

Die 

Frames 

4 

2K  and  3 

5 x IK 

51  00 

33.00 

9.00 

1.00 

.60 
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Extra  Dies, 


Number 

Threads  Pipe, 
Inches 

Stock  and  Dies, 
Complete 

Stock  only, 
without  Dies 

Right  or  Left, 
Per  Set 

Extra 

Bushings 

1 

3b  1°  % 

9.00 

3.25 

1.25 

.20 

o 

Ya  to  1 

12.00 

4.00 

1.50 

.25 

2^ 

%.  to  ly 

12.00 

4.50 

3.25 

.40 

3 

1 to  2 

24.00 

7.00 

4.00 

.50 

6 

23£  and  3 

40.00 

25.00 

15.00 

1.00 

7 

234  to  4 

60.00 

30.00 

16.00 

1.50 

Left  Hand  Dies  can  be  furnished  for  any  of  the  above  Stocks, 
inch,  Right  or  Left  Dies  can  be  furnished  for  No.  2 Stock. 

% “ “ “ “ 3 “ 

Stocks  Nos.  6 and  7 have  four  Arms. 

No.  2.  Stock  and  Dies  for  threading  %,  1 and  Brass  Pipe 15.00 

Extra  Dies,  Right  or  Left,  each 2.00 


OSTER  ADJUSTABLE  STOCKS  AND  DIES. 


U-609.  Extra 


Threads  Pipe, 

Complete, 

Without 

Extra  Dies, 

Cut-off 

Number 

Inches 

with  Cut-off 

Cut-off 

Per  Set 

Blades 

0 

H to  y 

15.00 

12.00 

1.25 

.30 

1 

% to  % 

16.00 

13.00 

1.50 

.30 

1>£ 

K to  1 

17.00 

14.00 

1.50 

.30 

2 

K to 

20.00 

17.00 

1.75 

.30 

3 

1 to  2 

25.00 

22.00 

2.00 

.30 

4 

K to  2 

28.00 

25.00 

2.00 

.30 

4K 

% to  2 

31.00 

28.00 

2.50 

.40 

5 

\y  to  3 

45.00 

40.00 

3.00 

.40 

6 

2H  to  4 

60.00 

55.00 

3.50 

.40 

Numbers  5 and  G have  four  Arms.  With  Without 

Cut-off  Cut-off 

No.12.  Stock  and  Dies  for  threading  Y and  1>£  inch  Plumbers’BrassTubing  25.00  22.00 

No.  14.  “ “ “ 11  1,1  “2  “ “ “ “ 30.00  27.00 

Extra  Dies  for  Nos.  12  and  14,  per  set 2.00 
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JARECKI  ADJUSTABLE  STOCKS  AND  DIES. 


U-610. 


Threads  and  Cuts 

Complete 

Extra  Dies, 

Extra 

Number 

Pipe, Inches 

with  Cut-off 

Right  or  Left,  Per  Set 

Cut-off  Blades 

1 

H to  % 

14.00 

2.00 

.40 

2 

% to  1J4 

16.00 

2.00 

.40 

3 

1 to  2 

20.00 

2.00 

.40 

3% 

% to  2 

22.50 

(2  sets)  4.00 

.40 

4 A 

l}4  to  3 

35.00 

3.00 

.50 

4B 

2 % to  4 

50.00 

3.00 

.50 

5 

4)^  to  6 

75.00 

6.00 

.60 

5A 

6 to  8 

125.00 

6.00 

.60 

“DUPLEX”  ADJUSTABLE  STOCKS  AND  DIES. 


U-6 1 1. 


Threads  and  Cuts 

Complete 

Without 

Extra  Dies, 

Extra 

Number 

Pipe,  Inches 

with  Cut-off 

Cut-off 

Per  Set 

Cut-off  Blades 

1 

X to  % 

16.00 

13.00 

1.50 

.50 

2 

K to  1H 

20.00 

17.00 

1 .75 

.50 

3 

1 to  2 

25.00 

22.00 

2.00 

.50 

3 % 

X to  2 

28.00 

25.00 

2.00 

.50 

4 

IX  to  3 

45.00 

40.00 

3.50 

.75 

5 

2 K to  4 

60.00 

55 . 00 

4.00 

. 75 
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RATCHET  STOCKS  AND  DIES. 


U-61  2. 


Includes  Includes  Takes 


Number  Bushings  Die  Holder  Dies  Price  each,  without  Dies. 

1  34  to  134  2x2  3x3 10.00 

2  34  to  134  3x3  4x4 15.00 

Dies,  2x2  for  34i  34  and  34  inch  Pipe,  each Extra,  1 .50 

3x3  “ 34,  34,  1,  134  and  134  inch  Pipe,  each “ 2.50 

4x4“  1,  134,  134  and  2 inch  Pipe,  each “ 3.50 

Extra  Guides  for  No.  1 Stock,  each 50 

“ “ “ No.  2 “ “ 60 

“ Die  Holders  for  No.  1 Stock,  each  . 40 

“ “ “ No.  2 “ “ 60 


The  usual  style  of  solid  Dies  of  the  dimensions  named  fit  the 
Stocks,  and  can  be  used  with  them. 


MILLER’S  REVERSIBLE  RATCHET  STOCKS  AND  DIES. 


U "61 3. 

Stock 


Threads  Pipe, 

Dimensions 

and  Dies 

Stock  only, 

Extra 

Extra 

Die 

Number 

Inches 

of  Dies 

Complete 

without  Dies 

Dies 

Bushings 

Frames 

A 

34  to  34 

2 x 34 

13.00 

7.50 

1.10 

.20 

B 

34  to  1 

234  x 34 

15.00 

7 .50 

1.50 

.25 

22 

C 

1 to  134 

3 x 34 

18.50 

13.00 

1.80 

.35 

.30 

D 

134  to  2 

•i  x 34 

20.00 

12.50 

2.50 

.45 

.38 

E 

234  and  3 

5 X 134 

43.  (X) 

29 . 00 

7.00 

.75 

.45 

“CLIMAX”  RATCHET  STOCKS  AND  DIES. 


U-614. 

No.  1.  Threads  34  to  1 inch  Pipe  (not  including  Dies),  each 
No.  2.  “ 1 to  2 “ “ “ “ “ “ 


Dies  charged  extra. 


10.00 

17.00 
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STANDARD  PUMP  ROD  STOCKS  AND  DIES. 


U-615. 


No.  1.  Threads  % and  j7j  inch  Rods 3.00 

No.  2.  “ %,  fs,  and  % inch  Rods 3.50 


% inch  Die  cuts  14  Threads  to  the  inch,  and  % inch  Dies  cut  12  Threads  to  the  inch. 


“LIGHTNING”  PUMP  ROD  STOCKS  AND  DIES. 


U-61  7. 


Complete 


Single,  with  % x 14  Die 1 70 

“ T7ffx12  “ 1.90 

“ % x 12  “ 2.20 

Double,  with  %x  14  and  T75  x 12  Dies 3.00 


Extra  Dies 
1.15 
1.30 
1.50 

%x  14,  i.OO  ; T75xl2,  1.15 


“LIGHTNING”  PUMP  ROD  DIES  AND  HOLDERS. 

FOR  USE  IN  BIT  BRACES. 


DIES. 


U-618. 


HOLDERS. 


U-619. 


Dies  and  Guides,  % or  T’ff,  each 

Holders  (only),  each 

Taps,  each 

Extra  Guides,  each 


TAPS. 


ea — gu 


U -620. 


1.20 

%,  .60;  t7j,  .70 
20 


% and  t75  Dies  will  fit  same  Holder. 
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COMBINED  DRILL, 
REAMER  AND 
TAP. 


U-622.  U -623. 


PIPE  DRILLS. 


U -624. 


U - 62  1 . 
U-622. 
U-623. 
U - 6 24. 


Inch  Va  H % 

Taps,  Right  or  Left,  each  ....  1 . 12  1 .25  1.50 

Reamers,  each 1.12  1.25  1.50 

Comb.  Drill,  Reamer  and  Tap, each 2.50  2.50 

Drills,  each 75  .75  1.00 


KM  1 lk  IK  2 2K  3 
1.87  2.50  3.12  3.75  4.62  6.25  10.50  15.00 
1.87  2.50  3.12  3.75  4.62  6.25  10.50  15.00 
3.00  4.50  6.00  7.25  8.50  10.75 
1.251.501.752.002.50  3.00  3.75  4.75 


STOVE  DRILLS. 


GLASS  TUBE  CUTTERS. 


Plach 


U-626. 


.50 


GLASS  TUBE  CUTTERS. 


Each 

Extra  Cutter  Wheels,  each 


U-627. 


2.50 

.15 
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HACK  SAWS. 


U-628. 


Each 


1 .00 


EXTRA  BLADES. 


Length,  inches 6 7 8 9 10  11  12 

Per  dozen 55  .00  .65  .70  .85  .95  1.05 


Number 

Length  of  Lever,  inches 

u-629.  Boiler  Ratchets,  each 

u -630.  Sleeve  Ratchets,  each 


1 

10 

9.00 

10.50 


12 

10.50 

13.50 


3 

16 

16.00 


4 

18 

19.00 


5 

24 


ROLLER  TUBE  EXPANDERS. 


Size  of  Tube,  Outside,  inches  . . . 
u-63i . Each 


U-631 . 

1 13*  13*  m 1%  2 23*  23*  2% 

10.00  10.00  10.00  10.00  10.00  10.00  12.00  14.00  16.00 


U-631 . 


Size  of  Tube,  Outside,  inches. . . 
Each 


3 33*  33*  4 43*  43*  5 6 

18.00  20.00  23.00  30.00  35.00  40.00  50.00  60.00 


PROSSER’S  SPRING  TUBE  EXPANDERS. 


U-632. 


Size  of  Tube,  Outside,  inches. . . . 

1 

13* 

13* 

1% 

2 

2/4 

u-632.  Each  

..  8.60 

8.00 

9.00 

11.00 

12.00 

13.00 

Size  of  Tube,  Outside,  inches 

••  23* 

23* 

3 

33* 

33* 

4 

u-632.  Each  

..  15,00 

18.00 

22,00 

26.00 

30.00 

33,00 
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SPIRAL  WIRE  FLUE  BRUSHES. 


U-633. 

Per  inch  of  Outside  Diameter  of  Tube 

Sizes  smaller  than  2 inches,  same  price  as  2 inch. 


1.00 


EXPANDING  WIRE  FLUE  BRUSHES. 


1.00 


“ENGINEERS’  FAVORITE”  ADJUSTABLE  FLUE  CLEANERS. 


U-635. 

Per  inch  of  Outside  Diameter  of  Tube, Less  than  5 inch  1.00 

“ “ “ “ 5 inch  and  over  1.25 

Sizes  smaller  than  2 inches,  same  price  as  2 inch. 


“RED  JACKET”  STEAM  FLUE  CLEANERS. 


Number  0 1 2 3 4 5 6 

Outside  Diameter  of  Tubes,  inches,  134  to  1%  2 to  234  234  to  2%  3 to  334  334  to  3%  4 to  434  5 to  6 

Each 5.00  5.00  0.25  7.50  8.75  10.00  12.50 

Price  includes  Ilose  Clamps  and  Nipples.  Ilose  extra. 
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FILES  AND  RASPS-STANDARD  LIST. 


,«n^B 

I|§§ 

lH 


U-637. 


HI  Ilf.  Rd.  and 


*Mill  and  Round 

■tFlat 

, 

Square  — , 

({Hand  and  Fillar 

, — Three  Sq.  — > 

, — |Warding — , 

Inch 

Bastard 

2d  Cut 

Smooth 

Bastard 

2d  Cut 

Smooth 

Bastard 

2d  Cut 

Smooth 

Bastard 

2d  Cut 

Smooth 

Bastard 

2d  Cut 

Smooth 

Bastard 

2d  Cut 

Smooth 

4 

2.20 

2.60 

2.90 

2.70 

3.20 

3.50 

2.80 

3.40 

3.70 

2.70 

3.20 

3.60 

3.60 

4.20 

4.50 

3.00 

3.60 

4.00 

6 

2.40 

2.80 

3.10 

2.90 

3.40 

3.70 

3.10 

3.60 

3.90 

2.90 

3.50 

3.90 

4.00 

4.50 

4.80 

3.30 

3.90 

4.30 

6 

2.60 

3.00 

3.30 

3.20 

3.00 

3.90 

3.40 

3.80 

4.10 

3.20 

3.80 

4.20 

4.50 

5.00 

5.30 

3.70 

4.40 

4.80 

7 

2.90 

3.40 

3.70 

3.60 

4.10 

4.50 

3.80 

4.30 

4.70 

3.70 

4.30 

4.70 

5.20 

5.70 

6.10 

4.40 

5.10 

5.60 

8 

3.20 

3.70 

4.00 

3.90 

4.50 

4.90 

4.10 

4.70 

5.20 

4.00 

4.70 

5.00 

5.60 

6.20 

6.60 

4.80 

5.60 

6.10 

9 

3.70 

4.30 

4.70 

4.70 

5.40 

5.90 

4.90 

5.70 

6.20 

5.00 

5.80 

6.20 

6.30 

7.00 

7.40 

5.80 

6.70 

7.40 

1 0 

4.20 

4.80 

5.20 

5.20 

6.00 

6.50 

5.50 

6.30 

6.80 

5.60 

6.50 

7.00 

6.80 

7.50 

8.00 

6.50 

7.50 

8.20 

1 1 

5.00 

5.80 

6.30 

6.40 

7.30 

8.00 

6.80 

7.70 

8.40 

7.00 

8.10 

8.80 

8.00 

8.80 

9.40 

8.10 

9.40 

10.20 

1 2 

5.60 

6.40 

7.00 

7.20 

8.20 

9.00 

7.60 

8.60 

9.50 

8.00 

9.20 

10.00 

8.80 

9.70 

10.40 

9.20 

10.60 

11.50 

13 

7.00 

8.00 

8.70 

8.80 

10.10 

11.00 

9.30 

10.60 

11.50 

9.90 

11.30 

12.10 

10.50 

11.50 

12.30 

11.30 

12.90 

14.00 

14 

8.00 

9.10 

9.80 

9.90 

11.40 

12.40 

10.40 

12.00 

13.00 

11.10 

12.70 

13.50 

1 1 .60 

12.70 

13.60 

12.70 

14.50 

15.70 

1 5 

9.80 

11.10 

12.00 

11.90 

13.60 

14.90 

12.60 

14.30 

15.60 

13.40 

15.30 

16.20 

13.80 

15.20 

16.20 

1 6 

11.00 

12.50 

13.40 

13.30 

15.00 

16.60 

14.00 

15.80 

17.40 

15.00 

17.00 

18.00 

15.30 

16.80 

18.00 

1 7 

13.50 

15.10 

16.20 

16.00 

18.00 

19.70 

16.80 

18.90 

20.50 

18.00 

20.20 

21.30 

18.40 

20.10 

21.50 

1 8 

15.10 

16.90 

18.10 

17.80 

20.00 

21.80 

18.70 

21.00 

22.60 

20.00 

22.30 

23.50 

20.50 

22.30 

23.80 

1 9 

18.30 

20.50 

21.90 

21 .20 

23.60 

25.80 

22.10 

24.80 

26.60 

23.70 

26.40 

28.00 

24.40 

26.60 

28.40 

20 

20.40 

22.90 

24.50 

23.50 

26.30 

28.50 

24.40 

27.30 

29.30 

26.10 

29.20 

31.00 

27.00 

29.40 

31.50 

* Mill  Blunt,  Dbl.  Cut,  adv.  2 in. ; Mill  Dbl.  Cut,  adv.  1 in.; 

Mill  Narrow  Point,  adv.  1 in. 
t Cant  (Blunt),  Dbl.  Cut,  adv.  2 in. 
t Square  Blunt,  adv.  1 in. 

5 Slotting  (Bit.),  adv.  2 in.;  Cotter  Blunt  or  Taper,  adv.  2 in. 


1 Ginsaw,  take  Bastard  price ; Crossing,  advance  2 in., 
Tumbler,  adv.  2 in.;  Feather  Edge  (Blunt),  adv.  2 in.; 
High  Back  and  Half  Round,  adv.  2 in 
||Stavesaw,  8 inch,  $7.00. 

(Stavesaw  Improved,  6 inch,  $4.80;  7 inch,  85.50  ; 8 inch. 

86.0U  ; 9 inch,  87.20  ; 10  inch,  18.00  ; 12  inch,  $11.50. 


Mill 

ONE  ROUND  EDGE 

Mill 

TWO  ROUND  EDGES 

PIT  CANT  G„T' A„“-  HOOK  PLANER  I"s't«d 
SAW  SAW  TOOTH  KNIFE 

^-Taper-^  Slim  Taper 

Bandsaw 
Blunt  and  Taper 

Inch 

Bastard 

2d  Cut 

Smooth 

Bastard 

2d  Cut 

Smooth 

Single  Single  Single  Single  Single  Chisel 
Cut  Cut  Cut  Cut  Cut  Tooth 

Inch 

Single 

Cut 

Double 

Cut 

Single 

Cut 

Double 

Cut 

Regular 

Slim 

4 

2.50 

2.90 

3.30 

2.80 

3.30 

3.60 

3.60  3.20  3.60 

3 

1.50 

1.90 

1.50 

1.90 

1.90 

1.90 

5 

2.70 

3.20 

3.50 

3.00 

3.50 

3.90 

4.00  3.50  4.00 

314 

1.50 

1.90 

1.50 

1.90 

1.90 

1 .90 

6 

2.90 

3.40 

3.70 

3.30 

3.80 

4.10 

4.50  4.00  4.50  5.00 

4 

1.60 

2.10 

1.60 

2.00 

2.10 

2.00 

7 

3.30 

3.90 

4.20 

3.70 

4.30 

4.60 

5.20  4.50  5.20  5.70 

4!2 

1.80 

2.30 

1.70 

2.20 

2.30 

2.20 

8 

3.60 

4.20 

4.50 

4.00 

4.60 

5.00 

5.60  4.80  5.60  6.20  4.80  6.20 

5 

2.00 

2.60 

1.90 

2.40 

2.60 

2.40 

9 

4.30 

4.90 

5.30 

4.80 

5.40 

5.90 

6.30  5.80  6.30  7.00  7.00 

51a 

2.20 

3.00 

2.10 

2.60 

3.00 

2.60 

1 O 

4.70 

5.40 

5.90 

5.30 

6.00 

6.50 

6.80  6.50  6.80  7.50  6.40  7.50 

6 

2.50 

3.50 

2.30 

2.90 

3.50 

2.90 

1 1 

5.70 

6.50 

7.10 

6.30 

7.30 

7.90 

8.00  7.70  8.00  8.80 

7 

3.20 

4.20 

2.80 

3.30 

4.20 

3.30 

1 2 

6.30 

7.20 

7.90 

7.00 

8.00 

8.80 

8.80  8.50  8.80  9.70  9.00 

8 

4.00 

5.00 

3.30 

3.90 

5.00 

3.90 

1 3 

7.90 

9.00 

9.80 

8.80 

10.00 

10.90 

9 

4.90 

6.00 

4.00 

4.70 

6.00 

4.70 

14 

9.00 

10.20 

11.00 

10.00 

11.40 

12.30 

1 O 

6.00 

7.20 

4.80 

5.60 

7.20 

5.60 

1 5 

11.00 

12.50 

13.50 

12.30  13.90 

15.00 

Double  Ended  Taper 

1 1 

8.00 

9.00 

6.20 

6.80 

9.00 

6.80 

1 6 

12.40 

14.10 

15.10 

13.80 

15.60 

16.80 

1 2 

9.30 

11.00 

7.10 

8.20 

11.00 

8.20 

1 7 

15.20 

17.00 

18.20 

16.90 

18.90 

20.30 

Inch  6 7 8 9 10 

1 3 

11.80 

13.00 

9.00 

9.80 

13.00 

9.80 

1 8 

17.00 

19.00 

20.40 

18.90  21.10 

22.60 

2.60  2.60  2.90  3.20  3.70 

1 4 

13.50 

15.30 

10.30 

11.50 

15.30 

11.50 

Inch 

6 

7 

8 
9 

10 
1 1 
1 2 
1 3 
1 4 
1 5 
1 6 


Horse  Rasps  File  Rasps  Wood  Files  Wood  Rasps  Shoe  Rasps 
Tanged  Flat  Hf.  Rnd  Flat  Hf.  Rnd  Cabinet  Flat  Hf.  Rnd  Cabinet  Flat 


— Knife 


Plain 


and 

% Rasp 


5.50  6.00  3.20  4.50  6.00  5.50  6.00  7.50  6.00 

6.40  6.90  3.60  5.20  6.90  6.40  6.90  8.70  6.90 

7.00  7.50  3.90  5.60  7.50  7.00  7.50  9.50  7.50 

8.50  9.10  4.70  6.30  9.10  8.50  9.10  11.60  9.10 

5.20  6.80  10.20  9.50  10.20  13.00  10.20 

6.40  8.00  12.50  11.60  12.50  15.40  12.50  12.50  14.00 

7.20  8.80  14.00  13.00  14.00  17.00  1- 

8.80  10.50  16.70  15.60  16.70  20.00  16.70  16.70 

9.90  11.60  18.50  17.30  18.50  22.00  18.50  18.50 

5.30 

7.50 


7.00  8.00  9.50  9.50  10.20 

8.50  9.60  11.30  11.60  12.50 

9.50  10.70  12.50  13.00  14.00 

11.30  12.70  14.60  15.60  16.70 

13.30  15.00  17.20  17.30  18.50 

15.60  17.60  20.30  20.70  22.10  11.90  13.80  22.10  20.70  22.10 

18.20  20.50  24.00  23.00  24.50  13.30  15.30  24.50  23.00  24.50 

Last  Makers’  Rasps,  1 inch  adv.  on  Cabinet  Rasp. 

Sizes  below  4 inches,  not  extended,  take  4 inch  price. 

Half  inches  not  specified,  take  next  higher  full  inch  price. 

Dead  Smooth,  double  the  price  of  Bastard  Cut. 

Pne  Round  Edge,  advance  1 2%  percent. 


Hf.  Rnd 

Oval 

Inch 

Bastard 

2d  Cut 

Smooth 

6.00 

6.90 

4 

4.00 

4.50 

4.80 

6.90 

7.50 

5 

4.50 

5.00 

5.30 

7.50 

9.10 

6 

5.10 

5.60 

5.90 

9.10 

10.20 

7 

5.80 

6.30 

6.60 

10.20 

12.50 

8 

6.30 

6.80 

7.10 

12.50 

14.00 

9 

7.00 

7.90 

8.40 

14.00 

16.70 

1 O 

7.50 

8.60 

9.20 

16.70 

1 1 

9.10 

10.20 

10.90 

18.50 

1 2 

10.20 

11.30 

12.00 

1 3 

12.20 

13.40 

14.30 

14 

13.50 

14.80 

15.80 

Blunt  Files  not  specified,  adv.  1 inch  on  respective  kinds  and  cuts. 
Single  or  Float  Cut  not  specified,  on  regular  shapes  take  Double 
Cut  price. 

Equalings  Bellied),  advance  2 inches  on  respective  kinds  and  cuts. 
T wo  Round  Edges,  advance  25  percent. 

Cuts  not  specified,  made  upon  regular  blanks,  advance  1 inch  on  respective  kinds  and  nearest  cut. 

Irregular  Goods  ; all  lengths  above  those  listed,  and  files  varying  from  standard  sizes,  to  be  classed  as  irregular  and 
subject  to  special  prices. 
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FIRMER  CHISELS. 


U -638. 


1 inch,  each. 


GOUGES. 


U -640. 


1 inch,  each 

FLOOR  CHISELS. 


.50 


U-639. 

inch,  each 50 

WOOD  CHISELS. 


.50 

.00 


4 “ - 2.00 

COLD  CHISELS. 


Each . 


U-642. 

Inch  6 8 10  12 

45  .50  .GO  .65 


CAPE  CHISELS. 


U-643. 


.50 


DIAMOND  NOSE  CHISELS. 


Each  

U -644. 

50 

ROUND 

NOSE  CHISELS. 

P.arh 

50 

HALF  ROUND  NOSE  CHISELS. 

Each  

50 

SCREW  DRIVERS. 


Each 


U-645. 


.50 


POCKET  RULES. 


U-646. 

Each 30 


TAPE  MEASURES. 


U-647. 

50  foot,  each 65 


COMPASS. 


U-648. 

Each 30 


DIVIDERS. 


CALIPERS. 
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GAS  FITTERS’  AUGERS. 


U -65  1 


U-652. 

Length  of  Cut,  in.,  2%  3 3.1a  -I 

Per  pair 1.75  1.90  2.50  3.25  4.00 


Inch  2% 


Dogwood,  each 50 

Lignumvitae,  each 65 


3 3^ 

.60  .70 

.85  1.00 


PLUMB  BOBS. 


U-654. 


Large,  each 20 

Small,  each 15 


TWO  FOOT  LEVELS. 


U-655. 


Each . 1.00 


GAS  PROVING  PUMPS. 


U-656.  U -657 . 

Complete,  with  Mercury  Gauge 

“ “ Spring  “ 

Pump  only 

Mercury  Gauge  only 

Spring  “ “ 


16.00 

16.00 

8.00 

8.50 

8.50 
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GAS  DRIP  PUMPS. 


Each 


U -658. 


12.00 


GAS  FITTERS’  TORCHES. 


U-659. 


Tin,  each 75 

Tin,  Side  Filler,  each 1.00 

Brass,  each 1.25 

Brass,  Side  Filler,  each 1.50 


GASOLINE  TORCHES. 


U-660. 


Each 


6.00 
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PLUMBERS’  GASOLINE  FURNACES,  ETC. 


"H,  J.  4 C.”  FURNACE. 


U-661. 


Furnace,  with  No.  1 and  No.  2 Shields,  each 7.00 

No.  3 Shields  for  Soldering  Coppers,  each 1.50 


REPAIRS. 


Coil 

Filling  Screw 

Top  Plate 

Burner  

25 

10 

15 

.10 

Handle 

Plug 

Tee 

Valve  ....  . . . 

....  .15 

.04 

04 

30 

Coil  Cup 

.25 

Wire 

05 

No.  1 Shield 

35 

Elbowr  

.04 

No.  2 “ 

.35 

Handle  Ear 

.04 

Reservoir  

1.50 

Nuts,  each  

01 

Uprights,  each .... 

06 

Connecting  Pipe 

OS 

Rubber  Bulb  and  Tube 

20 

Pet  Cock 

.25 

THAWING  STEAMERS. 

" C.  4 L.’1  FURNACE. 


U-662.  U-663. 

6.00 


Each 


Each 


5.00 
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PLUMBERS’  FORCE  PUMPS. 


U-664.  U-66G. 


Each 

12.00 

50 

Each 

....  2.00 

No  2.  “ 

75 

No.  3.  “ 

....  1.00 

SMOKE  TEST  MACHINES. 


SOIL  PIPE  TESTING  PLUGS. 


U-668. 


U-G67. 

Complete,  with  Gauge,  Test  Plug,  and  3 feet  of  Hose,  15.00 


SOIL  PIPE  TESTING  PLUGS. 

Inch  2 3 4 5 6 

u-668.  Each  1.00  1.25  1.50  2.00  2.50 

Extra  Rubbers,  each 25  .50  .70  .90  1.20 


8 

4.50 

2.50 
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LEAD  BURNING  MACHINE. 

autogenous  process. 


HYDROGEN  GAS  FLAME. 


U-669. 


WORKING  FLAME. 


U-670. 


MACHINE  COMPLETE. 


U-671 . 


100.00 


Complete. . . . 
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PLUMBERS’  TOOLS. 


PLUMBERS'  RASPS. 


BENDING  PINS. 


U-672. 

Inch  10 


Each 


12  14 

.75  1.05  1.40 


PLUMBERS'  FILES. 


— a"1.  — ^ >. 


Flat,  each 

Half  Round,  each 


CHIPPING  KNIVES. 


U-674. 


Each 


.50 


U-679. 


Each . 


.30 


BENDING  SPRINGS,  FOR  LEAD  PIPE. 

d 

U-680. 


• 

14 

Inch  1 

IX 

2 

10 

12 

Each . . . 

1.50 

1.50 

1.50 

2.00 

40 

.oo 

.80 

50 

.65 

.90 

STRAIGHT  CALKING  CHISELS. 

! . 'll 


U-681 


Each . 


.50 


SHAVE  HOOKS. 


U-675. 


Oval,  each 30 

Half  Oval,  each 30 

Triangular,  each 30 


POINTED  COPPER  BOLTS. 


U-676. 

Per  pound 50 


STRAIGHT  YARNING  CHISELS. 


U-682. 


Each 50 


RIGHT  HAND  CALKING  AND  YARNING 
CH  ISELS. 


U-683. 

Each 50 


HATCHET  COPPER  BOLTS. 


U-677. 


Per  pound. 


.50 


ROUND  IRONS. 


2 3 

1.10 


LEFT  HAND  CALKING  AND  YARNING 
CHISELS. 


U-684. 

Each 50 


STUB  CALKING  CHISELS. 


U -685. 


Each 


U-678. 

Number  1 
70 


.90 


Each 


.50 
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SPRING  YARNING  IRONS 


U-686. 


Each . 


BOXWOOD  DRESSERS. 


Each . 


Each . 


Each . 


Each. 


Each . 


Each . 


U-687. 


1.00 


SIDE  EDGES. 


U-688. 


turn  pins. 


U-689. 

Number  1 - 3 

.25  .25  .25 


DRIFT  PLUGS. 


U-690. 

Inch  1 ^'2 


20  .20 

BOSSING  STICKS. 


.20 


2 

.20 


U -69 1 . 


1.00 


BLOW  PIPES. 


U-692. 


PLUMBERS'  SAWS. 


Single  Edge,  each. 
Double  “ 


65 

.75 


.to  ■ 85 
.85  1.00 


COMPASS  SAWS. 


Each . 


U-694. 

Inch  10 

35 

TAP  BORERS. 


12 

.40 


14 

.45 


■U-695. 


Short  Pattern,  each. 
Long 


.35 

.45 


BASIN  WRENCHES. 


U -696. 


Each . 


1.75 


PLUMBERS'  HAMMERS. 


U -697 . 


Each . 


SOLDER  POTS. 


.50  Each. 


U -698. 

Inch  5 6 8 0 10^  1334 

50  .65  1.10  1.30  1.75  3.50 
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PLUMBERS’  TOOLS. 


WIPING  CLOTHS 


Moleskin,  each 
Ticking,  each 


U-699. 


POT  HOOKS. 

U-700. 

Each 


SOIL  CUPS. 


U-701. 

Each 


LADLES. 


U-706. 

Inch  2 K 3 3M  -I  5 G 

Each 35  .40  .50  .GO  .70  .90 


WASHER  CUTTERS. 


U-707. 

Each 85 


.50 


LOOKING  GLASSES. 


ROUND  SOIL  BRUSHES. 


U-703. 

Each 15 


DUSTER  BRUSHES. 


U-704. 


Each 


.60 


GREASE  BOXES. 


k 9 


U-705. 


Each 


1.50 


Each 


U-708. 


.50 


BIBB  SEAT  DRESSERS 


L 


U-709. 


No.  1.  For  % and  % Bibbs,  etc.,  each 1.75 

No.  2.  For  Basin  Cocks  and  small  work, 

each 1.75 
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PLUMBERS’  TOOLS. 

CANDLE  STICKS. 


U-710. 

Each  25 


TACK  MOULDS. 


PLAIN  PATTERN. 


U-7 1 1. 


Single,  each 1.50 

Double,  “ 2.00 


STAR  PATTERN. 


Single,  each 1.65 

Double,  “ 2.15 


SOLDER  MOULDS. 


STRAP  MOULDS. 


BLOCK  MOULDS. 


U-7  1 4. 


Each 


1.00 


CARPET  TOOL  BAGS. 


U-7 1 5. 


Plain,  each 

Leather  Bottom,  each 

Leather  Bottom  and  Sides,  each 


3.75 

4.00 

5.00 
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LEVER  HANDLE  STOP  COCKS. 

SOLID  HANDLE. 


u 

-716.  ROUGH  — FOR 

LEAD  PI 

I PE. 

u 

-717. 

FINISHED— FOR 

LEAD  PIPE. 

Inch 

3K 
/ 8 

K 

% 

K 

1 

IK 

IK  2 

U -7  1 6. 

Rough,  per  dozen.  . 

12.00 

14.00 

16.50 

20.50 

30.00 

48.50 

67.50  115.00 

U " 7 1 7. 

Finished,  “ “ . . 

15.50 

17.50 

20.00 

26.50 

39.00 

64.50 

89.50  180.00 

U - 7 1 7 . 

N.  P„  “ “ .. 

17.50 

20.00 

22.50 

29.00 

42.00 

U-718.  ROUGH— FOR  IRON  PIPE.  U'7  1 9.  FINlSHED~FOR  IRON  PIPE. 


Inch  % 

K 

% 

K 

1 

IK 

IK 

2 

U -7  1 8. 

Rough,  per  dozen. 

14.00 

16.00 

19.50 

23.50 

34.00 

53.50 

74.50 

125.00 

U-71 9. 

Finished,  “ “ . . 

17.50 

19.50 

23.00 

29.50 

43.00 

U “ 7 1 9. 

N.  P.,  “ “ .. 

19.50 

22.00 

25.50 

32.00 

46.00 

U-720.  ROUGH  — FOR  L.  A I.  PIPE. 


Inch  % K 

u-720.  Rough,  per  dozen 13.00  15.00 

u - 7 2 1 . Finished,"  “ 10.50  18.50 

u-721.  N.  !>.,  “ “ 18.50  21.00 


U-721.  FINISHED— FOR  L.  A I.  PIPE. 


X 

H 

1 

IK 

IK 

2 

18.00 

22.00 

32.00 

51.00 

71.00 

120.00 

21.50 

28.00 

41.00 

24.00 

30.50 

44.00 

Note —Socket  Head  Stops  with  Loose  Lever  or  T Handles  same  list  prices  as  above. 
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LEVER  HANDLE  STOP  AND  WASTE  COCKS. 

SOLID  HANDLE. 


U-723.  FINISHED— FOR  LEAD  PIPE. 


Inch  •*  8 

K 

% 

% 

1 

IK 

o 

U -722. 

Rough,  per  dozen.. 

14.110 

16.00 

18.50 

22.50 

33.00 

52.50 

/ 3 . 50 

125.00 

U-723. 

Finished,  “ “ 

18.00 

20.00 

22.50 

29.00 

43.00 

U-723. 

N.  1\,  “ “ .. 

20.00 

22.50 

25.00 

31.50 

46.00 

U -7  24. 
U -725. 
U-725. 


U-724.  ROUGH— FOR 

IRON 

PI  1 

PE. 

u- 

725. 

FINISH  ED 

-FOR 

1 RON 

PI  PE. 

Inch 

% 

K 

S/8 

% 

i 

iL 

i 

K 2 

Rough,  per  dozen... 

16 

.00 

18, 

.00 

21.50 

25.50 

37.00 

57.50 

80. 

50  135.00 

Finished,  “ “ . . . 

19 

.50 

21, 

.50 

25.00 

31 .50 

46.00 

N.  P.,  “ “ ... 

21 

.50 

24, 

.00 

27.50 

34.00 

49.00 

U-726.  ROUGH— FOR  L.  &.  I.  PIPE.  U"727.  FINISHED— FOR  L.  & I.  PIPE. 


Inch  % 

K 

K 

1 

IK 

2 

U-726. 

Rough,  per  dozen 

15.00 

17.00 

20.00 

24.00 

35.00 

55 . 1'O 

77.00 

130.00 

U-72T. 

Finished,  “ “ . . 

19  00 

21 .00 

24.00 

30.50 

45.00 

U-727. 

N.  P.,  “ “ . . 

21.00 

23.50 

26.50 

33.00 

48.00 

Note. — Socket  Head  S.  and  W.  Cocks  with  Loose  Lever  or  T Handles  same  list  prices  as  above. 
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T HANDLE  ROUGH  STOP  AND  STOP  AND  WASTE  COCKS. 

SOLID  HANDLE. 


U -728 . STOP— FOR  LEAD  PIPE. 


U-729.  STOP  AND  WASTE— FOR  LEAD  PIPE. 


Inch 

u-728.  Rough,  per  dozen 

U-729.  “ “ 


% 

11.00 

13.00 


K 

13.00 

15.00 


% 

15.00 

17.00 


K 

19.00 

21.00 


1 

28.00 

31.00 


46.00 

50.00 


LK 

64.00 

70.00 


110.00 

120.00 


U-730.  STOP-FOR  IRON  PIPE. 


U-731  . STOP  AND  WASTE— FOR  IRON  PIPE. 


Inch  X X % 

u-730.  Rough,  per  dozen 13.00  15.00  18.00 

u-731.  “ “ 15.00  17.00  20.00 


X 

22.00 

24.00 


1 

32.00 

35 . 00 


51 .00 

55 . 00 


IK 

71.00 

77.00 


2 

120.00 

130.00 


U-732.  STOP— FOR  L.  4 I.  PIPE. 


U-733.  STOP  AND  WASTE— FOR  L.  4 I.  PIPE. 


Inch 

u-732.  Rough,  per  dozen 

U-733.  “ “ 


X K 

12.00  14.00 

14.00  16.00 


X X 

16.50  20.50 

18.50  22.50 


1 IK  IK 

30 .00  48 . 50  67 . 50 

33.00  52.50  73.50 


2 

115.00 

125.00 


Note. — Socket  Head  Loose  T Handle  Stop  and  S.  and  W.  Cocks  same  list  prices 
as  Solid  Lever  Handle,  pages  172  and  173. 
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ROUND  WAY  STOP  AND  STOP  AND  WASTE  COCKS. 

SO  LI  D LEVER  HANDLE. 


U-734.  STOP— FOR 

LEAD  PIPE. 

U- 

735.  s.  & 

W.-FOR 

LEAD  PIPE. 

Inch  K 

% 

% 

1 

2 

U - 7 34. 

Rough,  per  dozen  . . 

IS. U0 

21.50 

26.50 

46.00 

72.50 

103.50  185.00 

U - 734. 

Finished,  “ 

22.50 

26.00 

33.50 

58.00 

U-734. 

N.  1\, 

26.00 

29.50 

37.50 

62.00 

U-735. 

Rough,  “ 

20.00 

23.50 

28.50 

49.00 

76.50 

109.50  195.00 

U -735 

Finished,  “ 

25.00 

28 . 50 

36  00 

62.00 

U-735. 

N.  P., 

29.00 

32.50 

41.00 

67.00 

U-736.  STOP— FOR 

IRON  PIPE. 

U-737.  s.  4 

W.-FOR 

IRON  PIPE. 

Inch 

% 

IN 

o 

U-736.  Rough,  per  dozen.. 

20.00 

24.50 

29.50  50.00 

1 7.50 

110.50 

195.00 

u-736.  Finished,  " 

25.00 

29.50 

37.50  63.00 

U-736.  N.  P., 

29.00 

33.50 

42.50  68.50 

U-737.  Rough,  “ 

22.00 

26.50 

31  50  53.00 

81.50 

110.50' 

205.00 

u-737.  Finished,  “ 

27.50 

32.00 

40.50  67.50 

U-737.  N.  I’.,  “ 

32.00 

36.50 

46.50  74.00 

U-738.  stop — "Of!  L.  &.  I.  PIPE. 


U-739.  S.  & W.  FOR  L.  4 I . PIPE. 


Inch  % 

u-738.  Rough,  per  dozen 19.00  23  00 

u-739.  “ “ 21.00  25.00 


% 1 1%  2 

28.00  48.00  75.00  107  00  190.00 

30.00  51.00  79.00  113.00  200. 00 


Note. — Socket  Head  Round  Way  Stop  and  S.  and  W.  Cocks  with  Loose  Lever  or  T Handles 

same  list  prices  as  above. 
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U - 7 40. 
U-741 . 


U-742. 

U-743. 


U - 7 44 . 
U - 745 . 


ROUND  WAY  STOP  AND  STOP  AND  WASTE  COCKS. 

SOLID  T HANDLE. 


U-740.  STOP— FOR  LEAD  PIPE. 


U-741.  S.  A W.  — FOR  LEAD  PIPE. 


Inch  5/q 

Rough,  per  dozen 17.00  20.00 

“ “ “ 19.00  22.00 


% 

25.00 

27.00 


1 

44.00 

47.00 


70.00 

74.00 


ix 

100.00 

106.00 


2 

150. 00 

190.00 


Inch  y % 

Rough,  per  dozen 19.00  23.00 

“ “ “ 21.00  25.00 


U-743 

. s.  a 

W.— FOR 

IRON 

PI  PE 

% 

1 

IX 

2 

28.00 

48.00 

75  00 

107 

.00 

190.00 

30.00 

51.00 

79.00 

113 

O 

O 

200.00 

u- 

■745 

. s 

. A 

w.  — FOR 

L.  A 1.  PIPE. 

% 

1 

ix 

IK 

2 

20, 

,50 

40. 

00 

72.50 

103.50 

185.00 

28. 

.50 

49. 

00 

70.50 

109.50 

195.00 

Note. — Socket  Head  Round  Way  Stop  and  S.  and  W.  Cocks  with  Loose  T Handles  same  list  prices 

as  Solid  Lever  Handle,  page  175. 
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H.  PATTERN 

ROUND  WAY  STOP  AND  STOP  AND  WASTE  COCKS. 


U-746.  T HANDLE  STOP— FOR  1 

. P. 

U"747.  T HANDLE  S 

& W.  — FOR 

I.  p. 

Inch 

% 

X 

1 

U-746.  Rough,  per  dozen 

12.00 

17.00 

18.00 

30.00 

U - 747 . “ u 

14.00 

19.00 

20.00 

33.00 

U 

■748.  LEVER  HANDLE  STOP— FOR  1 

. P. 

U-749.  LEVER  HANDLE  S.  4 

W.  — FOR 

1.  P. 

Inch  % 

% 

% 

1 

U -740 . 

Rough,  per  dozen 

13.00 

18.50 

19.50 

32.00 

U -749 . 

M (< 

15.00 

20.50 

21,50 

35.00 
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SOCKET  HEAD. 


U-750. 


Socket  Head  (Straight  Way  and  Round  Way)“Stop”  and  “Stop  and  Waste”  Cocks 
with  Lever  or  T Handles  list  the  same  as  Solid  Lever  Handle  Straight  Way  and 
Round  Way  Cocks  on  preceding  pages. 


Note.  For  Special  and  Patent  “Stop”  and  “Stop  and  Waste”  Cocks  (Straight  Way 

and  Round  Way),  such  as 


FARN  AN, 
GLAU  BER, 
A & O., 


MUELLER, 
POWELL  GUARD, 
PECK, 


OHIO, 

KEYSTON  E, 

FOREST  CITY,  ETC., 


See  Discount  Sheet  for  such  as  are  carried  in  stock. 
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ROUGH  STOPS— “MINNEAPOLIS”  PATTERN. 


U-751 . FOR  LEAD  PIPE. 


u-751 . Per  dozen 

U-752.  “ “ 

Add  for  Stop  and  Waste,  per  dozen 


FOR  LEAD  AND 

IRON  PIPE. 

Inch  34 

% 1 

15.50 

22.50  33.00 

16.50 

24.00  35.00 

2.00 

2.00  3.00 

U-753.  FOR  IRON  PIPE— MALE  AND  FEMALE. 


u-753.  Per  dozen 

U - 754 . “ “ 

Add  for  Stop  and  Waste,  per  dozen 


FOR 

1 RON 

PIPE— FEMALE. 

Inch 

1/ 

% 

1 

17.50 

25.50 

37.00 

17.50 

25.50 

37.00 

2.00 

2.00 

3.00 

ROUND  WAY  ROUGH  STOPS— “ MINNEAPOLIS  ” PATTERN. 


U-755. 


U-755.  FOR  LEAD  PIPE.  U-756.  FOR  IRON  PIPE— MALE  AND  FEMALE. 

_ T 1 , Inch  X X h 1 

For  Lead  Pipe,  per  dozen  21.00  20.00  29.50  50.00 

For  Lead  and  Iron  Pipe,  per  dozen 22.00  27.50  31.00  52.00 

For  Iron  Pipe,  Male  and  Female,  or  both  ends  Female,  per  dozen  23.00  29.00  32.50  54.00 

Add  for  Stop  and  Waste,  per  dozen 2.00  2.00  2.00  3.00 


U-756. 
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INVERTED  KEY  CURB  COCKS. 


T HANDLE  OR  SOCKET  HEAD— ROUND  WAY. 


U-757.  ORDINARY  PATTERN  STOP— L.  P. 

U- 

758. 

MINN  EAPOLIS 

PATTERN  STOP— L.  P. 

Inch 

K 

% 

% 

1 

IK 

2 

u-757.  Lead  Pipe 

per  dozen  

17.00 

20.00 

25  00 

44.00 

70.00 

100.00 

ISO. 00 

U-757.  “ “ 

S.&W.,  “ 

19.00 

22.00 

27.00 

47.00 

74.00 

106.00 

190.00 

U - 7 58 . “ “ 

“ 

21 .00 

26.00 

29.50 

50.00 

80.50 

115.00 

207.C0 

U - 7 58 . “ “ 

S.&W.,  “ 

23.00 

28.00 

31.50 

53.00 

84.50 

121.00 

217. CO 

U-759.  ORDINARY  PATTERN  STOP— I.  P.  U"760.  MINNEAPOLIS  PATTERN  STOP— I.  P. 


U-759. 

Iron  Pipe per  dozen.  . . . 

Inch  K 

19.00 

% 

23.00 

% 

28.00 

1 

48.00 

IK 

75.00 

IK 

107.00 

9 

190.00 

U-759. 

“ S.&W.,  “ 

21.00 

25.00 

30.00 

51.00 

79.00 

113.00 

200.00 

U -7  60. 

“ 

23.00 

29.00 

32.50 

54.00 

86 . 50 

123.00 

218.50 

U -760. 

“ S.&W.,  “ 

25.00 

31.00 

34.50 

57 . 00 

90.50 

129.00 

228.50 

U-761 

. ORDINARY  PATTERN  STOP— L.  A 1.  P. 

U-762.  MINNEAPOLIS  PATTERN 

STOP— L. 

6l  1.  P. 

Inch 

1/ 

% 

K 

1 

IK 

IK 

2 

U-761  . 1 

,ead  and  Iron  Pipe per  dozen  . . 

18.00 

21 .50 

26.50 

46.00 

72.50 

103.50 

185.00 

U-761 . 

S.&W., 

20.00 

23.50 

28.50 

49  00 

76.50 

109.50 

195.00 

U -762 . 

“ “ “ “ 

22.00 

27.50 

31.00 

52.00 

83.50 

119.00 

213.00 

U-762. 

S.&W., 

24  00 

29.50 

33.00 

55.00 

87.50 

125.00 

223.00 

Lever  Handles  furnished  in  place  of  T Handles  if  desired. 
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WASTE  TUBES. 


U-763. 


Rough,  per  dozen 1.00 

Finished,  “ “ 1-50 


RAIN  AND  WELL  WATER  COCKS. 


U-764.  FOR  LEAD  FlPE. 

U-765. 

FOR 

IRON  PIPE. 

Inch  % 

1 

Per  dozen 

70.00 

84.00 

120.00 

“ “ 

79.00 

90 . 00 

138.00 

GROUND  BALL  COCKS. 


U-766.  FOR  LEAD  PIPE. 


U-767.  FOR  IRON  PIPE. 


u-766.  Per  dozen 
U-767.  “ “ 


Inch 


12.00 

13.00 


S8 

15.00 

10.50 


% 

19.50 

21.00 


1 

30.00 

32.00 


SERVICE  CONNECTIONS. 

Piece  of  Lead  Pipe  18  inches  long 
with  Corporation  Cock,  wiped  on  one 
end,  Brass  Soldering  Nipple  on  the 
other. 

Inch  X H K 1 

4.00  5.00  6.00  7.50 


Each 


182 


THE  MILNER  & KETTIG  COMPANY. 


CORPORATION  STOP  COCKS. 

FOR  MUELLER  TAPPING  MACHINE. 


U-769.  FOR  IRON  PIPE— SCREW  PLUG.  U-770.  FOR  IRON  PIPE— HEXAGON  PLUG. 


Inch  % 

% 

H 

1 

u-769.  Each  

1.10 

1.40 

2.10 

3 . 35 

U-770.  “ 

1.10 

1.40 

2.10 

3.35 

U-773.  BENT  TAIL— SCREW  PLUG.  U"774.  BENT  TAIL— HEXAGON  PLUG. 


Inch 

3/ 

78 

1Z 

% 

% 

1 

u-773.  Each 

1 .20 

1.35 

1.70 

2.50 

3.85 

U-774  “ 

1 .20 

1.35 

1.70 

2.50 

3.85 
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CORPORATION  STOP  COCKS. 

FOR  PAYNE  TAPPING  MACHINE. 


Per  dozen 


U-775.  FOR  IRON  PIPE— SCREW  PLUG. 

Inch 

16.00 


% % 1 

20.00  29.00  46  00 


U-776.  STRAIGHT  TAIL— SCREW  PLUG. 


u-776.  Per  dozen 

U-777.  “ “ 


U-777.  BENT  TAIL— SCREW  PLUG. 


Inch 


10.0(1 

19.00 


78 

23.00 

23.(10 


34.00 

34.00 


1 

53 . 00 
53.00 


CORPORATION  STOP  COCKS. 

WITH  ALL  IRON  PIPE  THREADS. 


U -779 . 
U - 760 . 


Per  dozen 


U-780.  FOR  IRON  PIPE— BENT  COUPLING. 


16.00 


1/ 

19.00 


78 

23.00 


% 

34.00 


1 

53.00 


CORPORATION  STOP  COCKS. 

COARSE  THREAD  ON  LONG  END  FOR  WOOD  PIPE. 


With  Straight  Tail,  each 

Inch  % 

1.65 

% 

2.00 

K 

3.00 

1 

4.70 

“ Bent  Tail,  each 

2.00 

3.00 

4.70 

“ no  Tail,  each 

1.50 

1.90 

2.70 

4.10 
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GROUND  HYDRANT  COCKS. 


U"781.  T HANDLE— FOR  L.  4.1.  PIPE. 


u -78 1 . For  L.  & I.  Pipe,  Rough,  per  dozen 

u - 78  2 . “ Iron  “ “ “ 

Both  ends  Lead  Pipe,  Rough,  per  dozen 


U-782.  T HANDLE— FOR  IRON  PIPE. 


% 

X 

1 

15. 

.00 

18.50 

22.50 

35.00 

10 

.00 

20.00 

24.00 

37.00 

14 

o 

O 

17.00 

21.00 

33.00 

ROUND  WAY  GROUND  HYDRANT  COCKS. 


U-783.  T HANDLE-FOR  L.  4.  I.  PIPE. 

u -783 . F'or  L.  & I.  Pipe,  Rough,  per  dozen 

u-784.  “ Iron  “ “ “ 

Both  ends  Lead  Pipe,  Rough,  per  dozen 


U-784.  T HANDLE— FOR  IRON  PIPE. 


% 

3/ 

/4 

1 

19.00 

22.50 

28.00 

48.00 

20.00 

24.00 

29.50 

50.00 

IS. 00 

21.00 

20.50 

46.00 

SOCKET  HEAD-GROUND  HYDRANT  COCKS. 


U-785.  FOR  LEAD  AND  IRON  PIPE.  U-786.  FOR  IRON  PIPE. 


u-785 . Straight  Way,  Rough,  per  dozen 

Round  “ “ “ . 

Inch  X 

15.00 

19.00 

% 

18.50 

22.50 

X 

22.50 

28.00 

1 

35.00 

48.00 

u-786.  Straight  “ “ “ 

10.00 

20.00 

24.00 

37.00 

Round  “ “ “ 

20.00 

24.00 

29.50 

50.00 

ForL.  P.  Straight  Way,  Rough,  per  dozen 

“ Round  “ “ “ 

14.00 

18.00 

17.00 

21.00 

21.00 

26.50 

33.00 

46.00 
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LEVER  HANDLE  GROUND  BIBBS. 

PLAIN. 


U-787.  FOR  LEAD  PIPE.  U .788.  FOR  IRON  PIPE— WITH  SHOULDER. 


Inch 

% 

% 

X 

S/8 

% 

1 

IX 

2 

U-787. 

Finished, 

per  dozen 

10.00 

12.00 

15.00 

18 . 00 

24.00 

36.06 

60.00 

84.00 

170.00 

U-787. 

N.  P„ 

((  it 

12.00 

14.00 

17.50 

20.50 

26.50 

39.00 

U-787. 

Rough, 

(i  i( 

9.00 

11.00 

14.00 

16.00 

21 .00 

32.00 

52.00 

72.00 

150.00 

U - 788 . 

Finished, 

it  it 

12.00 

14.00 

17.00 

20.00 

26.00 

39.00 

64.00 

90.00 

180.00 

U -788 . 

N.  P., 

“ “ 

14.00 

16.00 

19.50 

22.50 

2N . 5(  l 

42.00 

U - 788 . 

Rough, 

U “ 

11.00 

13.00 

16.00 

18.00 

23.00 

35.00 

o 

o 

78.00 

160.00 

Iron  Pipe. 

no  Shoulder, 

same  list  prices 

as  U-7 

'88. 

LEVER  HANDLE  GROUND  BIBBS. 

HOSE  ENDS. 


790. 

FOR  IRON 

PIPE— 

WITH  SHOULDER. 

% 

1 

IX 

2 

26.00 

39.00 

64.00 

90.00 

180.00 

28.50 

23.00 

42.00 

35.00 

56.00 

78.00 

160.00 

28.00 

42.00 

68.00 

96.00 

190.00 

30.50 

25.00 

45.00 

38.00 

60.00 

84.00 

170.00 

e list  prices  as  U-790, 
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COMPRESSION  BIBBS. 


U"791.  PLAIN  — FOR  LEAD  PIPE. 


Inch 

3/ 

“8 

U - 79  1 . 

Finished,  per  dozen 

10.00 

U - 79  1 . 

N.  P.,  “ “ 

12.00 

U-791 . 

Rough,  “ “ 

9.50 

U-792. 

Finished,  “ “ 

12.00 

U-792. 

N.  P.,  “ “ 

14.00 

U-792. 

Rough,  “ “ 

11.50 

If  with  Stuffing  Box  add,  per  dozen 

2.00 

U- 

792. 

HOSE 

END— FOR  LEAD  PIPE 

% 

% 

% 

1 

Hi 

2 

11.00 

13  00 

18.00 

34.00 

52.00 

80.00 

160.00 

13.50 

15.50 

20.50 

37.00 

10.50 

12.00 

17.00 

30.00 

44.00 

68.00 

140.00 

13.00 

15.00 

20.00 

37.00 

56.00 

86.00 

170.00 

15.50 

17.50 

22.50 

40.00 

12.50 

14.00 

19.00 

33.00 

4S.00 

74.00 

150.00 

2.00 

2.00 

3.00 

4.00 

U-793.  PLAIN  — FOR  I.  P.-NO  SHOULDER. 


Inch 

% 

U-793. 

Finished,  per  dozen 

12.00 

U-793. 

N.  P„  “ “ 

14.00 

U-793. 

Rough,  “ 11  

11.50 

U-794. 

Finished,  “ “ 

14.00 

U-794. 

N.  P.,  “ “ 

16.00 

U-794. 

Rough,  “ “ 

13.50 

If  with  Stuffing  Box  add,  per  dozen 

2.00 

U-794.  hose 


P.-NO  SHOULDER. 


13.00 

15.50 

12.50 

15.00 

17.50 

14.50 

2.00 


% 

15.00 

17.50 

14.00 

17.00 

19.50 

16.00 
2.00 


20.00 

22.50 

19.00 

22.00 

24.50 

21.00 

3.00 


37.00 

40.00 

33.00 

40.00 

43.00 

36.00 
j on 


U“795.  PLAIN  — FOR  I.  p.— WITH  SHOULDER. 

Inch 


u-795.  Finished,  per  dozen 12 

U-795.  N.  P.,  “ “ 14 

U-795.  Rough,  “ “ 11 

u-796.  Finished,  “ “ 14 

U-796.  N.  P.,  “ “ 16. 

U-796.  Rough,  “ “ 13. 


If  with  Stuffing  Box  add,  per  dozen  2. 
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COMPRESSION  FLANGE  BIBBS. 


U-797. 

U-797. 

U - 798 . 
U-798. 


U-797.  PLAIN  — FOR  I.  P.  — MALE. 


Finished,  per  dozen 

N.  P„  “ “ 

Finished,  “ “ 

N.  “ “ 

If  with  Stuffing  Box  add,  per  dozen 


U-798. 

Inch 


HOSE  END— FOR  I.  P.  — MALE. 


1Z 

% 

M 

1 

16.00 

17.50 

25.00 

46.00 

18.50 

20.00 

27.50 

49.00 

18.00 

19.50 

27.00 

49.00 

20.50 

22.00 

29.50 

52.00 

2.00 

2.00 

3.00 

4.00 

U-799.  PLAIN  — FOR  1.  P.— FEMALE. 

U-800.  HOSE  END— FOR  1. 

P.  — FE 

MALE. 

Inch 

% 

% 

1 

U-799.  Finished,  per  dozen 

16.00 

17 . 50 

25 . 00 

46.00 

U-799.  N.  P.,  “ “ 

18.50 

20.00 

27.50 

49.00 

u -800 . Finished,  “ “ 

18.00 

19.50 

27.00 

49.00 

u -800.  N.  P.,  “ “ 

20.50 

22.01) 

29 . 50 

52.00 

If  with  Stuffing  Box  add,  per  dozen 

2.00 

2.00 

3.00 

4.00 

COMPRESSION  FLANGE 

AND  THIMBLE 

BIBBS. 

U-801.  PLAIN  — FOR  LEAD  PIPE. 

U-l 

802.  HOSE 

: end— 

FOR  LEAD 

PIPE. 

Inch  jig 

1/ 

% 

M 

i 

U -80 1 . 

Finished,  per  dozen 

16.00 

18.00 

21.00 

28.00 

51.00 

U - 80  1 . 

N.  P.,  “ “ 

19.00 

21.50 

24.50 

32.00 

55 . 00 

U -802 . 

Finished,  “ “ 

18.00 

20.00 

23.00 

30.00 

54.00 

U -802. 

N.  P.,  “ “ 

21.00 

23.50 

26.50 

34.00 

58.00 

If  with  Stuffing  Box  add,  per  dozen 

2.00 

2.00 

2.00 

3.00 

4.00 
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U-803.  PLAIN  — FOR  IRON  PIPE. 

u - 803 . Finished,  per  dozen 

U-803.  N.  P.,  “ 

u-804.  Finished,  “ 

U -804.  N.  P.,  “ 

If  with  Stuffing  Box  add,  per  dozen 


U-804. 

HOSE 

EN  D— FOR 

IRON  PIPE 

i % 

% 

% 

X 

1 

. 1 7 . ui  1 

19.00 

23.00 

30.50 

54.00 

. 20.00 

22.50 

26.50 

34.50 

58.00 

. 19.00 

21.00 

25.00 

32.50 

57.00 

. 22.00 

24.50 

28.50 

30.50 

01.00 

2.00 

2.00 

2.00 

3.00 

4.00 

COMPRESSION  BIBBS-FLANGE  NUT  AND  BENT  COUPLING. 


U"805.  PLAIN.  U“806.  HOSE  END. 


U *805 . 

Finished,  per  dozen 

N.  P.,  “ 

Inch  % 

25.00 

% 

32.00 

X 

44.00 

U -005. 

28.50 

35.50 

48.00 

U-806. 

Finished,  “ 

27.00 

34.00 

46.00 

U -806 . 

N.  P.,  “ 

30.50 

37.50 

50.00 

If  with  Stuffing  Box  add,  per  dozen 

2.00 

2.00 

3.00 

COMPRESSION  BIBBS-LOOSE  KEY. 


U-807.  PLAIN— FOR  LEAD  PIPE. 


U-808.  PLAIN  — FOR  IRON  PIPE. 


To  obtain  list  prices  on  Loose  Key  Bibbs  add  to  list  prices  on  Regular  Patterns,  as  follows-. 

Inch 

Plain  and  Hose  End  for  L.  P.,  per  dozen 

“ I.P., 

Flange  and  Thimble  for  L.  P.,  “ 

Flange  Nut  and  Bent  Coupling,  “ 

Three  Keys  furnished  with  each  dozen  Cocks, 


X 

% 

1 

6.00 

6.00 

7.00 

8.00 

6.00 

6.00 

7.00 

8.00 

7.00 

7.00 

7.00 

7.00 

7.00 

7.00 
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COMPRESSION  WASH  TRAY  BIBBS. 


U-809.  FOR  LEAD  PIPE. 


u-809.  Finished,  per  dozen 

U-809.  N.  P.,  “ 

u-8  10.  Finished,  “ 

u-810.  N.  P.,  “ 

If  with  Stuffing  Box  add,  per  dozen 


U"81  1.  FLANGED  — FOR  IRON  PIPE— MALE. 


U-81 1 . 
U-81  2. 
U-81 1 . 
U-81  2. 


} 

} 


Finished,  per  dozen 

N.  P.,  “ 

If  with  Stuffing  Box  add,  per  dozen 


U-810.  FOR  IRON  PIPE  WITH  SHOULDER. 


1 / 

% 

% 

12.00 

14.00 

19.00 

14.50 

16.50 

21.50 

14.00 

1 6 00 

21.00 

16.50 

18.50 

23.50 

2.00 

2.00 

3.00 

FLANGED 

FOR  IRON 

PIPE- 

FEMALE. 

Inch 

K 

% 

% 

17.00 

19.50 

27.00 

10.50 

22.00 

29.50 

2.00 

2.00 

3.00 

u-8i 3 . Finished,  per  dozen 

u-ei  3.  N.  P.,  “ 

u-8i  a.  Finished,  “ 

U-81  4.  N.  P.,  “ 

If  with  Stuffing  Box  add,  per  dozen 


FLANGE 

NUT 

AND 

BENT 

COUPLING 

Inch 

1 / 

% 

% 

i 

1 

9.00 

.00 

30.00 

53 

.00 

o 

2.50 

25 

.50 

34.00 

57, 

.00 

2 

6.00 

33 

.00 

46 . 00 

O 

:9 . 50 

36 

.50 

50.00 

2.00 

‘7 

.00 

3.00 

Note. — Side  Handle  Wash  Tray  Bibbs,  list  same  as  above. 
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COMPRESSION  BATH  BIBBS. 


Inch  % 

% 

% 

1 

U-81 5. 

Finished,  per  dozen 

22.00 

26.00 

36.00 

59.00 

U - 0 1 5. 

N.  P.,  “ 

. . , 25.50 

29.50 

40.00 

63.00 

U-81  6. 

Finished,  “ 

. 29.00 

37.00 

52.00 

U-81 6. 

N.  P.,  “ 

32.50 

40.50 

56.00 

If  with  Stuffing  Box  add,  per  dozen 

2.00 

2.00 

3.00 

4.00 

Inch  K H X 1 


U-01  7.  i 
U-018.  ) 

Finished,  per  dozen 

19.50 

23.50 

33.00 

54.00 

U-8  1 7.  ) 

N P , “ 

23.00 

27.00 

37.00 

58.00 

u-e  i e.  ( 

If  with  Stuffing  Box  add,  per  dozen 

2.00 

2.00 

3.00 

4.00 
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COMPRESSION  DOUBLE  BATH  COCKS. 


NO.  1.— WITH  JEWEL  CUP. 


U-819. 


NO.  2. -WITH  CHAIN  STAY. 


U-820. 


Nickel  Plated,  each 


7.50  Nickel  Plated,  each 

If  with  Stuffing  Boxes,  add  50  cents  each. 


7.50 


NO.  3. -PLAIN. 


NO.  5.— WITH  FRONT  HANDLES. 


U-821 . 


U-822. 


Nickel  Plated,  each 


6.50  Nickel  Plated,  each 


5.50 


If  with  Stuffing  Boxes,  add  50  cents  each. 


192 


THE  MILNER  & KETTIG  COMPANY. 


COMPRESSION  BASIN  COCKS. 


U-823.  T HANDLE. 


SMALL  PATTERN. 


Prices Net 


U-824.  CROSS  HANDLE. 


LARGE  PATTERN. 


Prices 


U-825.  T HANDLE. 


U-826.  CROSS  HANDLE. 
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COMPRESSION  BASIN  COCKS. 


U-827.  LOW  DOWN. 


N.  P.,  per  dozen 21.00 

For  Stuffing  Box  add,  per  dozen 2.00 


N.  P.,  each 10.00 


U-829.  SINGLE. 
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COMPRESSION  SHAMPOO  COCKS. 


Nickel  Plated,  each 15.00 


COMPRESSION  URINAL  COCKS. 


U-832.  for  lead  pipe. 


Inch  % % 

Finished,  per  dozen 18.00  20.00 

N.  I*.,  “ 21.00  23.00 


U-833.  FOR  IRON  PIPE. 


Inch  yz  % 

Finished,  per  dozen 19.00  21.00 

N.  1\,  " 22.00  24.00 


If  with  Stuffing  Box  add,  per  dozen,  $2.00. 
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COMPRESSION  URINAL  COCKS. 


Inch 

u -834 . Finished,  per  dozen 27.00 

u -834 . N.  P.,  “ 33.00 

With  Thimble  for  Iron  Pipe  add,  per  dozen 3.00 

u-835.  Finished,  per  dozen 35.00 

U -835 . N.  P.,  “ 41.00 

If  with  Stuffing  Box  add,  per  dozen 2.00 


COMPRESSION  URINAL  COCKS. 

LOOSE  KEY. 


U-836. 

U-836. 

U -837 . 
U "837. 


U-836.  FOR  LEAD  PIPE. 


Finished,  per  dozen 

N.  P.,  “ 

Finished  “ 

N.  P.,  “ 

Flange  and  Thimble,  Finished,  per  dozen 

“ “ N.  P.,  “ 

Flange  Nut  and  Bent  Coupling,  Finished,  per  dozen 
“ “ “ “ N.  P., 


U-837.  FOR  IRON  PIPE. 

Inch  12 

24.00 

27.00 

25.00 

28.00 

33.00 

39.00 

41.00 

47.00 


% 

21 1 . 1 10 

29.00 

27.00 

30.00 
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COMPRESSION  STOP  AND  STOP  AND  WASTE  COCKS. 


U-838.  STOP— FOR  LEAD  PIPE. 

Inch 

u-838.  Finished,  per  dozen 

U-838.  N.  P.,  “ 

u-838.  Rough,  “ 

If  with  Stuffing  Box  add,  per  dozen 

u-839.  Finished,  with  S.  B.,  “ 

U-839.  N.  P.,  “ “ “ 

U-839.  Rough,  “ “ “ 


U-839.  STOP  AND  WASTE— FOR  LEAD  PIPE. 


% 

1/ 

% 

% 

1 

U4 

11.00 

12. 

.00 

14. 

,00 

22.00 

36, 

.00 

56.00 

96.00 

13.00 

14. 

.50 

16, 

.50 

24.50 

39. 

.00 

10.50 

11. 

,50 

CO 

H 

,00 

21.00 

32. 

.00 

48.00 

84.00 

2.00 

2 

.00 

2 

.00 

3.00 

4 

.00 

16 

.50 

19 

.50 

27.00 

44 

.00 

10, 

.00 

22 

.00 

29.50 

47 

.00 

15. 

.00 

Is. 

.oo 

25.50 

42 

.00 

U-040. 

U-840. 

U-040. 


U -04 1 . 
U - 04 1 . 
U-841 . 


U-840.  STOP— FOR  IRON  PIPE. 

Finished,  per  dozen 

N.  P.,  “ 

Rough.  “ 

If  with  Stuffing  Box  add,  per  dozen 
Finished,  with  S.  B.,  “ 

N.  P.,  “ 

Rough,  “ “ “ 


Inch 


u- 

84 

1 . 

STOP  , 

AN  D 

WASTE—  FO 

R IRON 

PIPE. 

% 

X. 

S/R 

% 

1 

1/4 

13. 

.00 

14. 

,00 

16. 

00 

24. 

.00 

40.00 

60.00 

102.00 

15. 

.00 

16. 

,50 

18. 

50 

26. 

50 

43.00 

12. 

,50 

13. 

50 

15. 

00 

23. 

00 

36.00 

52.00 

90.00 

*> 

.00 

2 

.00 

2 

.00 

3 

.00 

4.00 

18 

50 

21 

.50 

29. 

.00 

48.00 

21 

.00 

24 

.00 

31 

.50 

51.00 

17 

.00 

20 

.00 

27 

.50 

46.00 

u 

-842.  .STOP-FOR  LEAD  AND  IRON  PIPE. 

u 

-843. 

STOP  AND 

WASTE- 

FOR  L.  4 1 

. PIPE. 

Inch 

/8 

1/ 

% 

% 

1 

U -842 . 

Finished,  Tier  dozen 

12.00 

13.00 

15.00 

23.00 

38.00 

U - 842 . 

N.  I’.,  “ 

14.00 

15.50 

17.50 

25.50 

41.00 

U -842 . 

Rough,  “ 

11.50 

12.50 

14.00 

22.00 

34.00 

If  with  Stuffing  Box  add,  per  dozen 

2.00 

2.00 

2.00 

3.00 

4.00 

U -043. 

Finished,  per  dozen 

17.50 

20.50 

28.00 

46.00 

U -043. 

N.  1\,  “ 

20.00 

23.00 

30.50 

49.00 

U -843. 

Rough,  “ 

16.00 

19.00 

26.50 

44.00 
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COMPRESSION  STOPS. 


ANGLE. 


U-844.  ROUGH  — FOR  LEAD  PIPE.  U-845.  FINISHED— FOR  IRON  PIPE. 


Inch  % 

% 

Y\ 

U-844. 

Rough,  per  dozen  

12.00 

19.00 

U-845. 

Finished,  “ 

24.00 

U-845. 

N.  P.,  “ 

16.50 

26.50 

If  with  Stuffing  Box  add,  per  dozen 

2.00 

2.00 

3.00 

COMPRESSION  STOPS. 


LOOSE  KEY. 


U-846.  FOR  LEAD  PIPE. 


U-846. 

Finished,  per  dozen. . 

U-846. 

N.  P„ 

U-846. 

Rough,  “ 

U -847. 

Finished,  “ 

U -847. 

N.  P„ 

U - 847 . 

Rough,  “ 

847. 

FOR 

IRON 

PIPE. 

% 

% 

% 

1 

18.00 

20 

.00 

28.00 

44.00 

20.50 

22 

.50 

30.50 

47.00 

17.00 

19 

.00 

29.00 

40.00 

20.00 

99 

.00 

31.00 

48.00 

22.50 

24 

.50 

33 . 50 

51.00 

19.00 

21 

.00 

30.00 

46.00 

Finished,  per  dozen 
N.  P., 


Three  Keys  furnished  with  each  dozen  Stops. 


198 


THE  MILNER  & KETTIG  COMPANY. 


COMPRESSION  HYDRANT  COCKS. 


U-849.  FOR  LEAD  PIPE. 


Per  dozen 


Inch 


20.00 


X 

22.00 


X 

24.00 


1 

40.00 


U_850.  FOR  LEAD  AND  IRON  PIPE. 


U-851 . FOR  IRON  PIPE. 


u -850 . Per  dozen 


U-851 


Inch  % 

20.50 

21.00 


X 

23.00 

24.00 


% 

25.00 

20. 00 


1 

41.50 

43.00 
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COMPRESSION  HOPPER  COCKS. 


STRAIGHT. 


U-852.  FOR  LEAD  PIPE. 

U-853.  FOR  LEAD  AND 

IRON 

PI  PE. 

Inch 

% 

M 

U "85  2 . 

Finished  Flange  and  Handle,  per  dozen. 

18.00 

21.00 

28.00 

U-852. 

N.  P.  “ “ “ “ 

20.50 

23.50 

30.50 

U "853 . 

Finished  “ “ “ “ 

18.50 

22.00 

29.00 

U -853. 

N.  P.  “ “ “ “ 

21.00 

24.50 

31.50 

If  with  Stuffing  Box  add,  “ 

2.00 

2.00 

3.00 

U-8S4. 
U -054. 

U-855. 
U -85  5 . 


ANGLE. 


U-854.  FOR  LEAD  PIPE. 

U-855.  FOR  LEAD  AND 

IRON 

PI  PE. 

Inch  % 

% 

M 

Finished  Flange  and  Handle,  per  dozen 

16.00 

19.00 

24  00 

N.  P.  “ “ “ “ 

18.50 

21.50 

26.50 

Finished  “ “ “ “ 

17. a> 

20.00 

26.00 

N.  P.  “ “ “ “ 

19.50 

22.50 

28.50 

For  Iron  Pipe  Male  Thread,  same  as  U-855. 

If  with  Stuffing  Box  add,  per  dozen 

; 2.00 

2.00 

3.00 
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COMPRESSION  SILL  COCKS. 


U -856. 
U -856. 

U -057. 
U -057. 


U -050 . 
U -050 . 


U“856.  STRAIGHT. 


U-857.  ANGLE. 


Finished,  per  dozen 
N.  P„ 

Finished,  “ 

N.  P., 


Inch  % % 

22.00  24.00 

25.00  27.00 

28.00  28.00 

32.00  32.00 


COMPRESSION  SILL  COCKS. 

LOOSE  KEY. 


U-858.  ANGLE. 


Inch  % 

Finished,  per  dozen 34.00 

N.  1\,  “ 38.00 

Straight,  Finished,  per  dozen 28.00 

“ N.  P„  “ 31.00 


34.00 

38.00 

30.00 

33.00 


Three  Ive-\s  furnished  with  each  dozen  Cocks. 


COMPRESSION  BALL  COCKS. 


U-859.  FOR  LEAD  PIPE. 


Inch 

u-859.  Lead  Pipe,  per  dozen .... 

u -860 . Iron  Pipe,  “ 

With  Nut  and  Bent  Coupling,  per  dozen  . .. 


U-860.  FOR  IRON  PIPE. 


A % K 1 2 

12.00  14.00  20.00  34.00  50.00  80.00  150.00 

14.00  10.00  22.00  37.00  00.00  80.00  100.00 

27.00  34.00  46.00 
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FULLER  BIBBS. 


U-861.  PLAIN  — FOR  LEAD  PIPE. 

U-862. 

HOSE 

END— FOR 

LEAD  PIPE 

Inch 

\/ 

K 

1 

18.00 

20.00 

20.00 

30.00 

22.00 

24.00 

32.00 

40.00 

21.00 

24.00 

30.00 

40.00 

U -862 . N.  P..  “ 

25.00 

28.00 

30.00 

50.00 

U -863 . 

Finished,  per  dozen.. 

U -863. 

N.  P., 

U -364. 

Finished,  “ 

U -36  4. 

N.  P., 

HOSE 

END-FOR 

1 . P—  w 

ITH  SHOU 

LDER 

Inch 

% 

X 

i 

21 .00 

24.00 

30.00 

40.00 

25.00 

28.00 

30.00 

50.00 

24.00 

28.00 

34.00 

44.00 

28.00 

32.00 

40.00 

54.00 

Iron  Pipe,  no  Shoulder,  same  list  prices  as  I.  P.  with  Shoulder. 
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FULLER  BIBBS. 

FLANGED. 


U-865.  PLAIN— FOR  IRON  PIPE— MALE.  U"366.  HOSE  END— FOR  IRON  PIPE— MALE 


Inch  % %,  % 1 


U-865. 

U-865. 

Finished,  per  dozen  

N.  P.,  “ 

24.00 

30.00 

26.00 

32.00 

33.00 

40.00 

44.00 

54.00 

U - 866 . 

Finished  “ 

27  00 

SO . 00 

37.00 

4S.00 

U -866. 

N.  P„  “ 

33.00 

30.00 

44.00 

58.00 

U-867 

. P LA  IN  “FOR  IRON  PIPE— FEMALE. 

U-868.  HOSE  END— 

FOR  IRON 

PI  PE— 

FEMALE. 

Inch  % 

y& 

X 

1 

U -867. 

Finished,  per  dozen 

24.01) 

20.00 

33.00 

44.00 

U-867. 

N.  P„  “ 

30.00 

32.00 

40.00 

54.00 

U -868. 

Finished,  “ 

27.00 

30.00 

37.00 

48.00 

U -868 . 

N.  P„  “ 

33 . 00 

30.00 

44.00 

58.00 

FLANGE  AND  THIMBLE. 


U-869.  PLAIN  — FOR  LEAD  PIPE. 


u-869.  Finished,  per  dozen 
U-869.  N.  I’.,  “ 

u -870 . Finished,  “ 

N.  P., 


Inch 


X 

% 

X 

1 

20.00 

28.00 

30.00 

48.00 

34.00 

42.00 

58.00 

20.00 

32 . 00 

40.00 

52.00 

38.00 

40.00 

62.00 

U - 8 70 . 
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FULLER  BIBBS. 

FLANGE  AND  THIMBLE. 


U-871.  PLAIN  — FOR  IRON  PIPE.  U-872.  HOSE  END— FOR  IRON  PIPE. 


Inch 

1/ 

% 

% 

i 

U "07 1 . 

Finished,  per  dozen 

29 

.00 

.00 

40.00 

52. 

,00 

U-871 . 

N.  I’.,  “ 

35 

.00 

38 

.00 

46.00 

62. 

.00 

U-872. 

Finished,  “ 

.00 

36 

.00 

44.00 

56. 

.00 

U -072. 

N.  P„  “ 

38. 

,00 

42 

.00 

50.00 

66. 

.oo 

FLANGE,  NUT  AND  BENT  COUPLING. 


U“873.  PLAIN. 

U-874. 

HOSE 

END. 

Inch  % 

% 

1 

U -873 . 

Finished,  per  dozen 

40.00 

54.00 

72.00 

U-873. 

N.  P.,  “ 

41.00 

46.00 

60.00 

82.00 

U -874. 

Finished,  “ 

38.00 

44.00 

58.00 

76.00 

U-874. 

N.  P„  “ 

44.00 

50.00 

64.00 

86 . 00 

FULLER  WASH  TRAY  BIBBS. 


Inch  % % 
....  20.00  22.50 
24.00  26.50 


% 1 

30.00  40.00 

36.00  50.00 


Finished,  per  dozen 
N.  1\. 
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FULLER  WASH  TRAY  BIBBS. 


U-876.  FOR  IRON  PIPE— WITH  SHOULDER. 


Inch  % % % 

Finished,  per  dozen  23.00  20.50  34.00 

N.  P.,  “ 27.00  30.50  40.00 


Iron  Pipe,  no  Shoulder,  same  list  prices. 


1 

44.00 

54.00 


WITH  FLANGE. 


U-877.  FOR  IRON  PIPE— MALE 


u-877.  Finished,  per  dozen 
U-877.  N.  I'., 

u - 8 78 . Finished,  “ 
u - 8 7 8 . N.  P., 


U-878. 


FOR  IRON  PIPE— FEMALE. 


% 

H 

1 

20. 

00 

28. 

50 

Q7 
O 1 , 

.00 

48. 

.00 

32 

.00 

34. 

50 

43 

.00 

58, 

.00 

20, 

.00 

28. 

50 

3 / 

.00 

48. 

.00 

32 

.00 

34. 

50 

43 

.00 

58 

.00 

FLANGE  AND  THIMBLE.  FLANGE,  NUT  AND  BENT  COUPLING. 


U-879.  FOR  LEAD  PIPE.  U“880. 


Inch 

% 

% 

1 

U -079. 

Finished,  per  dozen 

20.00 

28.00 

30.00 

50.00 

U - 0 79 . 

N.  I\,  “ 

32.00 

34.00 

42.00 

00.00 

Flange  and  Thimble  for  Iron  Pipe  add,  per  dozen 

3.00 

4.00 

4.00 

4.00 

U-000. 

Finished,  per  dozen 

40.00 

54.00 

74.00 

U-00O. 

N.  P„  “ 

41.00 

40.00 

00.00 

84.00 
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FULLER  BATH  BIBBS. 


U-88 1 . FLANGED— FOR  IRON  PIPE  — MALE. 


Finished,  per  dozen 
N.  P., 


Inch 


24.00 

30 . 00 


78 

20.00 

32.00 


% 

33 . 00 

40.00 


1 

44.00 

54.00 


Iron  Pipe,  Female,  same  list  prices. 


U -882 


Finished,  per  dozen 
N.  I'., 


For  Iron  Pipe  add,  per  dozen 


Inch 

% 

L 

1 

25.00 

28.00 

34.00 

48 . ( 10 

31.00 

34.00 

40.00 

56.00 

3.00 

4.00 

4.00 

4.00 

U-383.  FLANGE,  NUT  AND  CENT  COUPLING. 


Finished,  per  dozen. . . 
N.  P„ 


Inch 


H 
34 . 00 
4o. (10 


8 

40.00 

40.00 


L 

52.00 

58.00 


1 

72.00 
80.  (0 
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FULLER  DOUBLE  BATH  COCKS. 


NO.  4lA— WITH  GILT  JEWEL  CUP. 


U-884. 


Nickel  Plated,  each 


12.00 


No.  7-WITH  JEWEL  CUP. 


U -885. 


Nickel  Plated,  each 


9.00 
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FULLER  BASIN  COCKS. 


NO.  0. 


U-886. 


Nickel  Plated,  per  dozen 40.00 


No.  1. 


NO.  2. 


U -887. 


U-888. 


Nickel  Plated,  per  dozen. 


40.00  Nickel  Plated,  per  dozen.  . . 


44.00 
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FULLER  BASIN  COCKS. 


NO.  3. 


U-889. 

Nickel  Plated,  per  dozen 


NO.  4. 


U-890. 

54.00  Nickel  Plated,  per  dozen 


No.  1 2. 


No.  13— LOW  DOWN. 


U-892. 


Nickel  Plated,  per  dozen 


64.00 


60.00 
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FULLER  BRACKET  BASIN  COCKS. 


u - 893  Nickel  Plated,  per  dozen 48.00 

u -893.  “ “ with  Shampoo  Sprinkler,  per  dozen 00.00 

u - 894.  “ “ per  dozen 60.00 


FULLER  DOUBLE  BASIN  AND  SHAMPOO  COCKS. 


DOUBLE  BASIN  COCK. 


U-895. 

Nickel  Plated,  each 13.00 

If  with  Ebony  Handles,  add  $2.00. 


DOUBLE  SHAMPOO  COCK. 


U-896.  EBONY  HANDLES. 


Nickel  Plated,  each % 16.00 

If  with  Brass  Handles,  deduct  $2.00. 
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FULLER  PANTRY  COCKS. 


U-899. 


N.  P.,  each 

If  with  Ebony  Handles  add,  each 


13.00 

2.00 


Add  for  Hose  Ends  on  above  cocks,  each 
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FULLER  URINAL  COCKS. 


U -900 . 

U-900.  FOR  LEAD  PIPE. 

Finished,  per  dozen 

U-901.  FOR  IRON  PIPE. 

Inch  % 

27.00 

% 

31  00 

U 900. 

N.  P “ 

29.50 

33.50 

U-  01. 

Finished  “ 

30.00 

34.00 

U 901  . 

N.  P.,  “ 

32.50 

36.00 

U-902.  flange  and  thimble. 


u -902 . Finished,  per  dozen 

U-902.  N.  P.,  “ 

u-903.  Finished,  “ 

U -903 . N.  P.,  “ 


U-903.  FLANGE,  NUT  AND  BENT  COUPLING. 

Inch  % % 

36.00  43.00 

42.00  50.00 

43.00  54.00 

40.00  61.00 
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FULLER  BALL  COCKS. 


U -904.  FOR  LEAD  PIPE. 


— With  Balls — , 
Inch  % 

For  Lead  Pipe,  per  dozen 27.00  34.00 

For  Iron  Pipe,  “ 32.00  38.00 


% 

50.00 

56.00 


-Without  Balls , 

i \yA 

60.00  75.00  90.00 

68.00  85.00  100.00 


FULLER  STOPS. 


U-905.  FOR  LEAD  PIPE. 


U-906.  FOR  IRON  PIPE. 


U-907.  FOR  LEAD  AND  IRON  PIPE. 


Inch  L, 

% 

3A 

1 

1 X 

2 

U-905. 

Rough,  per 

dozen . . 

18.00 

21.00 

25.00 

36 . 00 

60.00 

70.00 

135.00 

U-905. 

Finished, 

“ 

20.00 

24.00 

28.00 

40.00 

65.00 

75.00 

150.00 

U-905. 

N.  P., 

“ 

25.00 

30.00 

34.00 

50.00 

U-906. 

Rough, 

“ 

19.00 

23.00 

27.00 

39 . 00 

64.00 

76.00 

145.00 

U-906. 

Finished, 

“ 

21.00 

26.00 

30.00 

43.00 

70.00 

82.00 

175.00 

U-906. 

N.  1\, 

“ 

26.00 

32.00 

36.00 

53.00 

U-907. 

Rough, 

“ 

18.50 

22.00 

26.00 

37.50 

62.00 

73.00 

140.00 

U-907. 

Finished, 

“ 

20  50 

25.00 

29.00 

41 .50 

67.00 

78.00 

162.00 

U-907. 

N.  P., 

“ 

25  50 

31  00 

35.00 

51 .50 
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FULLER  HOPPER  COCKS. 


U -908 . 

Rough,  Finished  Flange  and  Handle,  per  dozen 

Inch  ^ 

21.00 

% 

25.00 

% 

32.00 

U-908. 

“ N.  P.  " 

25.00 

30.00 

38 . ( )0 

U -909 . 

“ Finished  “ “ “ “ 

23,00 

28.00 

35.00 

U -909 . 

“ N.  P.  “ “ “ “ 

27.00 

33.00 

41 .00 

U-91 0. 

“ Finished  “ “ “ “ 

22.50 

20 . 50 

34 . 00 

U-91 0. 

“ N.  P.  “ “ “ “ 

26.50 

31.50 

40.00 

FULLER  REPAIRS. 


BALL.  STEM  WITH  BALL. 


U-913.  U-914 


Inch  % 

% 

% 

1 

U-913.  Per  dozen 

3.00 

3.00 

4.00 

6.00 

U-914,  “ 

3.00 

4.00 

6.00 
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SELF  CLOSING  BIBBS. 

TELEGRAPH  HANDLE 


U-91  5.  PLAIN  — FOR  LEAD  PIPE. 

U-916.  PLAIN  — FOR 

IRON  PI 

PE— SHOU  LDER 

Inch  % 

34 

% 

% 

U-91 5. 

Finished,  per  dozen 

13.00 

17.00 

20.00 

26.00 

U-91 5. 

N-  P-,  “ 

17.00 

19.50 

22.50 

28.50 

U-91 6. 

Finished,  “ 

10.00 

18.00 

21.00 

28.00 

U-91  6. 

N.  P.,  “ 

18.00 

20.50 

23.50 

30.50 

Iron  Pipe,  no  Shoulder,  same  list  prices  as  U-91G. 


U-917.  PLAIN  — FLANGE  AND  THIMBLE.  U"918.  PLAIN  — FLANGE,  NUT  AND  BENT  COUPLING. 


Inch  % 3a  % K 


U-917. 

U-91 7. 

Finished,  per  dozen 

N.  I\,  “ 

22.00 

24.00 

26.00 

28.50 

30.00 

32.50 

42.00 

44.50 

U-91 8 . 

Finished , “ 

28.00 

33.00 

41.00 

58.00 

U-9 1 8. 

N.  P..  “ 

30.00 

35.50 

43.50 

60.50 

Add  for  Hose  Ends  on  above  Bibbs,  per  dozen,  $4.00. 
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TELEGRAPH  HANDLE  SELF  CLOSING  WORK. 


U-919. 


Finished,  per  dozen 24.00 

N.  P.,  “ 27.00 


ANGLE  HOPPER  COCKS. 


U-920.  FOR  LEAD  PIPE. 


Inch 

u-92?  } Finislicd.  Flange  and  Handle,  per  dozen 24.00  26.00  30.00 

U-920.  I.w  p ■>  *•  ii  u 

U -92 1 . ) 1 • • 

FOR  LEAD  AND  IRON  PIPE. 

Finished  Flange  and  Handle,  per  dozen 25.00  27.50  32.00 

N.  P.  “ “ “ “ 


LEAD  PIPE— WITH 

LUGS. 

% 

% 

M 

24.00 

26.00 

30.00 

26.00 

28.50 

32.50 

25.00 

27.50 

32.00 

27.50 

29.50 

34.50 

Straight  Pattern  same  list  prices  as  Angle. 
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BOSTON  SELF  CLOSING  BIBBS. 


Inch  % X _ % K 

Finished,  per  dozen.  . 21.00  24.00  27.00  315.00 

N.  P.,  “ ..  25.00  28.00  31.00  38.00 


U-923.  PLAIN  — FOR  IRON  PIPE. 


Inch  X X X X 
Finished,  per  dozen. . 25.00  2S.00  31.00  37.00 
N.  P.,  “ ..  29.00  32.00  35.00  42.00 


U"924.  PLAIN  — FLANGE  AND  THIMBLE.  U-925.  PLAIN  — FLANGE,  NUT  AND  BENT  COUPLING. 

Inch  X X X X Inch  X X % 

Finished,  per  dozen. . 33.00  36.00  39.00  47.00  Finished,  per  dozen 43.00  50.00  62.00 

N p.  “ ..  37.00  40.00  43.00  52.00  N.  P.,  “ 48.00  55.00  67.00 


U*926.  FLANGED— IRON  PIPE— MALE. 

Inch  X b 


Finished,  per  dozen. 
N.  P., 


32.00  35.00 

36.00  39.00 


U-927.  FLANGED— IRON  PIPE— FEMALE. 

Inch  % % 

Finished,  per  dozen 32.00  35.00 

N.  P.,  “ 36.00  39.00 


Add  for  Hose  End  on  above  Bibbs,  per  dozen,  $4.00. 
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BOSTON  SELF  CLOSING  WORK. 


BASIN  COCK. 


U-928. 


PANTRY  COCK. 


Finished,  per  dozen 45  00  Finished,  per  dozen 54.00 

N.  P.,  “ 48.00  N.  P.,  “ 64.00 

Add  for  Hose  End,  per  dozen  4.00 


STOPS. 


U-930.  FOR  LEAD  PIPE. 


u -930.  Finished,  per  dozen 
U-930.  N.  P.,  “ 

u -93 1 . Finished,  “ 

u -93 1 . N.  P.,  “ 


% 

% 

% 

24.00 

27.00 

33.00 

28.00 

31.00 

38.00 

32.00 

35.00 

41.00 

36.00 

39.00 

46.00 

Stops  for  Iron  Pipe  Male  Ends  same  list  prices  as  U-931. 
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BOSTON  SELF 

URINAL 


U-932.  FOR  LEAD  PIPE. 


Finished,  per  dozen 3(5'.  00 

N.  P„  “ 41.00 

If  for  Iron  Pipe  add,  per  dozen 4.00 


CLOSING  WORK. 


COCKS. 


U-933.  FLANGE  AND  THIMBLE. 


Finished,  per  dozen 57.00 

N.  P.,  “ 66.00 

Add  for  F.  N.  and  B.  C.,  per  dozen 6.00 


HOPPER  COCKS. 


U-934.  FOR  LEAD  PIPE. 


U-935.  WITH  PLATE  AND  HANDLE. 


Inch  SH 

Finished,  FI.  and  Ildl.,  per  dozen,  27.00  30.00 
N.  P.  “ " “ 30.00  33.00 

If  for  I.  I’.,  one  end,  add,  “ 4.00  4.00 


Inch  % 
60.00 


Finished,  FI.  and  Hdl.,  per  dozen 
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DOHERTY  SELF  CLOSING  BIBBS. 


U-936.  FOR  LEAD  PIPE. 

Inch 


Finished,  per  dozen 24.00 

N.  P.,  “ 30.00 


% 

27.00 

33.00 


U-937. 

FOR  IRON  PIPE 

Inch  % 

% 

Finished, 

per  dozen.. 

27 . 00 

30.00 

N.  P., 

“ 

33.00 

30.00 

U-938. 
U -938 . 


U-939. 
U -939 . 


Inch  % % 

Finished,  per  dozen  34.00  37.50 

N.  P.,  “ 41  00  44.50 

Finished,  “ 41.00  48.50 

N.  P„  “ 48.00  55.50 

Flanged,  for  Iron  Pipe,  Male — Finished,  per  dozen 31.50  35.00 

“ “ “ “ N.  P.,  “ 37.50  41.00 

“ “ “ Female — Finished,  “ 31.50  35.00 

“ “ “ “ N.  P.,  “ 37.50  41.00 


Add  for  Hose  Ends  on  above  Bibbs,  per  dozen,  $ 4 00. 
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DOHERTY  SELF  CLOSING  WORK. 


Finished,  per  dozen 
N.  1\, 


42.00  Finished,  per  dozen 

48.00  N.  P.,  “ 


00.00 

09.00 


STOPS. 


Inch  % % 

Finished,  per  dozen 24.00  27.00 

N.  p.,  “ 30.00  33.00 


U-943.  FOR  IRON  PIPE. 


Inch  % % 

Finished,  per  dozen 30.00  33.00 

N.  P.,  “ 30.00  39.00 
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DOHERTY  SELF  CLOSING  WORK. 


URINAL  COCKS. 


HOPPER  COCKS. 


U-946.  ROUGH  — FOR  LEAD  PIPE. 


With  Finished  Flange,  per  dozen 28.00 

" N.  P,  “ " 84  00 


U-947.  ROUGH  — FOR  IRON  PIPE. 

With  Finished  Flange,  per  dozen 30.00 

“ N.  P.  “ “ 36.00 


U -944.  FOR  LEAD  PIPE. 


Finished,  per  dozen  35.00 

N.  P.,  “ 41.00 

If  for  I.  P.  add,  per  dozen 4.00 


w 

U -945.  FLANGE,  NUT  AND  BENT  COUPLING 

F'inished,  per  dozen 63.00 

N.  P.,  “ 72.00 

If  with  F.  and  Thimble  deduct,  per  dozen,  6.00 
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“CORNELL”  SELF  CLOSING  WORK. 


BIBBS. 


U-948.  FOR  IRON  PIPE. 


For  Lead  Pipe,  Finished,  per  dozen 
“ “ “ X.  P., 

“ Iron  “ Finished, 

“ “ “ N.  P., 


% 

% 

18.50 

20.50 

25.00 

21.50 

23.50 

28.00 

21.50 

25.00 

20.00 

24.50 

28.00 

32.00 

BASIN  COCKS. 


REGULAR  PATTERN. 


U -949. 


LOW  DOWN. 


U-950. 


Nickel  Plated,  per  dozen 


30.00 


Nickel  Plated,  per  dozen 


36.00 
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NO.  1 . 


U-951.  U-952. 

Finished,  per  dozen 

N.  P.,  “ 


CHAIN  STAYS. 


NO.  2.  NO.  3. 


U-953.  U-954. 

Number  0 1 

2.00  2.00 

2.50  2.50 


NO.  4. 


U-955. 


3.00  3.50  5 . 50 
3.75  4.25  6.50 


NO.  5. 


NO.  6— WITH  JEWEL  CUP. 


U-956.  U-957. 


Finished,  per  dozen 
N.  P., 


U -958. 

Number  5 6 

7.00  8.00 

8.00  9.00 


10.00 

12.00 


8 9 Finished,  per  dozen 

24.00  60.00  N.  P„  “ 

27.00  72.00 


Finished,  per  dozen 
N.  I5.,  '» 


Number 


3.50 

4.50 
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CHAIN. 

SAFETY.  JACK. 

IN  PACKAGES  OF  12  YARDS  EACH. 


U-963.  no.  o. 

Brass,  per  package 1.50 

N.  P.,  “ 1.60 


U-966.  no.  20. 

Brass,  per  package 50 

N.  P„  “ 63 

U-967.  no.  i6. 

Brass,  per  package 86 

N.  P.,  “ 1.07 


U-964.  no.  i. 

Brass,  per  package 1.85 

N.  P.,  “ 1.95 


Brass,  per  package 1.85 

N.  P.,  “ 1.95 


U -968.  no.  i4. 

Brass,  per  package 1.35 

N.  P.,  “ 1.69 


Brass,  per  package 1.35 

N.  P.,  “ 1.69 


U-965.  No.  2. 

Brass,  per  package. 2.30 

N.  P.,  “ 2.40 


U-969.  No.  14.  — DOUBLE. 

Brass,  per  package 

N.  1\,  “ 


1 .90 
2.38 


Plated  Safety  Chain  on  Reels  of  500  feet,  per  100  feet,  Chain  and  Reel 4.50 


CHAIN  — FOR  HOPPER  AND  S.  AND  W.  COCKS,  ETC. 


U-970. 

Red  Metal,  per  foot,  net. 08  Steel,  per  foot,  net. 


.04 


CHAINS  AND  SNAPS. 


U-971. 

Basin,  per  dozen,  No.  0 

Bath,  “ No.  I 

Wash  Tray,  “ No.  I 


Brass  N.  P. 
1.00  1.15 
1.60  1.75 
1.40  1.55 


CHAIN  SNAPS  OR  SPLIT  LINKS. 

U-972. 


Brass,  per  dozen 1.00 

N.  I’.,  “ 1.00 


S"  HOOKS. 


U-973. 


Brass,  per  dozen  1.00 

N.  1\,  “ 1.00 
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BASIN  CLAMPS. 


NO.  1 . NO.  2.  NO.  3. 


U-974.  U-975.  U-976. 


U-974.  U-975.  U-976. 

u-974.  Per  dozen 1.25 

U-975.  “ 1.50 

U-976.  k “ 2.00 


MCVEY. 


u -977 . Per  dozen 

U-978.  “ 


MAGIC. 


U-978. 


2.50 

2.50 


MUELLER. 


u-979.  Per  dozen 
U-980  “ 


SUPERIOR. 


U-980. 


1.00 

1.00 
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PLUGS  WITH  METAL  STOPPERS. 


BASIN  PLUG,  COM  MON  OVERFLOW. 


BASIN  PLUG,  PATENT  OVERFLOW. 


Finished,  per  dozen 8.00  Finished,  per  dozen 9.00 

N.  R,  “ 8.50  N.  P„  “ 9.50 


PLUG  FOR  SLATE,  SOAPSTONE  OR  EARTHEN  WASH  TRAYS. 


U-983. 


Inch  1 

IX 

2 

Finished,  per  dozen  

15.00 

1G.00 

20.00 

40.00 

N.  I\,  “ 

17.00 

19.00 

29.00 

44.00 

SINK  OR  BATH  PLUG. 


U-984. 


Inch  % 

u-984.  Finished,  per  dozen 2.00 

U-984.  N.  I\,  “ 2.50 

u -985 . Finished,  “ 

N.  P.,  “ 


WASH  TRAY  PLUG. 


U-985. 


m 

o 

-H 

3 

4 

3.00 

4.00 

7.00 

15.00 

18.00 

30.00 

3.50 

4.50 

8.00 

17.00 

21.00 

40.00 

0.00 

7.00 

10.00 

17.00 

22.00 

44.00 

7.50 

8.75 

13.00 

20.00 

25.00 

47.50 

U-985. 


1 

2.50 

3.00 
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PLUGS  WITH  RUBBER  STOPPERS. 


BASIN  PLUG, 
COMMON  OVERFLOW. 


U-986. 

Inch  1 IK 
Finished,  per  dozen,  4.50  7.50 

N.  I\,  “ 5.50  9.00 


BASIN  GRATE. 


U-987. 

Finished,  per  dozen,  12.00 
N.  P.,  “ 13.00 


BASIN  PLUG, 
PATENT  OVERFLOW. 


U-988. 

Inch  1 134 

Finished,  per  dozen,  5.00  9.00 
N.  P.,  “ 6.00  10.50 


PLUG  FOR  SLATE,  SOAPSTON  E 
OR  EARTHEN  WASH 
TRAYS. 


U -989 . 

U -989 . 

U-989. 

F'inished,  per  dozen 

N.  I\,  “ 

U-990. 

Inch  1 

2.50 

U-991 . 

IK  IK 

2.25  3.50 

9 75  4 00 

0 

5.00 

6.00 

U -990 . 

Finished,  “ 

8 00 

9 . 00 

13  50 

20 . 00 

U -990. 

N.  P.,  “ 

<)  00 

10 . 50 

15.00 

22 . 50 

U -99 1 . 

Finished,  “ 

2.50 

3.25 

4.00 

6 On 

U-991  . 

N.  P..  “ 

3.50 

4.25 

5.00 

7.50 

RUBBER  STOPPERS. 


U-992. 


U-993. 


Inch  \ 1 136  IK 

1.00  1.00  1.10  1.20 

u-993.  Per  dozen,  Basin  size,  $4.20;  Bath  size,  $0.00. 


o 

2.50 


-H 

4.  on 


U-992. 


Per  dozen 


IK 

1.60 
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SINK  PLUG. 

FOR  SLATE,  SOAPSTONE  OR 
EARTHEN  SINK. 


Inch  1 1J4  \%  2 
Finished,  per  dozen. . 15.00  16.00  26.00  40.00 
N.  P.,  “ ..  17.00  19.00  29.00  44.00 


BATH  OR  SINK  PLUG. 

FOR  IRON  PIPE  WASTE. 


U-995. 

Inch  1 1^  1 y2  2 

Finished,  per  dozen . . 15.00  18.00  24.00  32.00 
N.  P.,  “ ..16.00  20.00  26.00  34.00 


BATH  PLUG. 


FOR  IRON  BATH  TUB. 


U-996. 


Nickel  Plated,  each 


U-997.  WITH  LOCKNUT  AND  COUPLING. 

Inch  1 

IK 

40.00 

9 

2K 

3 

4 

10.00 

17.00 

21.00 

8.00 

9.00 

12.00 

15.00 

24.00 

30.00 

60.00 

11*999.  N.  P..  “ 

10.00 

11.00 

14.00 

18.00 

27.00 

34.00 

65.00 
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BRASS  GRATES. 


FOR  SLATE,  SOAPSTONE  AND  EARTHEN 
SIN  KS. 


U-IOOO. 


FOR  EARTHEN  SLOP  SINKS. 


Finished,  per  dozen 48.00  Finished,  per  dozen 

N.  F.,  “ 51.00  N.  P„ 


50.00 

53.00 


OVERFLOW-FOR  EARTHEN  SINKS,  WASH 
TRAYS,  ETC. 


U-  1 002. 


Finished,  per  dozen 24.00 

N.  P.,  “ 27.00 


OVERFLOW-FOR  IRON  BATH  TUBS 


U-1003. 


N.  P.,  each 


1 .50 


PLAIN,  FANCY  AND  CONVEX  STRAINERS. 


U-1004.  PLAIN. 


u - 1 004.  Per  dozen 

U - 1 005 . “ 

U-1006.  “ 


Incli 


U-1005.  FANCY.  U-1006.  CONVEX. 


IK 

2 

2K 

3 

3 K 

4 

5 

6 

to 

00 

1.20 

1.45 

1 

.80 

2.40 

3.00 

3.00 

4.80 

9.00 

12.00 

..  .85 

1.20 

1.45 

1 

.80 

2 . 40 

3 . 00 

3.60 

4.80 

9.00 

12.00 

95  1.40 

1.80 

2.40 

3 

.00 

3.00 

4.20 

4.80 

6.00 

12.00 

15.00 

2,30 
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RAISED  BRASS  STRAINERS. 


u- 

1007.  WITH  FLANGE. 

U-1008.  WITH  TRAP  SCREW 

Inch  2 

u- 

1009. 

3 

FOR  IRON 

3^ 

PIPE. 

4 

U-1 007. 

Finished,  per  dozen.  . . . 
N.  P.,  “ 

8 . (Ill 

12.00 

18.00 

24.00 

U - 1 007. 

10.00 

15.00 

22.00 

30.00 

U-1 008. 

Finished,  “ . . . . 

15.00 

21 .00 

30.00 

48.00 

U-1 008. 

N.  P.,  “ 

17.00 

24. 00 

34.00 

54.00 

U-1 009. 

Finished,  “ . . . . 

13.00 

18.00 

26.00 

44.00 

U-1 009. 

N.  P„  “ 

15.00 

21.00 

30.00 

50.00 

DRIP  CUP  FOR  DRINKING  SLAB. 


BRASS  BELL  TRAP. 

WITH  STRAINER-FOR  URINAL  STALL  BASE. 


U-1010. 


Finished,  each 2.50 

N.  P.,  “ 3.00 


Finished,  Flange  and  Strainer,  each 3.50 

N.  P„  “ “ “ “ 4 00 
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BRASS  URINAL  TRAPS. 


WITH  FLANGE,  NUT  AND  BENT  COUPLING. 


U-1014. 


Finished,  each 5.50 

N.  1\,  “ G.50 


WITH  WASTE  AND  VENT  CONNECTION. 


Finished,  each. . G OO 

N.  P„  “ 7.00 


URINAL  INLET  AND  OUTLET  CONNECTIONS. 

I N LET-STRAIGHT— FOR  LEAD  PIPE. 


U-1016. 


Finished,  each 75 

N.  P.,  “ 1.00 


INLET  STRAIGHT— FOR  IRON  PIPE. 


U-1017. 


Finished,  each 75 

N.  P,  “ 1.0U 


STRAIGHT  WASTE  TO  FLOOR. 


OUTLET. 


INLET. 


WITH  FLANGE,  NUT  AND  BENT 
COU  PLI  NG. 


U-  1 020. 


Finished,  each 
N.  P.. 


1.75  Finished,  each 3.00  Finished,  each 

2.00  N.  P„  “ 3.25  N.  P., 


2.50 

2.75 


232 


THE  MILNER  & KETTIG  COMPANY. 


BRASS  URINAL  STALL  TRIMMINGS. 


ANGLE  CLAMP. 


Finished,  each ....  50 

N.  P.,  “ !00 


CLAMP  FOR  BEDFORDSHIRE  URINALS. 


Finished 

N.  P. 

For  No.  1 Urinals,  each 

.75 

.90 

“ No.  2 “ ' “ 

. 85 

1.00 

“ No.  3 “ “ 

95 

1.10 

URINAL  STIRRUPS. 


U- 1 023.  TOP  OR  BOTTOM  CENTER. 


U " 1 024.  TOP  LEFT  OR  BOTTOM  RIGHT.  U “ 1 0 2 5 . TOP  RIGHT  OR  BOTTOM  LEFT. 


u - 1 o 23 . Each 

U- 1 024.  “ 

U- 1 025.  “ 


Finished  N.  P. 

1.25  1.50 

1.00  1.25 

1.00  1.25 


THE  MILNER  & KETTIG  COMPANY.  233 


BRASS  URINAL  STALL  AND  CLOSET  TRIMMINGS. 


LEG.  LEG. 

FOR  PARTITION  ONLY.  FOR  CORNER. 


U-  1 026. 


U - 1 027. 


U- 1 026. 
U-1 027. 
U-1 028. 
U-1 029. 


Each,  with  Bolts 


LEG.  LEG. 

FOR  PARTITION  AND  FRONT.  FOR  FRONT  ONLY. 


U-1  029. 


Finished. 

3.00 

4.00 

4.50 

3.50 


Nickel  Plated. 

4.00 

5.00 

5.50 

4.50 


URINAL  STALL  BOLTS. 

DOUBLE  HEAD.  SINGLE  HEAD. 


U-1  030. 


U-1  03 1 . 


CLOSET  SCREWS. 


U-1  032. 


ROUND  HEAD 
SLAB  SCREWS. 


U-1  033. 


Finished.  Nickel  Plated. 


u-i  030.  Each 30  .45 

u-i  03i.  “ .20  30 

u-i  032.  Per  dozen,  Solid  Plead 1.35  1.60 

u-i 032 . “ Loose  Head 2.75  3.00 


Inch  1J4  1% 

u-i 033.  Screws  only,  N.  P.,  per  dozen 40  .50 

Washers,  Nickel  Plated,  extra,  per  dozen,  30  cents. 


2 2^ 

60  .75 
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N.  P. 

ROUND  WASHERS. 


N.  P. 

OVAL  WASHERS. 


CLOSET  CLAMPS. 


U- 1 034. 


U- 1 035. 


U- 1 036. 


u - 1 034 . Nickel  Plated,  per  dozen 30 

u - 1 035 . “ “ “ 40 

u - 1 036 . Galvanized  Iron,  “ 60 

u - 1 0 36.  Finished  Brass,  '*  1.20 

u - 1 036 . Nickel  Plated,  “ 1.80 


BRASS  CLOSET  FLOOR  FLANGES. 


Each 1.50 


RUBBER  FLOOR  FLANGE 
GASKETS. 


U-  1 038. 

Each  50 


CLOSET  REPAIR  COUPLINGS. 


THE  “DOYLE.” 


inch,  each 1-50 

2 “ “ . 2.00 


TIIR  MILNER  & KETTIG  COMPANY. 


PLAIN. 


U- 1 042. 


BRASS 


PLUSH. 


U-  1 045.  U- 1 046. 

Prices 


CLOSET  PULLS. 


FLUSH  AND  SUPPLY  PIPES. 

FOR  WATER  CLOSETS. 


SUPPLY. 


1047.  U- 1 048.  U- 1 049.  U 


Net. 


1 050. 
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SUPPORTS  FOR  FLUSH  PIPES. 


U-1 051 . 

u- i 052.  “ each 


SUPPORTS  FOR  SUPPLY  PIPES. 


U-1  052. 


BANDS 

FOR  FLUSH  OR  SUPPLY  PIPES. 


BANDS 

FOR  FLUSH  AND  SUPPLY  PIPES. 


U-1  053. 


U-1  054. 


U-1 053. 
U-1  053. 
U-1 053. 
U-1 053. 
U-1  053. 
U-1  053. 

U-1  054. 
U-  1 054. 
U-1  054. 
U-1  054. 


For  Flush,  Finished,  each Net 

“ N.  P.,  “ 

“ Finished,  with  Buffer,  each 

“ N.  P„  “ “ “ 

Supply,  Finished,  each 

“ ' N.  I’.,  “ 

Finished,  each 

N.  I*.,  “ 

Finished,  with  Buffer,  each 

N.  P.,  “ “ “ 


BRASS  SLIP  JOINT  FLUSH  ELBOWS. 


SPUN  BRASS 

WALL  OR  FLOOR  PLATES. 


j i ...  — - — ■ v 

-JTr  MB8>1 

U-1  055.  U-1  056. 

u-i  055.  N.  I’.,  for  inch  Pipe,  each Net 

U-1  055.  “ “ \l2  “ “ “ “ 

“ “ all  sizes,  Brass  Pipe,  per  dozen  “ 


U-1  056. 
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RUBBER  CLOSET  CONNECTIONS. 


NO.  3-FOR  INCH  FLUSH. 


Ter  dozen 


10.00  Per  dozen 8.25  Per  dozen 


11.00 


NO.  6-FOR  2 INCH  VENT. 


NO.  6AA-FOR  1 Vi  INCH  FLUSH. 


U- 1 060. 


U-1061 


NO.  6A-FOR  2 INCH  VENT. 


U- 1 062. 


Per  dozen 


15.00  Per  dozen.. 15.00  Per  dozen 


15.00 


8.25 


NO.  8-FOR  2 INCH  VENT. 


Per  dozen 


14.00 
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RUBBER  CLOSET  CONNECTIONS. 


NO.  9. 

QUARTER  BEND  AND  OFFSET  FOR 
1J4  AND  INCH  FLUSH. 


U-  1 065. 


IJ4  inch,  per  dozen 18.50 

lj|  “ “ 24.00 


Nos.  10  AND  11. 

45°  ELBOW  AND  OFFSET. 


U-1066.  LEFT.  (No.  10.)  U-1067.  RIGHT.  (No. 1 1 .) 

144  inch,  per  doz., . . 15.00  144  inch,  per  doz.,. . 15.00 

1>|  “ “ ..  18.00  1 44  “ “ ..  IS.  00 


NO.  12.  1 lA  INCH  45°  ELBOW. 


U-1  068. 


0.00 

12.00 


144  inch,  per  dozen  . 


FOR  EARTHEN  HORN  CLOSETS. 


U-1  069. 

Short,  per  dozen 

Long,  “ 

Straight,  “ 


0.00 

8.40 

6.00 


ADJUSTABLE  RUBBER  CLOSET  CONNECTIONS. 


U-1  070. 


U-1  07  1 . 


144  inch,  Long,  per  dozen 0.50 

144  “ Short,  “ ....  6.00 

2 “ “ 10.00 


144  inch,  Long,  per  dozen 
144  “ Short,  “ 


6.50 

6.00 

10.00 
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RUBBER  SUNDRIES. 


OH  LIGER'S  CONNECTIONS. 


c 

U-  1 072. 

Per  dozen 2.00 


BASIN  WASHERS. 


U - 1 074. 

Per  dozen 1.00 


BIBB  WASHERS. 


ROBB'S  CONNECTIONS. 


U- 1 073. 


Per  dozen. 


2.00 


SINK  WASHERS. 


U- 1 075. 


Per  dozen. 


2.00 


U- 1 076.  U- 1 077. 

u - 1 076 . Rubber,  for  %,  %,  % and  1 inch  Bibbs,  per  100 

u-1076.  Fiber,  “ 1 “ “ “ 

u - 1 077 . Rubber,  “ % “ 1 “ “ “ 


Net 


In  ordering,  state  whether  for  hot  or  cold  water. 


RUBBER  SEAT 


U - 1 078. 

U ■ 1 078 . Nos.  1 and  2 

u - 1 079 . Nos.  1,  2 and  3.  . . . 


BUMPERS. 


U- 1 079. 


Net 

Net 
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BOILER  COUPLINGS. 


Inch  % 1 Inch  % M 1 

Plain  Face,  per  dozen ... . 7.50  8.00  11.00  Plain  Face,  per  dozen ... . 8.50  9.00  12.00 

Ground"  “ ....  8.50  9.00  12.50  Ground"  “ . ...  9.50  10.00  13.50 

% inch,  per  set  (3  Bent  and  1 Straight),  Plain  Face,  $2.50;  Ground  Face,  $2.75. 


Inch  % 


Inch 


Plain  Face,  per  dozen 12  50  15.50  Plain  Face,  per  dozen 

Ground"  “ 13.50  17  00  Ground" 


% inch,  per  set  (3  Bent  and  1 Straight),  Plain  Face,  $3.00;  Ground  Face,  $3 
List  prices  on  I.  P.  Boiler  Couplings,  Female  Threads,  same  as  above. 


13.50 

14.50 


25. 


1 

16.50 

18.00 


GALVANIZED,  MALLEABLE  IRON  BOILER  FITTINGS. 


NO.  1— ELBOW. 


NO.  2-ELBOW  WITH  UNION 


U-1  084. 


U-  1 085. 


NO.  3-COUPLING. 


NO.  4-COUPLING  WITH  UNION. 


U-1 004. 
U-1 086. 
U-1  006. 
U-1  007. 


U-1  086. 

Size — Inches Female 

Each 


Male 

U-1  087. 

Female  Male 

Female  Male 

1 

% x M x 1 

x 1 

.40 

.40 

.75 

.60 

.40 

.40 

.75 

.60 
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WATER  BACK  COUPLINGS. 


STRAIGHT— FOR  LEAD  PI  PE—  FE  M A LE. 


U-  1 088. 


Inch 

Plain  Face,  per  dozen 

Ground  “ “ .... 


% 34  1 

6.50  7.00  10.00 

7.50  8.00  11.50 


BENT-FOR  LEAD  PIPE-FEMALE. 


U-  1 089. 

Inch  34  % 1 

Plain  Face,  per  dozen 7.50  8.00  11.00 

Ground  “ “ 8.50  9.00  12.50 


STRAIGHT— FOR  LEAD  PIPE-MALE 


U-  1 090. 


Inch  34  % 

Plain  Face,  per  dozen 6.50  7.00 

Ground  “ “ 7.50  8.00 


1 

10.00 

11.50 


BENT— FOR  LEAD  PIPE— MALE. 


U-1091 . 


Inch 

Plain  Face,  per  dozen 

Ground  “ “ 


^ % 1 

7.50  8.00  11.00 

8.50  9.00  12.50 


WITH  LONG  SPUDS. 


Inch  % 

10.00  Ground  Face,  per  dozen 


Ground  Face,  per  dozen 


Inch  % 

. ...  11.00 
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SOLDERING  NIPPLES. 


STRAIGHT— MALE 


U- 1 094. 

I nch  J4  % 


u - 1 094  Per  dozen 1.75  2.25 

u - 1 095 . “ 1.75  2.25 


STRAIGHT-FEMALE. 


U-  1 095. 


K 

% 

1 

IK 

2 

2iz 

3 

50 

3.00 

5.00 

7.50 

10.00 

14.00 

20.00 

28 . 00 

50 

3.00 

5.00 

7.50 

10.00 

14.00 

20.00 

28.00 

U-  1 096. 
U-  1 097. 


SOLDERING 


STRAIGHT. 


U-  1 096. 

Inch  % 

Per  dozen 2.25  2.75 

3.00  3.75 


UNIONS. 

BENT. 


d. 

4. 


18.00 

24.00 


COMBINATION  SOLDERING  NIPPLES. 


LEAD  AND  BRASS. 


Length,  inches 

4 

6 

8 

10 

12 

14 

16 

18 

20 

24 

30 

36 

IK  inch,  each 

.30 

.35 

.38 

.42 

.45 

.50 

.55 

.60 

. 65 

.75 

.90 

1 .05 

IK  “ 

.36 

.40 

.45 

.50 

.55 

.60 

.65 

.70 

75 

.85 

1.00 

1.15 

*>  “ 

.50 

. 55 

.00 

. 65 

.70 

.75 

.83 

.88 

.93 

1.05 

1.25 

1.45 

«)  * 

1 .00 

1.10 

1 .20 

1 .30 

1.40 

1.50 

1.60 

1 .70 

1.90 

2.20 

2.50 

4 “ 

1 . 20 

1.30 

1 .40 

1 .50 

1 . 65 

1 .80 

1.90 

2.05 

2.20 

2.45 

3.00 

3.45 

4 inch,  extra  heavy,  each, 

1.25 

1 .40 

1.50 

1 . 60 

1 .75 

1.00 

2.05 

2.20 

2.40 

2.70 

3.35 

3.75 

COMBINATION  BENDS  AND  SOLDERING  NIPPLES. 


LEAD  AND  BRASS. 


U-  1 099. 


Length  of  Outlet,  inches 

IK  inch,  Short  Inlet  (4  inches),  each 

12  or  Less 

.75 

.85 

13,  14,  15 
.85 
.95 

16,  17,  18 
.90 

1 .00 

19,  20 
.95 

1 . 05 

■>  “ Short  “ (334  “ ) “ 

1.05 

1.15 

1 .25 

1.35 

•’  “ Long  “ (7%  “ ) “ 

1.20 

1.30 

1.45 

1 .55 
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COMBINATION  FERRULES. 

LEAD  AND  IRON. 


U-1  100. 


Length, inches  

4 

4)4 

5 

G 

8 

10 

12 

14 

16 

18 

20 

24 

30 

36 

inch  for  2 inch  C.  I.  P 

.28 

.38 

.43 

.40 

.56 

.61 

.G5 

.70 

. 75 

.80 

.90 

1 

.10 

1. 

.30 

2 

“ 2 “ “ 

99 

.32 

. b i 

.43 

.50 

.55 

.60 

.65 

.70 

.75 

.85 

1 

.05 

1. 

.25 

3 

<>  3 “ 

32 

.45 

.50 

.GO 

.70 

.80 

.90 

1.00  1 

.05  1 

10  ! 

1.25 

1 

.50 

1. 

, 75 

4 

“ 4 “ “ 

.50 

.60 

.72 

.83 

.05 

1.00 

1.10  1 

.20  1 

.30  1 

1.50 

1 

.80 

2 

.10 

4 inch  “ Extra  Heavy”  Ferrules,  5 inches  long,  each,  60  cents. 


COMBINATION  BENDS  AND 
FERRULES. 


LEAD  AND  IRON. 


U-1  101. 


Length  of  Outlet,  inches 
u-1  ioi . 4 inch,  Short  Inlet  (5pg  inches),  each 

4 “ Long  “ (0%  “ ) “ 


Length,  inches 12  13 

u-i  102.  4 inch,  each  2.10  2.20 


COMBINATION  P.  TRAPS  AND 
FERRULES. 


LEAD  AND  IRON 


12 

or  Less 

13,  14,  15 

16,  17, 

18 

19,  20 

1 .75 

2.00 

2.25 

2.40 

2.10 

2.35 

2.60 

2.75 

15 

16 

17  18 

19 

20 

21  22 

40 

2.50  2 

! .60  2.70  2 

.80 

2.90 

3 

.00  3.10 

14 

2.30 
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IRON  END  FERRULES. 

WITH  BRASS  TRAP  SCREW. 


U-1  103. 


Each 


Inch  2 
30 


3 4 5 6 

40  .50  .80  1.10 


BRASS  END 

STRAIGHT. 


U-1  104. 


u-i  104.  Per  dozen 

u-i  105.  “ (2  x 1 % inches) 


EIGHTH  BEND. 


U-1  106. 


FERRULES. 


REDUCING 


U-1  105. 


Inch  2 3 4 5 6 

5.00  10.00  15.00  24.00  36.00 

5.00 


QUARTER  BEND. 


U-1  107. 


Per  dozen 


Inch  2 4 

. ...  12.00  21.00 


Per  dozen 


Inch  2 
....  15.00 


4 

27.00 
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BRASS  END  FERRULES— Continued. 

EIGHTH  BEND— WITH  HUB. 


4 

24.00 


WITH  TRAP  SCREW. 


Per  dozen 


U-1  110. 

Inch  2 
10.00 


3 4 5 

18.00  24.00  48.00 


6 

69.00 


WITH  STRAIGHT  VENT  COUPLING. 


U-1  111. 


u-i  1 1 1 . Straight  Coupling,  1J4  inch,  per  dozen 

(i  “ II  / “ “ 


1M 

2 “ 

m “ 
13I  “ 

9 “ 


Inch 


WITH  BENT  VENT  COUPLING. 


u- 

1112. 

2 

3 

4 

5 

6 

21.50 

31.50 

41 .50 

65 . 50 

83.50 

25.00 

35 . 00 

45.00 

69.00 

87.00 

31.00 

41.00 

51.00 

75.00 

93.00 

24.50 

34.50 

44.50 

68.50 

86.50 

30.00 

40.00 

50.00 

74.00 

92.00 

37.00 

47.00 

57.00 

81 .00 

99.00 

U-1  1 12- 


Bent 


246 


THE  MILNER  & KETTIG  COMPANY. 


BRASS  TRAP  SCREWS. 


REGULAR. 


Inch 

Finished,  per  dozen. . 
N.  P., 


X % 1 

1.80  2 . 25  2.50 


U-1  1 13. 

1J4  i X 2 

d.OU  4.00  7.00 
7.50  11.00 


-%  3 3^ 

10.00  15.00  18.00 

15.00  20.00  23.50 


4 5 6 

20.00  27.50  42.50 

26.00  36.50  54.50 


WITH  PROJECTING  FLANGE. 


U-1  1 14. 


Finished,  per  dozen 
N.  P., 


Inch  2 <1%  3 334  4 5 

1L.00  14.50  20.00  23.50  26.00  35.50 

....  15.50  19.50  26.00  30.50  35.00  47.50 


WITH  SOCKET,  TO  BE  SET  FLUSH  WITH  FLOOR. 


U-1  1 15. 


3 3^  4 

15.00  18.00  20.00 

20.00  23.50  26.00 


Inch  2 2% 

Finished,  per  dozen 7.00  10.00 

N.  P„  “ 1100  15.00 


WITH  STRAIGHT  1 Vi  INCH 
VENT  COUPLING. 


WITH  BENT  1J4  INCH 
VENT  COUPLING. 


U-1116.  U-1117.' 


U-1 

1116. 

Finished,  per  dozen 

Inch  3 

21.00 

3M 

25.00 

4 

28.00 

5 

35.50 

U-1 

1 1 6. 

N.  1’.,  “ 

28.50 

33.50 

38.00 

50.50 

U-1 

1117. 

Finished,  “ 

28.00 

32.50 

36.00 

45.50 

U-1 

1117. 

N.  I\,  “ 

42.00 

48.00 

61.50 
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DRAWN  LEAD  TRAPS. 


FULL  “S" 

LONG  INLET  AND  OUTLET. 


FULL "S” 
LONG  INLET. 


FULL  “S"  — REGULAR. 


U-1  1 18. 


U-1  1 19. 


U-i  lie.  Standard,  each 

u- 1 1 1 9.  “ “ 

U-1 120.  “ “ 

u-i  1 21 . “ “ 


FULL  "S" 
LONG  OUTLET. 


1 1 20 

U-1 1 21 . 

1 % 

9 

3 4 

.50 

.60 

1.05 

1.85  2.40 

.90 

1 .05 

1 . 65 

.90 

1.05 

1 .65 

.90 

1.05 

1.65 

Inch 

IK 

2 

3 

4 

U-1 

1 1 22. 

Standard,  each 

.50 

.60 

1.05 

1.80 

2.20 

U-1 

1 1 23. 

((  << 

.80 

.95 

1.60 

U-1 

1 1 24. 

“ “ 

.85 

1.00 

1.65 

On  lengths  not  listed  add,  for  each  inch  of  excess  . . 

.03 

.04 

.06 

O834 

.11 

Prices  include  Brass  Trap  Screws  on  all  sizes  except  4 inch. 
For  Finished  or  Nickel  Plated  Trap  Screws  add  15  cents. 
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DRAWN  LEAD  TRAPS. 


Vi  “S"  OR  “P” — LONG  INLET. 


E “S”  OR  “P"  — REGULAR. 


U-1  1 25. 


OR  "P"  — LONG  OUTLET. 


U-1  1 27. 


U-i  125.  Standard,  each 

u- 1 1 26.  “ “ 

U-1  1 27.  “ “ 


RUNNING-REGULAR. 


Inch 

1^ 

2 

3 

4 

45 

.55 

.95 

1.60 

1.85 

To 

.85 

1.35 

70 

.80 

1.25 

RUNNING-ONE  END  LONG. 


U-1  128. 

u-i  128.  Standard,  each... 

U-1  1 29.  “ “ . . . 


RUNNING  “Y”— LONG  OUTLET. 


2 

3 

4 

.95 

1.70 

2.15 

1.45 

1.45 

.06 

.08^ 

.11 

Inch 

u-i 130.  Standard,  each 

U-1 131.  “ “ 

U-1  132.  “ “ 

On  lengths  not  listed  add,  for  each  inch  of  excess 


RUNNING  “Y" 
REGULAR. 


U-1 130. 


RUNNING  “Y" 
LONG  INLET. 


Prices  include  Brass  Trap  Screws  on  all  sizes  except  4 inch. 


For  Finished  or  Nickel  Plated  Trap  Screws  add  II  cents. 
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DRAWN  LEAD  TRAPS. 


‘■S”  BAG 
LONG  INLET. 


■*S”  BAG 

LONG  INLET  AND 
OUTLET. 

“S”  BAG 
LONG  OUTLET. 


“S"  BAG— REGULAR. 


U-1  134. 


U-1  135. 


U-1  136. 


U-1  133. 


u-i  i 33.  Standard, each 

U-1 134.  “ “ 

U-1  1 35.  “ “ 

U-1 136.  “ “ 


iich  1J4 

IK 

9 

3 

4 

.60 

.80 

1 .35 

2.15 

3.45 

...  1.00 

1.15 

1.90 

...  1.00 

1.15 

1.90 

1.00 

1.15 

1.90 

H “S"  OR  “P"  BAG— LONG  INLET. 


Tnch.  IK 


Standard,  each .80  .95  1.60 

On  lengths  not  listed  add,  for  each  inch  of  excess 03  .04  .06 


Prices  include  Brass  Trap  Screws  on  all  sizes  except  4 inch. 
For  Finished  or  Nickel  Plated  Trap  Screws  add  15  cents. 
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DRAWN  LEAD  TRAPS-VENTED. 


FULL  ‘•S" 

INLET  AND  OUTLET. 


U-1  142.  U-1  143. 

U- 

1 144. 

Size,  inches 

• IK 

1% 

2 

2 3 

4 

Size  of  Vent,  inches 

■ m 

IK 

IK 

2 2 

2 

u-i i42.  Standard,  each 

. 1.05 

1.30 

1.75 

2.05  2.80 

3.20 

U-1  1 43.  “ “ 

. 1.35 

1.65 

2.30 

2.60 

U-1  1 44.  “ “ 

. 1.40 

1.70 

2.35 

2.65 

On  lengths  not  listed  add,  for  each  inch  of  excess.  . . 

.03 

.04 

.06 

.06  .08% 

.11 

Prices  include  Brass  Trap  Screws  on  all  sizes  except  4 inch. 

All  2 inch  Traps  have  1%  inch  Vents  unless  otherwise  ordered. 

3 inch  and  4 inch  Traps  have  2 inch  Vents. 

Vents  may  he  K>  K Bend  or  Straight.  % Bend  Vents  will  be  furnished  unless  otherwise  ordered. 


LONG 


FULL  “S" 
LONG  INLET. 


FULL  “S" 
LONG  OUTLET. 


FULL  “S" 


U-1  138. 


U-1  140. 


Size,  inches 

IK 

IK 

2 

2 

3 

4 

Size  of  Vent,  inches 

IK 

IK 

IK 

2 

2 

9 

U-1  1 38. 

Standard,  each 

1.05 

1.30 

1.75 

2.05 

2.85 

3.40 

U-1  1 39. 

<<  (( 

1.45 

1.75 

2.35 

2.65 

U-1  1 40. 

“ “ 

1.45 

1.75 

2.35 

2.65 

U-1  1 41  . 

“ “ 

1.45 

1.75 

2.35 

2.65 

% “S”—  LONG  INLET. 


“S”— LONG  OUTLET. 
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DRAWN  LEAD  TRAPS-VENTED. 

Vi  ■■S"  OR  “P”  LONG  INLET. 


OR 


U-1  145. 

Size,  inches 

Size  of  Vent,  inches 
u-i 145.  Standard,  each 

U-1  1 46.  “ “ 

U- 1 1 47.  “ “ 


}■!  “S”  OR  “P”  LONG  OUTLET. 


15* 

1.00 

1.30 

1.25 


15* 

134 

1.25 
1.55 
1 .50 


1 34 

1.05 

2.05 
1.95 


1.95 

2.35 

2.25 


2.60 


.85 


RUNNING. 


RUNNING— LONG  INLET. 


RUNNING-LONG  OUTLET. 


U-1  1 48. 
U-1 149. 
U-1  1 50. 


Size,  inches 

Size  of  Vent,  inches 
Standard,  each 


D4 

D4 

.95 

1.30 

1.30 


134 

134 

1.20 

1.55 

1.55 


2 

134 

1.50 

2.00 

2.00 


1.80 

2.30 

2.30 


3 

2 

2.40 


! . 70 


RUNNING 


LONG  INLET. 


RUNNING 


LONG  OUTLET. 


U-1 151.  U-1152. 

Size,  inches 

Size  of  Vent,  inches, 
u-i  i5i.  Standard,  each 1 

U-1152.  “ “ 

U-1 153.  “ “ 

On  lengths  not  listed  add, 
for  each  inch  of  excess, 

Prices  include  Brass  Trap  Screws  on  all  sizes  except  4 inch. 

All  2 inch  Traps  have  134  inch  Vents  unless  otherwise  ordered. 

3 inch  and  4 inch  Traps  have  2 inch  Vents. 

Vents  may  be  34.  )4,  H Bend  or  Straight.  % Bend  Vents  will  be  furnished  unless  otherwise  ordered. 


D4 

1)4 

2 

2 

3 

4 

D4 

D4 

D4 

o 

9 

2 

1.00 

1.25 

1.65 

1.95 

2.70 

3.15 

1 . 35 

1.65 

2.15 

2.45 

1.35 

1.65 

2.15 

2.45 

.03 

.04 

.06 

.06 

.08)4 

.11 
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DRAWN  LEAD  TRAPS-VENTED. 


“S”  BAG 
LONG  INLET. 


“S”  BAG. 


U-1  155. 


U-1  154. 

Size,  inches 

Size  of  Vent,  inches 

u-i 154.  Standard,  each 

u-i  1 55.  “ “ 

u- 1 1 56.  “ “ 

U-1  1 57.  “ “ 


“S"  BAG 
LONG  OUTLET. 


“S"  BAG 

LONG  INLET  AND 
OUTLET. 


U-1  156. 


ik 

IK 

2 

IK 

IK 

IK 

1.15 

1.50 

2.05 

1.55 

1.85 

2.00 

1 .55 

1 .85 

2.60 

1.55 

1 .85 

2.00 

U-1  157. 

2 3 4 

2 2 2 

2.35  3.15  4.45 

2.90 

2.90 

2.90 


Vi  “S”  OR  “P”  BAG 
LONG  INLET. 


Size,  inches 

IK 

IK 

IK 

IK 

2 

2 

Size  of  Vent,  inches 

IK 

2 

Standard,  each 

1.35 

1 .05 

2.30 

2.60 

On  lengths  not  listed  add,  for  each  inch  of  excess, 

.03 

.04 

.06 

.06 

Prices  include  Brass  Trap  Screws  on  all  sizes  except  4 inch. 

All  2 inch  Traps  have  inch  Vents  unless  otherwise  ordered. 

3 inch  and  4 inch  Traps  have  2 inch  Vents. 

Vents  may  be  % Bend  or  Straight.  % Bend  Vents  will  be  furnished  unless  otherwise  ordered. 
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DRAWN  LEAD  BENDS. 


SHORT  BEND— REGULAR. 


U-1  159. 


1)4  inch,  Standard,  each 

1% 

•>  ii  ii 

3 

4 “ 


22 

.45 

.75 

1.10 


LONG  BEND  REGULAR. 


134  inch,  Standard,  each 28 

134  “ “ 35 

2 “ “ 60 

3 “ “ 95 

4 “ “ 1.40 


EXTENSION  BENDS. 


U-1  161. 


Short  Inlet  Ends  are  same  dimensions  as  Inlets  on  Short  Bends  of  corresponding  size. 
Long  Inlet  Ends  are  the  same  as  on  Long  Bends. 


f 

Stai 

dard 

Weight 

\ 

Inch 

IK 

IK 

9 

3 

4 

Short  Inlet 

Ends 

x 12  inches 

on  Outlet 

Ends,  each 

.40 

.45 

.70 

1.05 

1.40 

“ 

“ 

x 15 

‘ “ 

.45 

.55 

.80 

1.25 

1.65 

“ 

“ 

x 18 

‘ 

.50 

.60 

.90 

1.45 

1 90 

“ 

“ 

X 20 

‘ 

.55 

.05 

1.00 

1.55 

2.05 

Long  Inlet 

Ends 

x 12  inches 

on  Outlet 

Ends,  each 

.45 

.55 

.85 

1.30 

1.75 

“ 

“ 

x 15 

‘ 

.50 

.65 

.95 

1.50 

2.00 

“ 

<( 

x 18 

‘ 

.55 

.70 

1.10 

1.70 

2.25 

“ 

“ 

x 20 

1 “ 

.60 

.75 

1.20 

1.80 

2.40 

On  lengths 

not  listed  add,  for 

each  inch 

of  excess 

.03 

.04 

.06 

.08K 

.11 

254 


THE  MILNER  & KETTIG  COMPANY. 


LEAD  DRUM  TRAPS. 


U-1  162. 

U-1  1 63. 

U-1  1 64. 

U- 

1 1 65. 

U-1 

1 62. 

U-1 

1 63. 

U-1 

1 64. 

U-1  1 66. 

Brass 

N.  P. 

Brass 

N.  P. 

Brass 

N.  P. 

Brass 

N.  P. 

4x8 

inches,  each 

] 00 

1.52 

1.82 

2.27 

2.02 

2.57 

2.02 

2.57 

4x9 

“ “ . 

1.25 

1.55 

1.85 

2.30 

2.05 

2.60 

2.05 

2.60 

4 x 10 

“ “ 

i . 30 

1.60 

1.90 

2 35 

2.10 

2.65 

2.10 

2.65 

4 x 12 

“ “ 

1.40 

1.70 

2.00 

2.45 

2.20 

2.75 

2.20 

2.75 

5 x 10 

( ( t ( 

2.00 

2.30 

2.60 

3.05 

2.80 

3 35 

2.80 

3.35 

5x11 

t<  (( 

2.05 

2.35 

2.65 

3.10 

2.85 

3.40 

2.85 

3.40 

5 x 12 

( i t< 

2.15 

2.45 

2.75 

3.20 

2.95 

3.50 

2.95 

3.50 

0 x 10 

(( 

,.  2. SO 

3.10 

3.40 

3.85 

3.60 

4.15 

3.60 

4.15 

Oxll 

<<  (1 

2.90 

3.20 

3.50 

3.95 

3.70 

4.25 

3.70 

4.25 

6 x 12 

<(  (< 

3.00 

3.30 

3.60 

4.05 

3.80 

4.35 

3.80 

4.35 

U-1  166. 

U-1  1 67. 

U-1  1 68. 

U- 

1 1 69. 

U-1 

1 66. 

U-1 

1 67. 

U-  1 1 68. 

U-1 

1 69. 

Brass 

N.  P. 

Brass 

N.  P. 

Brass 

N.  P. 

Brass 

N.  P. 

4x8 

inches,  each 

1 32 

1 .62 

1.92 

2.37 

2.12 

2.67 

2.12 

2.67 

4 x 9 

“ “ 

1.35 

1.65 

1.95 

2.40 

2.15 

2.70 

2.15 

2.70 

4 x 10 

“ “ 

1.40 

1.70 

2.00 

2.45 

2.20 

2.75 

2.20 

2.75 

4 x 12 

“ “ 

1.50 

1.80 

2.10 

2.55 

2.30 

2.85 

2.30 

2.85 

5 x 10 

2.10 

2.40 

2.70 

3.15 

2.90 

3.45 

2.90 

3.45 

5x11 

2.15 

2.45 

2.75 

3.20 

2.95 

3.50 

2.95 

3.50 

5 x 12 

“ “ 

2.25 

2.55 

2.85 

3.30 

3.05 

3.60 

3.05 

3.60 

6 x 10 

((  « 

2.90 

3.20 

3.50 

3.95 

3.70 

4.25 

3.70 

4.25 

(ixll 

“ “ 

3.30 

3.60 

4.05 

3.80 

4.35 

3.80 

4.35 

6 x 12 

“ “ . 

3.40 

3.70 

4.15 

3.90 

4.45 

3.90 

4.45 

For  4 inch  Extra  Heavy  Drum  Traps  add  25  cents  to  list  prices. 
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ENAMELED  CAST  IRON  GREASE  TRAPS. 

BRASS  CONNECTIONS. 


U-1  170. 


With  Polished  Brass  Connections,  each 16.00 

“ N.  P„  “ “ “ 18.00 


CAST  BRASS  GREASE  TRAPS. 

FOR  KITCHEN  SINKS. 


U-1  171. 


Polished,  each  ... 
Nickel  Plated,  each 


£ '8 


25G 
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FULL  “ S ” 


U-1  172. 


BOWER  TRAPS. 


E “ S ” OR  ••  P” 


RUNNING. 


U-1  1 73. 


U-1  174. 


Inch  1 s IK 

m x in 

1K*1  K 

IKxlK 

IK  x ■ 

U-1  1 72. 

With  Lead  Cup 

1.70 

1.75 

2.15 

2.25 

U-1  1 72. 

“ Glass  Cup 

1.45 

1.50 

1.55 

1.90 

2.00 

U-1  1 72. 

“ Sheet  Brass  Cup 

1.85 

1.90 

1.95 

2.40 

2.50 

U-1  1 73. 

“ Lead  Cup  

1.75 

2.15 

U-1  1 73. 

“ Glass  Cup 

1.55 

1.90 

U-1  1 73. 

“ Sheet  Brass  Cup  . . 

..  1.95 

2.40 

U-1  1 74. 

“ Lead  Cup 

1.60 

1.65 

1.70 

2.05 

2.15 

U-1  1 74. 

“ Glass  Cup 

1.40 

1.45 

1.50 

1.80 

1.90 

U-1  1 74. 

“ Sheet  Brass  Cup  . 

1.80 

1.85 

1.90 

2.30 

2.40 

BOWER  TRAPS-VENTED. 

FULL  “ S ” 

E “ S ” OR  ■ 

• P 

u-i  175.  With  Lead  Cup  . ... 

u-i  175.  “ Glass  Cup  

u-i  175.  “ Sheet  Brass  Cup 


U-1  1 76. 
U-1  1 76. 
U-1  1 76. 


Lead  Cup  

Glass  Cup 

Sheet  Brass  Cup 


IK  x IK 

IK  x T-' 

2.50 

3.20 

2.30 

2.90 

2.70 

3.40 

2.25 

2.80 

2.05 

2.55 

2.45 

3.50 
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EXTRA  PARTS  FOR  BOWER  TRAPS. 


CUPS. 


For  Traps,  Size,  inches. . . . 
Cast  Brass,  Nickel  Plated,  each 
Sheet  “ “ “ 

Cast  “ Finished, 

Sheet  “ “ “ 

Glass,  each 

Lead,  “ 


2 

.80 

1.00 

1.20 

.60 

.75 

.85 

.70 

.90 

1.10 

.50 

.65 

.95 

.15 

.25 

.40 

.50 

BALLS. 


Small,  for  1%  inch  Traps,  each 15 

Large,  “ 1%  “ “ “ 20 


RUBBER  WASHERS. 


Small,  for  1J4  inch  Traps,  each 03 

Large,  “ \%  “ “ “ 00 


McClellan  anti-syphon  trap  vents. 


WITH  BENT  COUPLING. 


U-1  1 77. 


1%  inch,  including  Mercury 

9 i<  (i  >i 


WITH  STRAIGHT  COUPLING. 


U-1  1 78. 


Plain  Iron 
2.70 
4.10 


Polished  Brass 
4.50 
6.75 


Nickel  Plated 
5.50 
8.25 
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CENTRIFUGAL  TRAPS. 


FULL  “S"-BRASS  OR  LEAD. 


Vi  “S"— BRASS  OR  LEAD 


U-1  179. 


U-1180. 


No  Vent 

Vented 

No  Vent 

Vented 

134  inch  Lead,  eacli 

. 1.20 

1 .so 

1 A inch  Lead,  each 

. 1.15 

1.75 

IE  “ 

Rough  Brass,  each. 

. 1.50 

2.20 

IX 

“ Rough  Brass,  each. 

. 1.00 

2.00 

04  “ 

Polished  “ “ . 

. 2.50 

3.10 

ix 

11  Polished  “ “ . 

. 2.30 

2.80 

HA  “ 

N.  P.  “ “ . 

. 2.50 

3.10 

IX 

“ N.  P.  “ “ . 

. 2.30 

2.80 

134  “ 

Lead, each  

. 1.45 

2.05 

“ Lead, each 

. 1.35 

1.95 

134  “ 

Rough  Brass,  each. 

. 2.75 

3.15 

IX 

“ Rough  Brass,  each. 

. 2.50 

3.00 

134  “ 

Polished  “ “ . 

. 3.75 

4.25 

IX 

“ Polished  “ “ . 

. 3.00 

4.10 

1 34  “ 

N.  P.  “ “ . 

. 3.75 

4.25 

IX 

“ N.  P.  “ “ . 

. 3.00 

4.10 

RUNNING-WITH  LARGE  FLANGE. 


RUNNING-NO  FLANGE. 


1 X in 

Lead  Body,  N.  P.  or  Pol.  Brass  Top, 

Each 

1.50 

ix 

in.  Lead  Body 

Each 
1 . 30 

1A  “ 

Rough  Brass,  “ “ “ 

2.30 

m 

“ Rough  Brass,  N.  P.  or  P.  Brass  Top, 

1.80 

IX  “ 
IX  “ 

IX  “ 

3 25 

IX 

IX 

134 

“ Polished  “ 

2.55 

N.  P.  “ 

3.25 

“ N.  P.  “ 

2.55 

Lead  Body,  N.  P.  or  Pol.  Brass  Top, 

1.95 

“ Lead  Body  

1.60 

IX  “ 

Rough  Brass,  “ 

3.25 

LX 

“ Rough  Brass,  N.  P.  or  P.  Brass  Top, 

2.75 

134  “ 
134  “ 

Polished  “ 

4.25 

134 

IX 

“ Polished  “ 

3.75 

N.  P.  “ 

4.25 

“ N.  P.  “ 

3.75 

Add  to  list  prices  for  Vent, 


\ 1}^  inch  Trap,  50  cents. 
\ 1 *4  “ “ 75  “ 
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CENTRIFUGAL  LAVATORY  TRAPS. 

BRASS. 


FULL 


IJ4  inch,  Polished,  each 4.25 


Plain 

Vented 

4.25 

6.50 

4.25 

5.50 

5.00 

7.00 

5.00 

7.00 

Add  to  list  prices  for  Patent  Overflow  Basin  Plug 
with  Rubber  Stopper,  each  35  cents. 

note.  -Unless  otherwise  ordered,  will  be  sent  with  Patent 
Overflow  Basin  Plug. 

Plain  Vented 

2 inch,  Polished,  each 22.00  27.00 

2 “ N.  P.,  “ 22.00  27.00 


U-  1 1 83.  VENTED. 


U-  1 1 84.  VENTED 


riain 

1J4  inch,  Polished,  each 4.25 

“ N.  P„  “ . 4.25 

13^  “ Polished,  each 5.00 

1>£  “ N.  P.,  “ 5.00 


Add  to  list  prices  for  Patent  Overflow  Basin  Plug 
and  Stopper,  each  35  cents. 


Vented 

6.00 

6.00 

7.25 

7.25 


note. — PTnless  otherwise  ordered,  will  be  sent  with  Patent 
Overflow  Basin  Plug. 


2 inch,  Polished,  each 
2 “ N.  P., 


Plain 

21.50 

21.50 


Vented 

27.00 

27.00 
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CUDELL  LEAD  TRAPS. 


BATH. 


U-1186.  U-  1 187. 


Same  prices  for  “ S,” 

% “ S,” 

% "S,” 

Running  and 

Bath. 

Inlet  1 inch, 

Outlet  inch,  each 

No  Vent 

1 .00 

Vented,  1.20 

“ “ 

“ iH  “ “ 

“ 

1.00 

“ 1.20 

“ m “ 

“ U4  “ “ 

“ 

1.25 

“ 1.50 

“ 1H  “ 

“ “ “ 

“ 

1.25 

“ 1.50 

“ 13^  “ 

“ 2 “ “ 

....  “ 

1.35 

“ 1.60 

If  without 

Ball  Seal 

deduct 

15  cents. 

BENNOR 

BATH 

TUB 

TRAPS. 

CAST  BRASS. 


PLAIN. 

SEOTIONAL  VIEW. 


VENTED. 


U-1  188. 


U-1  189. 


Inch 

u-i  i 88.  Each 

U-1  189.  “ ' 

u-i  188.  With  Cap  and  Wide  Flange,  Finished  or  Nickel  Plated,  add,  each 

u-i  189.  “ “ “ “ “ and  Coupling,  Finished  or  Nickel  Plated,  add,  each 


2.10  2.40 
2.85  3.20 
1.00  1.00 
1.50  1.50 
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CLEAN  SWEEP  NON-SYPHON  TRAPS. 

BRASS  OR  LEAD. 


FULL "S" 


U-1  190. 

U-1 191 

U- 

1 192. 

, 

-Plain  — 

s 

f 

— Vented  - 

Inch  1 Lt 

9 

ILt 

2 

U-1  1 90. 

Lead,  each 

80 

.95 

1.50 

1.20 

1.35 

2.00 

U-1  1 90. 

Rough  Brass,  each 

1.80 

2.75 

2.20 

3.15 

U- 1 1 90. 

Polished  or  N.  P.  Brass,  each  . 

2.50 

3.75 

3.10 

4.25 

U-1 1 91 . 

Lead,  each 

.90 

1.30 

1.15 

1 . 30 

1.80 

U-1 191. 

Rom;h  Brass,  each  

1.60 

2.50 

2.00 

3.00 

U-1 1 91 . 

Polished  or  N.  P.  Brass,  each 

2.. 80 

3.60 

2.80 

4.10 

U-1  1 92. 

Lead,  each 

85 

1 .05 

1.25 

1.45 

U-1  1 92. 

Rough  Brass,  each  . 

1.65 

2.50 

2.20 

3.00 

U-1  1 92. 

Polished  or  N.  P.  Brass,  each  . 

2.55 

3.75 

CLEAN  SWEEP  BRASS  LAVATORY  TRAPS. 


FULL “S" 


U-1  193. 


u-1193.  Polished  or  N.  P.,  each 

u-i  1 94.  “ “ “ “ 


Vi  “S”  OR  “P" 


U-1  194. 

Plain > 

Inch  \}4 

5.00  6.50 

5.00  6.50 


, — Vented  — , 

6.00  7.50 

6.00  7.50 


2(52 
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BRASS  TRAPS. 


FULL  “ S”~ PLAIN 


FULL  “ S”—  VENTED. 


U-1  196. 


u-i  195.  Finished,  134,  1 34  and  2 inch,  each 
U-1  195.  N.  P.,  134,  134  “ 2 “ 

u-1196.  Finished,  134>  134  “ 2 “ 

U-1  196.  N.  P.,  134,134  “ 2 “ 


Net 


u-i  197.  Finished,  134  and  1 *4  inch,  each Net 

u-i  197.  N.  P.,  134  “ I 'a  “ “ ••••  “ 

u-i  198.  Finished,  134  “ I1-*  “ “ 11 

U-1  198.  N.  P.,  134  “ *34  “ “ “ 
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BRASS  FLASK  TRAPS. 

FOR  LAVATORIES. 


WITH  WASTE  TO  FLOOR. 


U"  1 1 99.  VENTED. 


WITH  WASTE  TO  WALL. 


Prices 


Net. 
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BRASS  LAVATORY  LEGS. 


Prices 
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BRACKETS. 


IRON— JAPANNED. 


SEAT  AND  TANK. 

IRON  — BRONZED  AND  NICKEL  PLATED 


U-1214.  4X8,  6X8  AND  7X9  INCHES. 


LAVATORY. 


STEEL— NICKEL  PLATED. 


IRON  — NICKEL  PLATED. 


SOLID  BRASS— NICKEL  PLATED. 


SOLID  BRASS— NICKEL  PLATED. 


U-1  218.  16X18  INCHES. 

Prices 


Net. 
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BRASS  BASIN  AND  BATH  SUPPLY  PIPES. 

FROM  FLOOR. 


BATH. 


U-  1 222 


BATH. 


BASIN  . 


^4. 


U-1  224. 


PRICES,  N.  P OR  POLISHED, 


N ET. 
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BRASS  BASIN  SUPPLY  PIPES. 

FROM  WALL. 


U-1  228. 


U-  1 233. 


PRICES,  N.  P.  OR  POLISHED,  ....  NET 


2C8 
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BATH  TUB  AND  LAVATORY  FIXTURES. 


BELL  SUPPLY,  WASTE  AND  OVERFLOW 
COM  Bl  NATION  — FOR  BATH  TUB. 


U-1  234. 


CONNECTED  WASTE  AND  OVERFLOW. 
FOR  BATH  TUB. 


U-1  235. 


SECRET  WASTE  AND  OVERFLOW. 
FOR  BATH  TUB. 


Prices 


Net. 
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SHAMPOO  SPRINKLERS. 


PLAIN. 


U-1  238. 


WITH  RUBBER  RING. 


U-1  239. 


Prices 


Net. 


COPPER  SHOWERS-TINNED. 


PLAIN  — FOR  IRON  PIPE. 


TUBULAR-FOR  IRON  PIPE. 


U-1  240. 


U-1 241 . 


Per  dozen 


11.00  Per  dozen 


'.00 


Per  dozen 


12.00  Per  dozen 


30.00 


COPPER  CLOSET  PANS. 


COPPER  FLOAT  BALLS. 


U-1  244. 


U-1  245. 


Light,  per  dozen 8.00  Diam.,  inches  5 6 7 8 9 10  12 

Medium,  “ 10.00  u-1245.  Perdoz..  4.00  6.00  9.00  15.00  25.00  40.00  60.00 

Heavy,  “ 12.00  With  Lever,  “ ..  6.00  7.00  10.50  24.00  36.00  48.00  72.00 
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MARBLE  SLABS. 


SQUARE-WITH  SINGLE  BACK. 


U-1246. 


Size  of  Slabs,  inches 

With  8 inch  Backs  

“ 10  “ “ 

“ 12  “ “ 

“■  14  “ “ 


NUMBER  OF  FEET  IN  SLABS. 


19x24 

20x24 

20x26 

20x28 

5'  3" 

5'  5" 

5'  10" 

6'  3" 

5'  7" 

5'  10" 

6'  3" 

6'  8" 

6'  0" 

6'  2" 

6'  8" 

7'  1" 

6'  4" 

6'  6" 

7'  0" 

7'  6" 

20x30 

22x28 

22x30 

22x36 

6'  8" 

6'  8" 

7'  1" 

8'  6" 

7'  2" 

7'  1" 

7'  7" 

9'  0" 

7'  7" 

7'  6" 

8'  0" 

9'  6" 

8'  0" 

7'  11" 

8'  6" 

10'  0" 

SQUARE-WITH  BACK  AND  APRONS. 


U-1247. 


NUMBER  OF  FEET  IN  SLABS. 


Size 
With  5 
and 

of  Slabs,  inches 

inch  Aprons  on  Front 
both  Ends 

19x24 

20x24 

20x26 

20x28 

20x30 

22x28 

22x30 

22x36 

And  8 inch 

Back 

7'  11" 

8'  2" 

8'  8" 

9'  2" 

9'  8" 

O'  9" 

10'  4" 

11'  11" 

“ 10 

“ 

“ 

8'  3" 

8'  6" 

9'  1" 

9'  7" 

10'  2" 

10'  2" 

10'  9" 

12'  5" 

“ 12 

“ 

“ 

8'  8" 

8'  11" 

9'  6" 

10'  0" 

10'  7" 

10'  7" 

11'  2" 

12'  11" 

“ 14 

“ 

“ 

9'  0" 

9'  3" 

9'  10" 

10'  5" 

1 1'  0" 

11'  0" 

11'  8" 

13'  5" 

SQUARE-WITH  BACK  AND 
LEFT  HAND  END. 


SQUARE-WITH  BACK  AND 
RIGHT  HAND  END. 


U- 1 248.  U-  1 249. 

NUMBER  OF  FEET  IN  SLABS. 

Size  of  Slabs,  inches 19x24  20x24  20x26  20x2S  20x30  22x28  22x30  22x36 

With  8 inch  Back 6'  4"  6'  7"  7'  0"  7'  5"  7' 10"  7' 11"  8'  4"  9'  8" 

“ 10  “ “ (>'11"  7'  2"  7' 8"  S'  1"  8'  6"  8'  8"  9'  1"  10' 6" 

“ 12  “ “ 7'  7"  7' 10"  8' 4"  S'  9"  9'  3"  9'  4"  9' 10"  11' 4" 

“ 14  “ “ 8'  2"  8'  6"  9'  0"  9' 6"  10'  0"  10'  1"  10'  7"  12' 2" 


In  ordering  Slabs  be  particular  to  state  size,  kind  of  Marble,  number  of  Cock  Holes,  if  for  Chain  Stay 
ami  Clamps,  size  of  Bowl,  and  whether  round,  oval,  or  square. 
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MARBLE  SLABS. 


SQUARE— WITH  BACK  AND  LEFT  HAND 
END  AND  APRONS. 


SQUARE— WITH  BACK  AND  RIGHT  HAND 
END  AND  APRONS. 


Size  of  Slabs,  inches. . . 
With  5 inch  Aprons  on 
Front  and  one  End 

19x24 

20x24 

20x26 

20x28 

20x30 

22x28 

22x30 

22x36 

And  8 inch  Backs 

8'  2" 

8'  5" 

8'  11" 

9'  5" 

9'  11" 

10'  0" 

10'  7" 

12/ 

“ 10  “ “ 

8'  9" 

9'  1" 

9'  7" 

10'  1" 

10'  8" 

10'  9" 

11'  4" 

13'  0" 

“ 12  “ “ 

9'  6" 

9'  8" 

10'  3" 

10'  10" 

11'  4" 

11'  6" 

12'  1" 

13' 10" 

“ 14  “ “ 

10'  0" 

107  4" 

10'  11" 

11'  0" 

12'  1" 

12/  2// 

12'  10" 

14'  8" 

FOR  RECESS. 

WITH  BACK  AND  2 ENDS 


U"  1 252. 


FOR  RECESS— WITH  BACK,  2 ENDS 
AND  NOSINGS. 


U”  1 253. 


Recess  Slabs  vary  so  in  size  that  a table  of  measurements  would  be  useless. 


FOR  CORNER-WITH  TWO  BACKS. 


U-  1 254. 


NUMBER  OF  FEET  IN  SLABS. 


Size  of  Slabs,  inches 

IS 

19 

20 

21 

?.?, 

24 

With  8 inch  Backs 

“ 10  “ “ 

4'  11" 

5'  5" 

5'  4" 

5'  10" 

5'  9" 

6'  2" 

6'  9" 

6 7 7// 

/ Q// 

/ 6 

7'  6'' 
8'  2" 

“ 12  “ “ 

6'  0" 

6'  5" 

6'  11" 

7'  4" 

7'  10" 

8'  11" 

“ 14  “ “ 

6'  6" 

7'  0" 

7'  6" 

8'  0" 

8'  6" 

9'  7" 

In  ordering  Slabs  be  particular  to  state  size,  kind  of  Marble,  number  of  Cock  Holes,  if  for  Chain  Stay 
and  Clamps,  size  of  Bowl,  and  whether  round,  oval  or  square. 
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MARBLE  SLABS. 


DRINKING  SLAB. 
FANCY— SHOWING  PANTRY  COCK. 


DRINKING  SLAB. 

PLAIN— SHOWING  BRACKET  COCK. 


U-1  255. 


U- 1 256. 


Drinking  Slabs  of  any  style  made  to  order. 

In  ordering  always  send  diagram  and  full  directions  as  to  how  Slab  is  to  be  cut. 


BARBERS'  SLABS. 


U-1  259. 


U-1  260. 


Barbers’  Slabs  of  any  size  or  style  made  to  order. 
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MARBLE  FLOOR  SLABS. 

FOR  CLOSETS. 


PLAIN. 


COUNTERSUNK. 


U-1262. 


Prices 


Net. 


Floor  Slabs  are  always  made  to  order,  and  if  Plain  are  % inch  Marble,  and  if  Countersunk  are. 
134  inch  Marble  unless  otherwise  specified. 

In  ordering  Floor  Slabs  give  dimensions  of  Slab  wanted  and  distance  from  center  of  hole  to 
back  and  each  side  of  Slab  ; also  state  which  edges  if  any  are  to  be  polished.  In  ordering  Countersunk 
Floor  Slabs  always  send  template  of  bottom  of  Closet  to  be  used  on  same. 


Note.— Floor  Slabs  for  Bath  Tubs,  etc.,  and  Slabs  of  all  descriptions  also  furnished  to  order. 
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URINAL  STALLS. 


U-1  263. 


Urinal  Stalls  of  all  descriptions,  in  either  marble  or  slate,  furnished  to  order. 


Prices  on  application. 
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CONTENTS  OF  MARBLE  SLABS. 

The  subjoined  table  will  enable  any  person  to  compute  the  superficial  contents  of  Marble  Slabs 
from  Ox  12  to  17  x 02,  the  figures  in  the  upper  line  showing  the  widths  of  Slabs,  and  figures  in  vertical 
column  showing  the  lengths  wanted. 

Be  particular  to  add  one  inch  for  each  finished  edge. 

For  example — To  ascertain  the  contents  of  a Slab  30  x 24  inches,  with  back  8 inches  high,  add  one 
inch  for  each  finished  edge,  making  the  Slab  32  x 25  inches,  and  size  of  back  32  x 9 inches.  Find  in 
side  column  the  length,  32  inches,  and  in  upper  line  the  width,  25  inches.  To  the  right  of  the  32 
inch,  and  below  the  25  inch  size,  will  be  found  the  contents  of  the  Slab,  5 feet  7 inches.  In  same 
manner  find  contents  of  back,  2 feet.  Total,  7 feet  7 inches.  Find  contents  of  ends  in  same  manner. 
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OPEN  LAVATORY. 


U- 1 264. 


Includes  l^i  inch  Countersunk  Marble  Slab, 20x24  inches;  10  inch  Back  ; 14  inch  Patent  Over- 
flow, Rubber  Plug,  Earthenware  Basin;  three  Basin  Clamps;  two  Nickel  Plated  Four  Arm  Com- 
pression Basin  Cocks;  Nickel  Plated  Chain  Stay,  Chain  and  Rubber  Stopper;  two  Nickel  Plated 
Iron  Brackets. 


As  shown  and  described 15.00 

If  with  Nickel  Plated  Brass  Trap,  add,  no  Vent,  4.00,  Vented 4.50 

“ “ “ “ Supply  Pipes,  add 3.50 
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OPEN  LAVATORY. 


U-  1 265. 


Includes  1J4  inch  Countersunk  Marble  Slab,  20  x 30  inches;  14  inch  Back  ; 14  x 17  Patent  Over- 
flow, Metal  Plug,  Earthenware  Basin ; four  Basin  Clamps  ; two  Nickel  Tlated  Four  Arm  Compression 
Basin  Cocks;  Nickel  Plated  Chain  Stay  and  Chain;  Nickel  Plated  Brass  “ S ” Trap  (no  Vent)  ; and 
two  Nickel  Plated  Plain  Brass  Legs. 


As  shown  and  described 25.00 

If  with  Nickel  Plated  Brass  Supply  Pipes  add  3.50 

“ Vented  Trap  add .50 
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OPEN  LAVATORY. 


U-1  266. 


Includes  \%  inch  Countersunk  Marble  Slab,  20  x 30  inches;  14  inch  Back  ; 14  x 17  Patent  Over- 
flow, Metal  PI uj{,  Earthenware  Basin  ; four  Basin  Clamps;  two  Nickel  Plated  Four  Arm  Compression 
Basin  Cocks;  Nickel  Plated  Chain  Stay  and  Chain;  Nickel  Plated  Brass  “ P”Trap  (no  Vent);  and 
two  Nickel  Plated  Iron  Brackets  to  floor. 


As  shown  and  described ••••  "5.00 

If  with  Nickel  Plated  Brass  Supply  Pipes  add 3.50 

“ Vented  Trap  add ' A0 
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OPEN  LAVATORY. 


U-  1 267. 


Includes  1%  inch  Countersunk  Marble  Slab,  20  x 30  inches ; 14  inch  Back  ; 5 inch  Aprons  on  Front 
and  both  Ends;  14x17  Patent  Overflow,  Metal  Plug,  Earthenware  Basin;  four  Basin  Clamps;  two 
Nickel  Plated  Fuller  Basin  Cocks ; Nickel  Plated  Chain  Stay  and  Chain  ; Nickel  Plated  Brass  “ S ” 
Trap  (no  Vent)  ; two  Nickel  Plated  Brass  Supply  Pipes;  two  Nickel  Plated  Apron  Top  Brass  Legs, 
and  two  Nickel  Plated  Brass  Apron  Supports. 


As  shown  and  described 36.00 

If  with  22  x 30  inch  Slab  and  Secret  Waste  add 6.00 

“ Vented  Trap  add ....  .50 
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OPEN  LAVATORY. 


* 


U-  1 268. 


Includes  \%  inch  Countersunk  Marble  Slab,  20  x 30  inches  ; 14  inch  Back ; 5 inch  Aprons  on  Front 
and  both  Ends;  14x17  Patent  Overflow,  Metal  Plug,  Earthenware  Basin;  four  Basin  Clamps;  two 
Nickel  Plated  Low  Down  Four  Arm  Compression  Basin  Cocks;  Nickel  Plated  Chain  Stay  and  Chain; 
Nickel  Plated  Brass  Trap  (no  Vent);  two  Nickel  Plated  Supply  Pipes;  two  Nickel  Plated  Apron 
Top  Plain  Offset  Brass  Legs  ; two  Nickel  Plated  Brass  Apron  Supports. 


As  shown  and  described 40.00 

If  22  x 30  inch  Slab  and  Secret  Waste  add 6.00 
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REVISED  STANDARD  LIST 

OF 


AMERICAN  SANITARY  EARTHENWARE. 

Adopted  August  22,  1895. 


PRICES. 


Inch 

Round  Basins,  no  Overflow,  each 

“ Common  Overflow,  each 

“ Patent  “ “ 

“ “ “ for  Rubber  Plug,  each, 


Oval  Basins,  no  Overflow,  each 

“ Common  Overflow,  each 

“ Patent  “ “ 

“ “ “ for  Rubber  Plug,  each 

Add,  for  Embossing,  each. 


12  13 
.55  .70 
.70  .83 
.77  .90 
.95  1.05 

Inch 


14 
. 75 
.90 
1 .00 
1 . 15 

14x17 
2.10 
2.10 
2.50 
2.80 
. 75 


15 

1.20 

1.35 

1.50 
1.70 

15x19 

3.35 
3.35 

3.50 
3.80 


16 

1.55 
1.85 
2.00 
-2.20 

16x21 

4.10 

4.10 

4.25 

4.55 
.75 


Square  Basins,  no  Overflow,  each 

“ Common  Overflow,  each 

“ Patent  “ “ 

“ “ “ for  Rubber  Plug,  each 

Add,  for  Embossing,  each  

Recess  Basins,  Oval,  “ 

“ “ Embossed,  each.  


Recess  Basins,  Round,  each 

“ “ Embossed,  each 


Inch 


Inch  14 
3.35 
4.10 


14x17 

4.70 

4.70 

5.00 
5.35 

.75 

4.70 

5.50 

15 

4.00 
4.75 


15x19 
5.70 
5.70 
6.05 
6.35 
. 75 

5.70 
6.50 

16 

4.70 
5.45 


Inch  14x17  15x19 


Straight  Back  Basins,  no  Overflow,  each 4.10  5.20 

“ “ Patent  Overflow,  each  . 4.70  5.70 

“ “ Embossed,  no  Overflow,  each 4.85  5.95 

“ “ “ Patent  Overflow,  each 5.45  6.45 


Straight  Back  Basins,  Round,  each 

“ “ Embossed,  Round,  each 


Inch  14  15  16 

3.35  4.00  4.70 

4.10  4.75  5.45 


Round  French  Closet  Bowls,  each 1.35 

Oval  Closet  Bowls,  each 1.50 

Round  Flush  Rim  Closet  Bowls,  each  1.50 

“ “ “ with  Seat  Vent,  each ....  1.65 

Oval  Flush  Rim  Closet  Bowls,  each 2.05 

“ “ “ with  Seat  Vent,  each 2.20 

Philadelphia  Ploppers,  each 2.65 

Ship  Closet  Basins,  No.  1,  each 1.50 

“ “ “ 2,  “ 1.40 

Ship  Plug  Basins,  13  inch,  “ 1.05 

“ “ 14  “ “ 1.20 

Bidet  Pans,  for  Brass  Plug,  “ 2.90 

“ “ “ with  Overflow,  each....  3.00 

“ “ “ no  Hole,  each 2.65 
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STANDARD  PRICE  LIST 

OF 

AMERICAN  SANITARY  EARTHENWARE. 

Continued. 


Bedfor 


Isliire  Urinals,  No.  1,  Flat,  each 


3 


No.  1,  F.  B.,  Lipped  Vent  an 

119  >1  >1 

“ 1,  Corner 


Corner,  each . 


Flat,  with  Lip,  each 


Corner,  “ 


d Hood  Urinals,  each 


Square  Short 
Oval  Tall  Flush 


Round 


Square 


Oval  Short  Hoppers  and  Traps  Combined,  “ 

“ “ “ “ Embossed,  each 

“ “ “ each  

“ “ “ Embossed,  each 

Rim  Hoppers,  each  

“ “ with  Seat  Vent,  each 

“ “ with  Hub  “ “ 

“ “ each 

“ “ with  Seat  Vent,  each  

“ “ “ Hub  “ “ 

“ “ 14x14  inches  “ 

“ “ with  Seat  Vent,  “ 

“ “ “ Hub  “ “ 

“ Long  Hoppers,  16x10  inches,  each 

Oval  Short  Flush  Rim  Hoppers,  each 

1 “ “ with  Seat  Vent,  each 

1 “ “ each  

‘ “ “ with  Seat  Vent,  each 

“ “ each  

“ “ with  Seat  Vent,  each 

Traps,  each 

Drip  Trays,  Oval  and  Round,  each  .... 

Hopper  Stands,  each 

“ “ with  Hub  Vent,  each . 

Floats,  Large,  above  7 inches,  each.  

“ Small,  under  7 inches,  “ 


Round 

Square 


5.85 

4.40 

3.95 

5.85 

4.40 
3.95 
8.80 
7 . 30 
0.60 
8.80 

7.30 
0.00 

10.25 
8.  SO 
10.25 
8.80 

8.05 

8. 50 

9.50 
10.25 

5.55 

5.70 

6.00 

3.70 

3.55 
4.15 
0.95 
7.10 

7.40 
11.10 

2.65 

2.80 

1.90 

2.05 

4.40 

4.55 
2.45 
2.00 

1.30 
1.00 

.44 

.38 
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STANDARD  PRICE  LIST 

OF 

AMERICAN  SANITARY  EARTHENWARE. 

Continued. 


PLAIN  WASHOUTS. 

No.  I Oval,  Front  Outlet,  each  ....  13.20 

“ 1 “ Back  “ “ 13.90 

“ 2 “ Front  “ “ 10.25 

“ 2 “ Back  “ “ .'. 11.00 

“ 3 “ Front  or  Back  Outlet,  each  . . 8.05 

Square,  Front  Outlet,  each 15.35 

“ Back  “ “ 10.10 

No.  1 Square  Back,  Front  Outlet,  each  . . 14.05 

“ 1 “ “ Back  “ “ ..  14.80 

“ 2 “ “ Front  “ “ ..  12.55 

“ 2 “ “ Back  “ “ ..  13.30 

“ 1 Washouts  for  Iron  Traps,  each  ....  7.20 


“ 2 “ “ “ “ 0.60 


EMBOSSED  WASHOUTS. 

No.  1 Oval,  Front  Outlet,  each  ....  13.90 

“ 1 “ Back  “ “ 14.65 

“ 2 “ Front  “ “ 11.00 

“ 2 “ Back  “ “ 11.70 

“ 3 “ Front  or  Back  Outlet,  each  . . 8.80 

Square,  Front  Outlet,  each 16.10 

“ Back  “ “ 16.85 

No.  1 Square  Back,  Front  Outlet,  each.  14.80 

“ 1 “ “ Back  “ “ ...  15.50 

“ 2 “ “ Front  “ “ ...  13. 30 

“ 2 “ “ Back  “ “ ...  14.05 


PLAIN  SYPHON  JETS. 


No.  1 Oval,  each 21.60 

“ 2 “ “ 17.00 

“ 1 Square  Back,  Oval  Front,  each  23.70 

“ 2 “ “ “ “ “ 21.60 

“ 1 Square  Top,  each 24  18 

“ 2 “ “ “ 23.16 


PLAIN  PEDESTALS. 


No. 

1 

Oval,  Front  Outlet,  each 

13 

. 90 

“ 

9 

“ “ “ “ 

11. 

,00 

“ 

3 

“ “ “ “ 

8. 

.80 

Squ 

are,  Front  Outlet,  each 

16 

10 

11 

Back  “ “ 

16. 

.85 

No. 

1 

Square  Back,  Front  Outlet,  each  . . 

14 

.80 

“ 

9 

“ “ “ “ “ 

13. 

.30 

“ 

1 

“ “ Back 

15. 

.50 

“ 

9 

“ “ “ “ “ , . 

14 

.05 

No.  1 

EMBOSSED  PEDESTALS. 

Oval,  Front  Outlet,  each  

14.65 

“ 2 

“ “ “ “ 

11.70 

9 

“ “ “ “ 

9.50 

Square,  Front  Outlet,  each 

1 6 . 85 

“ 

Back  “ “ 

17.55 

No.  1 

Square  Back,  Front  Outlet,  each  . . 

15.50 

“ 2 

“ “ “ “ “ 

14.05 

“ i 

“ “ Back  “ “ 

16.20 

“ 2 

“ “ “ “ “ 

14.75 

METAL  COUPLINGS. 

Plain  Polished  Nickeled 


F>  inch, 

net,  each 

...  .25 

.45 

.75 

% “ 

“ “ 

...  .25 

.45 

.75 

1 

“ “ 

.25 

.45 

. 75 

“ 

“ “ 

...  .30 

.50 

.so 

\%  “ 

“ “ 

...  .40 

.60 

.90 

9 “ 

“ “ 

. 55 

. 75 

1.05 

Hopper  Clamps,  7 cents 

each. 

Hand  Ho 

le  Clamps  with 

Washers, 

25  cents 

each 

PACKAGES  TO  BE  CHARGED  AS  FOLLOWS,  NET: 


EMBOSSED  SYPHON  JETS. 


No,  1 Oval,  each 23.10 

“ 2 “ “ 18.00 

“ 1 Square  Back,  Oval  Front,  each  25.20 

“ 2 “ “ “ “ “ ....  23.10 

“ 1 Square  Top,  each . ....  ....  26.28 

“ 2 “ “ “ 24.18 


Crates,  each 2.00 

Hogsheads,  Extra  Large,  each 2.00 

“ Large,  each 1.50 

“ Medium,  each 1.25 

“ Small,  each 1.00 

Tierces,  Large,  each 1.00 

“ Small,  “ .75 

Boxes,  each .50 

Barrels,  “ .35 
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STANDARD  EARTHENWARE. 

ROUND  BASINS. 


NO  OVERFLOW  BASINS 
FOR  METAL  PLUG. 


Outside  Diameter,  inches 

u - 1 2 69.  No  Overflow,  each 

u - 1 2 70.  Common  Overflow,  Metal  Plug,  each 


COMMON  OVERFLOW  BASINS. 
FOR  METAL  PLUG. 


U-  1 270. 


12 

13 

14 

15 

16 

55 

.70 

.75 

1.20 

1.55 

70 

.83 

.90 

1.35 

1.85 

PATENT  OVERFLOW  BASINS. 
FOR  METAL  PLUG. 


U-1271. 


Outside  Diameter,  inches 

u-1271.  Patent  Overflow,  Metal  Plug,  each.  . 
u - 1 272 . Patent  Overflow,  Rubber  Plug,  each 


PATENT  OVERFLOW  BASINS. 
FOR  RUBBER  PLUG. 


U-1  272. 


12 

13 

14 

15 

16 

1 l 

.90 

1.00 

1.50 

2.00 

95 

1.05 

1.15 

1.70 

2.20 

OVAL  BASINS. 


NO  OVERFLOW  BASINS. 
FOR  METAL  PLUG. 


COMMON  OVERFLOW  BASINS. 
FOR  METAL  PLUG. 


U-1  273. 


U-1  274. 


Outside  Diameter,  inches 14x17  15x19 

u-i  273.  No  Overflow,  each 2.10  3.35 

u-i  274 . Common  Overflow,  Metal  Plug,  each 2.10  3.35 
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STANDARD  EARTHENWARE. 


PATENT  OVERFLOW  OVAL  BASINS. 
FOR  METAL  PLUG. 


Outside  Diameter,  inches 

u - 1 275.  Patent  Overflow,  Metal  Plug,  each, 
u - 1 2 7 6.  “ “ Rubber  “ “ 


PATENT  OVERFLOW  OVAL  BASINS 
FOR  RUBBER  PLUG. 


U-1  276. 


14  x 17  15  x II 

2.50  3.50 


2 . 80 


3.80 


EMBOSSED  OVAL  BASINS 


U-1  277. 


PLAIN  SQUARE  BASINS. 


U-1  278. 


Outside  Diameter,  inches 14  x 17  15  x 19 

Embossed  Oval  Basin,  no  Overflow,  each 2.85  4.10 

“ “ “ Common  Overflow,  Metal  Plug,  each 2.85  4.10 

“ “ “ Patent  “ “ “ “ 3.25  4.25 

“ “ “ “ “ Rubber"  “ 3.55  4.55 

Plain  Square  “ no  Overflow,  each 4.70  5.70 

“ “ “ Common  Overflow,  Metal  Plug,  each 4.70  5.70 

“ “ “ Patent  “ “ “ “ 5.00  6.05 

“ “ “ “ “ Rubber"  " 5.35  6.35 

Add  for  Embossing .75  .75 


PLAIN  RECESS  BASINS. 


EMBOSSED  RECESS  BASINS. 


U-1  279. 

Outside  Diameter,  inches 
u-i  279.  Each 

U-1 280 . “ 


U-1  280. 

14  x 17  15  x 10 

4.70  5.70 

5.50  6.50 


THE  MILNER  & KETTIG  COMPANY. 


286 


STANDARD  EARTHENWARE. 


FLAT  BACK  URINALS. 


FLAT  BACK  LIPPED  URINALS. 


U-1281. 

Number 

Size,  inches. . . 

u-i28i.  Each 

U - 1 2 8 2.  “ 


U-1  282. 

1 2 3 

15  x 18  13  x 15  12  x 14 

5.85  4.40  3 95 

8.80  7.30  G.tiO 


CORNER  URINALS. 


CORNER  LIPPED  URINALS. 


U-1  283. 

Number  

Size,  inches  . . 
u-i  283.  Each 

U-1 284 . “ 


U-1  284. 

1 2 3 

13x13  11%  x 11%  10%  x 10> 

5.85  4.40  3.95 

8.80  7.30  G.GO 


ROUND  FRENCH  CLOSET  BOWLS. 


u-i  285.  Each 


U-1 285 


1.35 
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STANDARD  EARTHENWARE. 

PHILADELPHIA  HOPPERS. 


U-  1 286. 


Each 

TALL  ROUND  FLUSHING  RIM  HOPPERS. 


; .65 


TALL  OVAL  FLUSHING  RIM  HOPPERS. 


u * i 28  7.  Each 

U - 1 288 . 


U-1289. 


U-  1 290. 


Each 


....  2.(15  Each 

Spuds  and  Couplings  always  extra. 


2.45 


288 


THE  MILNER  & KETTIG  COMPANY. 


STANDARD  EARTHENWARE. 


WATER  CLOSETS 


PLAIN. 

FRONT  OUTLET  OFFSET  WASHOUT. 


u-1291.  Each 

U - 1 2 9 2.  “ 


PLAIN. 

BACK  OUTLET  OFFSET  WASHOUT. 


U-  1 292. 

Number  2 3 

10.25  8.05 

11.00  8.05 


PLAIN. 

FRONT  OUTLET  WASHOUT— WITH  TRAP. 


BACK  OUTLET  WASHOUT— WITH  TRAP. 


U-1  293. 


U-1  294. 


Number  1 2 3 

Plain,  each 13.20  10.25  8.05 

Embossed,  see  Plate  U-1295. 

Spuds  and  Couplings  always  extra. 

Above  furnished  also  with  Standard  Seat  Attachment  as  shown  in  Fig.  U-1301. 
Seat  Attachment  charged  extra. 


Number  1 2 

Plain,  each 13.90  11  00 

Embossed,  each 14.65  11. /0 


3 

8.05 

8.80 
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STANDARD  EARTHENWARE. 

WATER  CLOSETS. 


EMBOSSED  FRONT  OUTLET  WASHOUT. 


WITH  TRAP. 


Number  12  3 

Each 13.90  11.00  8.80 


OVAL  COMBINED  HOPPER  AND  TRAP. 


Plain,  each 8.05 

Embossed,  each 8.80 


Plain,  each 8.05 

Embossed,  each 8.80 


PLAIN  FRONT  OUTLET  PEDESTAL. 
WITH  TRAP. 


U- 1 297. 


EMBOSSED  FRONT  OUTLET  PEDESTAL. 
WITH  TRAP. 


U-  1 298. 


Number  12  3 

u * i 297.  Each 13.90  11.00  8.80 

U - 1 298 . “ 14.65  11.70  9.50 

Offset  Pedestals  (no  Trap),  same  list  prices. 


Spuds  and  Couplings  always  extra. 

Above  furnished  also  with  Standard  Seat  Attachment  as  shown  in  Fig.  U-1301. 
Seat  Attachment  charged  extra, 
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STANDARD  EARTHENWARE. 


PLAIN  SYPHON  JET. 


WATER  CLOSETS. 

EMBOSSED  SYPHON  JET. 


U- 1 299. 

U-1300. 

Each 

Number  1 

21.60 

2 

17.00 

Each 

Number 

Furnished  also  with  Seat  Attachment  as  shown  in  Fig.  U-1301.  Seat  Attachment  charged  extra. 


PLAIN  WASH  DOWN— SHOWI NG  STANDARD  SEAT  ATTACHMENT. 


Plain,  each Net. 

Embossed,  each 

Spuds  and  Couplings  always  extra. 

Note. — All  of  the  foregoing  Closets  can  be  furnished  with  Seat  Attachment  as  shown  in  Fig.  U-1301. 

Seat  Attachment  charged  extra. 
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EARTHENWARE  SPONGE  HOLDERS  AND  SOAP  CUPS. 


SPONGE  HOLDER. 


U- 1 302. 


FANCY  SOAP  CUP. 


U- 1 303. 


PLAIN  SOAP  CUP. 


U-1304. 


Prices 


Net. 
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CLOSET  TANKS. 


PLAIN— CAST  IRON. 


U- 1 305. 


PLAIN  WOOD. 


Net. 
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CLOSET  TANKS. 


HARDWOOD-ROUND  CO  R N E R E D-W ITH  MOULDING. 


HARDWOOD-ROUND  CORNERED-NO  MOULDING. 


U-1310. 


Prices 


Net. 
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CLOSET  SEATS. 

SEAT— NO  LID. 


U-131  1 . 

SEAT  AND  LID. 


U-1312. 

SEAT  AND  LID-WITH  BEADED  BACK. 


U-1313. 

SEAT  AND  LID— WITH  ROUND  CORNERED  BACK. 


U-1314. 


Trices 


Net, 
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CLOSET  SEATS. 


SEAT  AND  LID-WITH  HINGE  BOARD 

FOR  CLOSETS  WITH 
STANDARD  S.  A. 


U-1315. 


SEAT  AND  LI  D 

TO  HINGE  DIRECT  TO  CLOSETS  WITH 
STANDARD  S.  A. 


U-1316. 


SEAT  AND  LID-WITH  EXTENSION  WALL  BRACKETS. 


U-1317. 


STANDING  SEAT. 


U“  1 3 1 8.  WITH  LI  D. 


Prices 


Net, 
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PIPE  BOARD. 


PIPE  BOARD. 


U-1319. 


BRACKET  BOARD. 

FOR  WALL  ATT.  SEAT. 


U-1321. 


STRAIGHT  PIPE  BOARD 


U-  1 322. 


Prices 


TO  GO  BEHIND  TANK. 


SUPPORT  BOARD. 

FOR  PIPE  SUPPORTS. 


U- 1 323. 

Net. 
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PIPE  BOARD— FOR  BRACKETS.  TANK  BOARD  FOR  BRACKETS. 


TO  GO  BEHIND  TANK. 


TO  GO  BEHIND  TANK. 


U" 1 325. 


TANK  BOARD-WITH  STRIP. 

TO  GO  BEHIND  TANK. 


TANK  BOARD-WITH  ANGLES. 

TO  GO  BEHIND  TANK. 


U- 1 327. 

Prices Net. 
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WATER  CLOSET  COMBINATIONS. 


U-  1 328. 


U-  1 329. 


u - 1 326 . Includes  Tall  Oval  Flushing  Rim  Hopper  ; Plain  Tank  ; Japanned  Iron  Brackets  ; Nickel 
Plated  Chain  and  Pull,  and  Finished  Hardwood  Seat,  no  Pipes. 


PRICE,  .....  $16.50. 

u-1329.  Includes  No.  3 Front  Outlet  Washout  Closet  (not  vented) ; Beaded  Hardwood  Tank; 
Nickel  Plated  Chain  and  Pull;  Hardwood  Seat  and  Lid;  Iron  Brackets;  Brass  Flush  and  Supply  Pipes. 

PRICE,  .....  $26.00. 


Vents  charged  extra. 
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WATER  CLOSET  COMBINATIONS. 


U-  1 330. 


U-1331. 


U- 1 330.  Includes  Front  Outlet  Pedestal  Washout  Closet  (not  vented)  ; Beaded  Hardwood  Tank; 
Nickel  Plated  Chain  and  Pull;  Hardwood  Seat  and  Lid;  Iron  Brackets;  Brass  Flush  and  Supply 
Pipes. 

PRICE,  .....  $28.00. 

Vents  charged  extra. 


u-1331.  Includes  Front  Outlet  Pedestal  Washout  Closet  (not  vented)  ; Round  Cornered  Hard- 
wood Tank;  Nickel  Plated  Chain  and  Pull ; Nickel  Plated  Iron  Brackets  ; Hardwood  Seat  and  Lid,  and 
Brass  Flush  and  Supply  Pipes. 

PRICE,  .... 

Vents  charged  extra. 


$30.00. 
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WATER  CLOSET  COMBINATIONS. 


U-  1 332.  U- 1 333. 

u - 1 332.  Includes  No.  3 Front  Outlet  Washout  Closet  (not  vented),  with  Hardwood  Seat  and 
Lid  attached  to  Bowl;  Round  Corli  ered  Hardwood  Tank;  Nickel  Plated  Chain  and  Pull;  Nickel 
Plated  Iron  Brackets;  Nickel  Plated  Brass  Flush  and  Supply  Pipes  and  Supports. 

PRICE,  ....  - $24.00. 

Vents  charged  extra. 

u-i  333.  Includes  Front  Outlet  Pedestal  Washout  Closet  (not  vented),  with  Hardwood  Seat  and 
Lid  attached  to  Bowl;  Round  Cornered  Hardwood  Tank;  Nickel  Plated  Chain  and  Pull;  Nickel 
Plated  Iron  Brackets;  Nickel  Plated  Brass  Flush  and  Supply  Pipes  and  Supports. 


Vents  charged  extra. 


PRICE, 


$27.00. 
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WATER  CLOSET  COMBINATIONS. 


U-  1 334.  U- 1 335. 

u - 1 334.  Includes  Washdown  Closet,  with  Hardwood  Seat  and  Lid  attached  to  Bowl ; Round 
Cornered  Hardwood  Tank;  Nickel  Plated  Chain  and  Pull;  Nickel  Plated  Iron  Brackets;  Nickel 
Plated  Flush  and  Supply  Pipes  and  Supports. 

PRICE,  .....  $27.00. 

Vents  charged  extra. 

u- 1 335.  Includes  Front  Outlet  Pedestal  Closet  (not  vented),  with  Hardwood  Seat  and  Lid 
attached  to  Bowl  ; Round  Cornered  Hardwood  Tank  on  Tank  Board;  Nickel  Plated  Angles;  Nickel 
Plated  Chain  and  Pull ; Nickel  Plated  Flush  and  Supply  Pipes  and  Supports. 

Vents  charged  extra. 


PRICE, 


$32.00. 
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WATER  CLOSET  COMBINATIONS. 


U-  1 336. 


U"  1 337. 


u - 1 336 . Includes  Syphon  Jet  Closet,  with  Hardwood  Seat  and  Lid  attached  to  Howl ; Round 
Cornered  Hardwood  Tank;  Nickel  Plated  Iron  Brackets;  Nickel  Plated  Chain  and  Pull ; Nickel  Plated 
Brass  Flush  and  Supply  Pipes  and  Supports. 


PRICE, 


$32.00. 


u-1337.  Includes  Syphon  Jet  Closet,  with  Hardwood  Seat  and  Lid  attached  to  Bowl;  Round 
Cornered  Hardwood  Tank  on  Tank  Board;  Nickel  Plated  Angles;  Nickel  Plated  Chain  and  Pull; 
Nickel  Plated  Flush  and  Supply  Pipes  and  Supports. 


PRICE, 


$37.00. 


THE  MILNER  & KETTIG  COMPANY. 


303 


LOW  DOWN  WASHDOWN  CLOSET  COMBINATIONS. 


U-1338. 


Includes  Washdown  Closet,  Hardwood  Low  Down  Tank  and  Connections,  and  Nickel  Plated 
Supply  Pipe. 


PRICE, 


$36.00. 
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LOW  DOWN  SYPHON  JET  CLOSET  COMBINATIONS. 


U- 1 339. 


Includes  Syphon  Jet  Closet,  Hardwood  Low  Down  Tank  and  Connections,  and  Nickel  Plated 
Supply  Pipe. 


PRICE 


$40.00 
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CAST  IRON  WATER  CLOSETS. 


COMBINED  HOPPER  AND  TRAP. 
BRASS  FLUSH  CONNECTION  AND  VENT. 


U- 1 340. 


FRONT  OUTLET  WASHOUT. 
BRASS  FLUSH  CONNECTION  AND  VENT 


U-1341. 


U - 1 34-0 . U-1341 

Enameled  inside  and  on  Rim,  each 10.00  10.00 

“ “ “ outside  “ 12.00  12.00 


SYPHON  JET. 

BRASS  FLUSH  CONNECTION. 


U - 1 342. 


Enameled  inside  and  on  Rim,  each 17.00 

“ “ “ outside  “ 20.00 
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IRON  HOPPERS. 


MCI  VER  PATTERN. 

SPECIALLY  ADAPTED  FOR  EXPOSED  PLACES. 


U- 1 343. 


Enameled  inside  only,  with  Valve,  each 10.00 

Enameled  inside  and  outside,  with  Valve,  each 11.50 


PRISON  HOPPERS. 


IRON  SELF  RAISING  SEATS,  WITH  WOOD 

LONG  ROUND-FLUSHING  RIM. 


U - 1 344. 


Enameled  inside,  each 12.00 

Enameled  inside  and  outside,  each 13.50 


IMS— SINGLE  OR  DOUBLE  ACTING  VALVES. 

SHORT  OVAL— FLUSHING  RIM. 


U- 1 345. 


Enameled,  on  Painted  Elbow,  each 14.00 

Enameled,  on  Painted  Trap,  each 13.75 


Enameled, on  Enam.  Elbow  or  Trap, each,  15.00 
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IRON  HOPPERS. 


PHILADELPHIA  PATTERN. 


U-  1 346. 


NEW  PATTERN. 


U- 1 347. 


Painted,  each 1.75 

Enameled  inside,  each 2.75 

“ “ and  outside,  each 4 25 


FRENCH  OR  SHORT  PATTERN. 


U- 1 348. 


Painted,  each 1.75 

Enameled  inside,  each 2.75 

and  outside,  each  ....  4.25 


Painted,  each 1.75 

Enameled  inside,  each  2.75 

and  outside,  each  ....  4.25 


SHORT  PATTERN  ON  “S"  TRAP. 

WITH  HAND  HOLE. 


U - 1 349. 


Hopper  Painted,  on  Painted  Trap,  each 3.50 

“ Enam.  inside,  on  Painted  Trap,  each  4.50 
“ “ “ “ Enam.  “ “ 5.25 

“ and  Trap  Enam.  inside  and  out,  “ 7.75 


Can  be  furnished  on  any  style  Trap  desired. 
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IRON  HOPPERS. 


LONG  OVAL  FLUSHING  RIM. 
BRASS  FLUSH  CONNECTION. 


U - 1 350. 


LONG  OVAL  FLUSHING  RIM. 
HARDWOOD  SEAT— BRASS  FLUSH  CONNECTION. 


U-1351 . 


Painted,  each 4.00  Painted,  each 5.50 

Enameled  inside,  each 5.50  Enameled  inside,  each 7.00 

“ and  outside,  each  . 7.00  “ “ and  outside,  each  ....  8.50 


LONG  ROUND  FLUSHING  RIM. 
BRASS  FLUSH  CONNECTION. 


U- 1 352. 


Painted,  each 8.50 

Enameled  inside,  each 5.00 

“ and  outside,  each  ....  (S.50 


LONG  ROUND  FLUSHING  RIM. 
HARDWOOD  SEAT— BRASS  FLUSH  CONNECTION. 


Painted,  each.  5.00 

Enameled  inside,  each 6.50 

“ “ and  outside,  each  ....  8.00 
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IRON  HOPPERS. 


SHORT  OVAL  FLUSHING  RIM. 
BRASS  FLUSH  CONNECTION. 


U- 1 354. 


U- 1 354. 

Painted,  each 4.00 

Enameled  inside,  each 5.50 

Enameled  inside  and  outside,  each 7.00 

For  Hardwood  Rim  add 1.50 


SHORT  ROUND  FLUSHING  RIM. 
BRASS  FLUSH  CONNECTION. 


U- 1 355. 


U- 1 355. 

Painted,  each 3.50 

Enameled  inside,  each 5.00 

Enameled  inside  and  outside,  each 6.50 

For  Hardwood  Rim  add 1.50 


SHORT  OVAL  FLUSHING  RIM. 

BRASS  FLUSH  CONNECTION. 

ON  “s”  TRAP— WITH  HAND  HOLE. 


U-  1 356. 


Hopper  Painted,  on  Painted  Trap,  each . . 5.75 

Hopper  Enameled  inside  only,  on 

Painted  Trap,  each 7.25 

Hopper  Enameled  inside,  on  Enameled 

Trap,  each 8.00 

Hopper  and  Trap  Enameled,  inside  and 

outside,  each 10.50 

For  Hardwood  Rim  add 1.50 


SHORT  ROUND  FLUSHING  RIM. 

BRASS  FLUSH  CONNECTION. 

ON  "s”  TRAP— WITH  HAND  HOLE. 


U-  1 357. 


U-  1 357. 

Hopper  Painted,  on  Painted  Trap,  each.  . 5.25 

Hopper  Enameled  inside  only,  on 

Painted  Trap,  each 6.75 

Hopper  Enameled  inside,  on  Enameled 

Trap,  each 7.50 

Hopper  and  Trap  Enameled,  inside  and 

outside,  each 10.00 

For  Hardwood  Rim  add 1.50 


Can  be  furnished  on  any  style  Trap  desired. 
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IRON  HOPPERS. 


U- 1 358. 

long  round  (not  Flushing  Rim)  with  Round  Hardwood  Self  Raising  Seat  and  Single  or  Double 

Acting  Valve. 


Painted,  each 8.00 

Enameled  inside  only,  each 9.00 

“ “ and  outside,  each 10.50 


For  Square  Seat  add  50  cents. 


IRON  FLUSHING  RIM  HOPPERS. 


WITH  ROUND  HARDWOOD  SELF  RAISING  SEATS— SINGLE  OR  DOUBLE  ACTING  VALVES. 


U- 1 359. 


U-  1 360. 


LONG  ROUND  FLUSHING  RIM. 


LONG  OVAL  FLUSHING  RIM. 


U*  1 359.  U- 1 360. 

Painted,  each 9.75  10.25 

Enameled  inside  only,  each 11.25  11.75 

“ “ and  outside,  each  12.75  13.25 

For  Square  Seat  add  50  cents. 
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IRON  HOPPERS  ON  TRAPS. 


U-1361. 


short  round  (not  Flushing  Rim)  on  “S”  Trap  with  Hand  Hole — Round  Hardwood  Self  Raising 

Seat — Single  or  Double  Acting  Valve. 

Hopper  Painted,  on  Painted  Trap,  each 9.75 

“ Enameled  inside  only,  Painted  Trap,  each 10.75 

“ “ “ “ Enaui.  “ “ 11.50 

“ and  Trap  Enameled  inside  and  outside,  each  14.00 

For  Square  Seat  add  50  cents. 

Can  be  furnished  on  any  style  Trap  desired. 


IRON  FLUSHING  RIM  HOPPERS  ON  TRAPS. 


WITH  ROUND  HARDWOOD  SELF  RAISING  SEATS— SINGLE  OR  DOUBl^  ACTING  VALVES. 


U-1362. 

SHORT  ROUND  FLUSHING  RIM  ON 
VENTED. 


U-1363. 

SHORT  OVAL  FLUSHING  RIM  ON  "s”TRAP, 


U-1362  U-1363 

Hopper  Painted,  on  Painted  Trap,  each 11.50  12.00 

“ Enameled  inside  only,  Painted  Trap,  each 13.09  13.50 

“ “ Enam.  “ “ 13.75  14.25 

“ and  Trap  Enameled  inside  and  outside,  each  16.25  16.75 


For  Square  Seat  add  50  cents. 

Can  be  furnished  on  any  style  Trap  desired. 
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IRON  FLUSHING  RIM  HOPPERS. 

WITH  BRASS  FLUSH  CONNECTIONS,  AND  ROUND  HARDWOOD  SELF  RAISING  SEATS. 


U- 1 364. 


U- 1 365. 


LONG  ROUND  FLUSHING  RIM. 


LONG  OVAL  FLUSHING  RIM. 


U-1364.  U"  1 365. 


Painted,  each 7.75  8.25 

Enameled  inside  only,  each 9.25  9.75 

“ “ and  outside,  each 10.75  11.25 


For  Square  Seat  add  50  cents. 


U-1366.  U-  1 367. 


Hopper  Painted,  on  Painted  Trap,  each 9.50  10.00 

“ Enameled  inside  only,  on  Painted  Trap,  each 11.00  11.50 

“ “ “ “ “ Enani.  “ “ 11.75  12.25 

“ and  Trap  Enameled  inside  and  outside,  “ 14.25  14.75 


For  Square  Seat  add  50  cents. 

Can  be  furnished  on  anv  style  Trap  desired. 
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CAST  IRON  HOPPER  TRAPS. 


“S”  TRAP. 

FOR  IRON  PIPE  CONNECTION. 


“S”  TRAP. 

FOR  LEAD  PIPE  CONNECTION. 


U - 1 368.  U- 1 369. 

Inch 

Plain,  each 

Enameled,  each  . 


4 

1 .75 
2.50 


■*S"  TRAP  WITH  HAND  HOLE  AND  COVER. 
FOR  IRON  PIPE  CONNECTION. 


"S"  TRAP  WITH  HAND  HOLE  AND  COVER. 
FOR  LEAD  PIPE  CONNECTION. 


U- 1 370.  U-1371. 

Inch 

Plain,  each 

Enameled,  each  


4 

1.75 

2.50 


“S”  TRAP  WITH  VENT. 
FOR  IRON  PIPE  CONNECTION. 


“S”  TRAP  WITH  VENT. 
FOR  LEAD  PIPE  CONNECTION. 


U-1372. 


U- 1 373. 


Plain,  each 

Enameled,  each 


Inch  4 

1.75 

2.50 
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CAST  IRON  HOPPER  TRAPS! 

% “ S '•  TRAP.  % "S"  TRAP. 


U- 1 374. 


Plain,  each  .... 
Enameled,  each 


U-  1 375. 


Inch  4 
....  1.75 

2.50 


% “S”  TRAP. 

WITH  HAND  HOLE  AND  COVER. 


Vi  “S”  TRAP. 

WITH  HAND  HOLE  AND  COVER. 


U-1376 


U- 1 377. 


Inch  4 

Plain,  each ? r,ci 

Enameled,  each 


U-  1 378 


Plain,  each 
Enameled,  each 


U- 1 379. 

Inch  4 

1.75 

2.50 
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CAST  IRON  FLAT  BACK  URINALS. 


CAST  IRON  CORNER  URINALS. 


Number 

1 

2 

3 

Plain,  each 

. 75 

1.00 

1.25 

Painted,  each 

.90 

1.15 

1.45 

Galvanized,  each 

1.20 

1.70 

2.25 

Enameled,  “ 

1.75 

2.25 

2.75 

U-1381 . 

Number  1 2 

Plain,  eacli 1.00  1.30 

Painted,  each 1.15  1.50 

Galvanized,  each 2.00  2.50 

Enameled,  “ 2.50  3.00 


CAST  IRON  PUBLIC  URINALS-ROLL  EDGE. 


U- 

1382. 

Length,  inches 

24 

30 

36 

42 

48 

60 

Painted,  each 

5.50 

6.25 

7.25 

8.50 

11.00 

Galvanized,  each 

8.00 

8.75 

10.00 

12.00 

14.00 

21.50 

Enameled,  “ 

12.00 

13.00 

15.00 

18 . 00 

20.00 

28.00 

( - 

14.00 

26.50 

34.00 


CAST  IRON  SECTIONAL  URINALS. 

10  INCHES  DEEP— lol^  INCHES  WIDE. 


U- 1 383. 


Number 

Length  (in  sections  5 feet  long),  feet 

Plain,  each 

Painted,  each 

Galvanized,  each 

Enameled,  “ 


1 

5 

14.00 
15.50 

28.00 
28.00 


10 

28.00 

31.00 

56.00 
56.00 


3 

15 

42.00 
46.50 

84.00 
84.00 
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CAST  IRON  BASINS. 


CAST  IRON  ROUND  BASIN. 
COMMON  OVERFLOW. 

N.  P.  BRASS  COUPLING  AND  RUBBER  STOPPER. 


CAST  IRON  ROUND  BASIN. 
PATENT  OVERFLOW. 

N.  P.  BRASS  COUPLING  AND  RUBBER  STOPPER. 


Diameter 

Plain,  each 

Painted,  each... 
Galvanized,  each 
Enameled,  each . 


U-  1 384. 

inches 


12 

14 

16 

1.00 

1.20 

1.60 

1.20 

1.40 

1.60 

1.80 

2.00 

2.40 

2.20 

2.40 

3.00 

U-  1 385. 

Diameter,  inches 


Painted,  each. 


12 

14 

16 

1.30 

1.50 

2.00 

1.50 

1.70 

2.20 

2.00 

2.20 

3.00 

2.40 

2.80 

3.60 

CAST  IRON  OVAL  BASIN. 

N.  P.  BRASS  COUPLING  AND  RUBBER  STOPPER. 


Diameter  over  all 

14  x 17  inches,  each. 

15  x 19  “ “ . 


Plain 

1.75 

2.10 


Painted 

1.90 

2.25 


Galvanized 
2 50 
3.00 


Enameled 

3.00 

3.50 


CAST  IRON  OVAL  BASIN. 

N.  P.  BRASS  COUPLING  AND  RUBBER  STOPPER. 


Diameter  over  all 

14  x 17  inches,  each. 

15  x 19  “ “ • 


U-1387.  PATENT  OVERFLOW. 

Plain  Painted  Galvanized 

2.25  2.50  3.00 

2.75  3.00  3.25 


Enameled 

3.50 

3.80 
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COMBINED  SLABS  AND  BOWLS. 

PATENT  OVERFLOW.  N.  P.  COUPLINGS  AND  RUBBER  STOPPERS. 
FLAT  BACK.  CORNER. 


U- 1 388. 

Plain,  each 

Painted,  “ 

Galvanized,  each  

Enameled,  “ 


U-1389. 

2.80 

3.20 

4.40 

6.00 


WASH  STANDS. 

PATENT  OVERFLOW,  N.  P.  COUPLINGS  AND  RUBBER  STOPPERS. 


FLAT  BACK. 


U- 1 390. 

Plain,  each. 

Painted,  “ 

Galvanized,  each 

Enameled,  “ 


CORNER. 


U-1391 . 


4 40 
4. 


ooo 
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COMBINED  SLABS  AND  BOWLS-WITH  ROLL  EDGES. 

PATENT  OVERFLOW,  N . P.  COU  PLI  NGS  AND  RUBBER  STOPPERS. 


FLAT  BACK. 


CORNER. 


U- 1 392. 

Painted,  each 

Galvanized,  each 

Enameled,  each 


U- 1 393. 


2.25 
3 00 
3.50 


WASH  STANDS-WITH  ROLL  EDGES. 

PATENT  OVERFLOW,  N.  P.  COUPLINGS  AND  RUBBER  STOPPERS. 


FLAT  BACK. 


CORNER. 


U-  1 394.  OVAL  BOWL. 


U- 1 395.  OVAL  BOWL. 


Painted,  each 6.50 

Galvanized,  each 8.50 

Enameled,  “ 10.00 
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COMBINED  SLABS  AND  BOWLS-WITH  ROLL  EDGES. 

OVAL  BOWLS. 

PAT.  OVERFLOW,  N.  P.  STRAINERS,  N.  P.  COUPLINGS  AND  RUBBER  STOPPERS. 
FLAT  BACK-ON  BRACKETS. 


U-1 396. 


Painted,  each 4.50 

Galvanized,  each  .. . 6.50 
Enameled,  each. .. . 8.00 


U-1  396. 


CORNER. 


U-1  397. 


Painted,  each 4.00 

Galvanized,  each .. . 6.00 
Enameled,  each  . 7.50 


U-  1 397 
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COMBINED  SLABS 


AND  BOWLS-WITH  HIGH  BACK. 

ON  BRACKETS. 


PATENT  OVERFLOW,  N.  P.  REMOVABLE  STRAINERS, 
N.  P.  COUPLINGS  AND  RUBBER  STOPPERS. 


OVAL  BOWL. 


U- 1 398. 


Painted,  each 

Galvanized,  each 

Enameled,  each 


11  x 14  Bowl 
5.00 
10.00 
11.00 


12  x 15  Bowl 
6.50 
11.00 
12.50 
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ENAMELED  IRON  SECTIONAL  LAVATORIES. 


U-  1 399. 


Enameled  Iron  Sectional  Lavatory,  with  Patent  Overflow  oval  Bowls;  Nickel  Plated  Brass 
Overflow  Strainers;  Waste  Plugs,  with  Rubber  Stoppers;  High  Back  and  End;  Nickel  Plated  Brass 
Union  Strips;  Soap  Cups;  Painted  Iron  Brackets,  and  two  Doherty  Self  Closing  Basin  Cocks  to  each 
Section. 


Two  Section,  with  Left  Hand  End 

As  described,  16x20  inch  Slabs,  with  11x14  inch  Bowls ....  31 .50 

“ “ 18x24  “ “ “ 12x15  “ “ 34.50 

If  without  Cocks  deduct,  each 2.00 

“ “ End  Piece  deduct,  each 2.00 


If  with  right  hand  End,  same  list  prices. 
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ENAMELED  IRON  SECTIONAL  LAVATORIES. 


ON  BRACKETS. 


U-  1 400. 


Enameled  Iron  Sectional  Lavatory,  with  Patent  Overflow  oval  Bowls;  Nickel  Plated  Brass 
Overflow  Strainers  ; Waste  Plugs,  with  Rubber  Stoppers  ; High  Back  ; Nickel  Plated  Brass  Union  Strips  ; 
Soap  Cups;  Painted  Iron  Brackets  and  two  Doherty  Self  Closing  Basin  Cocks  to  each  Section. 


16  x 20  Slabs  18  x 24  Slabs 
11  x 14  Bowls  12  x 15  Bowls 


Five  Section  as  described,  no  Waste  or  Trap 73.75  81.25 

For  each  additional  Section  “ “ add 14.75  16.25 

For  Right  or  Left  Hand  End  Piece  add  2.50 

“ Rough  Brass  Waste,  per  Section,  “ 1.75 

“ “ “ Trap  add 5.00 

If  without  Cocks  deduct,  each, 2,00 
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ENAMELED  IRON  SECTIONAL  LAVATORIES. 


ON  FRAMES. 


U-1401 . 


Enameled  Iron  Sectional  Lavatory,  with  Patent  Overflow  oval  Bowls;  Nickel  Plated  Brass 
Overflow  Strainers ; Waste  Plugs,  with  Rubber  Stoppers ; High  Back  ; Nickel  Plated  Brass  Union 
Strips  ; Soap  Cups  ; Painted  Iron  Frames,  and  two  Doherty  Self  Closing  Basin  Cocks  to  each  Section. 


16  x 20  Slabs  18  x 24  Slabs 
1 1 x 14  Bowls  12  x 15  Bowls 

Five  Section,  as  described 
For  each  additional  Section  add 


79.00  86.50 

15.50  17.00 


For  Right  or  Left  Hand  End  Piece  add 2.50 

“ Rough  Brass  Waste,  per  Section,  add  1.75 

“ “ “ Trap  add  5.00 

If  without  Cocks  deduct,  each. 2.00 


3*24 
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ENAMELED  IRON  SECTIONAL  LAVATORIES. 


DOUBLE. 


U-  1 402. 


Enameled  Iron  Sectional  Double  Lavatory,  with  Patent  Overflow  oval  Bowls;  Nickel  Plated 
Brass  Overflow  Strainers;  Waste  Plugs,  with  Rubber  Stoppers ; Nickel  Plated  Brass  Union  Strips  ; 
Soap  Cups  ; Painted  Iron  Frames,  and  four  Doherty  Self  Closing  Basin  Cocks  to  each  Double  Section. 


lfi  x 20  Slabs  18  x 24  Slabs 

11x14  Bowls  12  x 15  Bowls 


Four  Double  Sections  as  described 

For  each  additional  Double  Section  add 


135.00  141.00 

33.75  35.25 


If  without  Cocks  deduct,  each,  $2.00. 
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CAST  IRON  ROLL  RIM  WASH  SINKS. 


U-  1 403. 


u * i 403 . Represents  Sectional  Roll  Rim  Wash  Sink,  of  three  Sections,  each  five  feet  long,  with 
High  Back;  Outlet  in  center;  Overflow  Grate  and  Connection;  two  Compression  Faucets  for  each 
Section';  Soap  Cups  and  Painted  Iron  Brackets. 


one  section  five  feet  long,  with  Back,  Soap  Cup,  Painted 

Overflow,  two  Brass  Faucets,  and  Iron  Brackets 20.00 

Add  for  each  additional  complete  Section  18.00 


Galv.  Fmameled 

34.00  36.00 

30.00  31.00 


If  with  \%  inch  Rough  Brass  Trap,  vented,  add  $4.50 


Can  be  furnished  on  Frames  to  floor  instead  of  Brackets  at  same  list  prices. 
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IRON  BATH  TUBS. 


FRENCH  PATTERN  — ROLL  RIM. 


N.  P.  OVERFLOW  STRAINER,  WASTE  PLUG  AND  RUBBER  STOPPER. 


U"  1 404. 


Size  of  Tub  (inside  measure),  feet 
As  described,  White  Enameled,  each  . 


4 434  5 534 

34.00  37.50  42  00  47.50 


Add  for  connected  Waste  and  Overflow,  Rough  Brass 2.00 

■*  « “ “ N.  P.  “ 3.00 

“ N.  P.  Compression  or  Fuller  Combination  Bath  Cock 3.50 

“ “ Supply  Pipes 3.00 

“ “ Secret  Waste  and  Overflow  9.50 

“ “ Bell  Supply  and  Waste  Fittings  25.00 


If  finished  outside  Zinc  White  add 

“ “ “ “ and  two  Gold  Bands  add 


Hi. 00 
20.00 


G 

57 . 50 


NEW  PATTERN  — ROLL  RIM. 


Size  of  Tub,  feet 

As  described,  White  Enameled,  each 


4 434  5 53*2 

29.00  32.00  36.00  41.00 


If  finished  outside  Zinc  White  add 

><  “ ,l  “ and  two  Gold  Bands  add 


16.00 

20.00 


47.00 
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IRON  BATH  TUBS. 


NEW  PATTERN-ROLL  RIM. 


N.  P.  OVERFLOW  STRAINER.  WASTE  PLUG  ANO  RUBBER  STOPPER,  AND 
N.  P.  FULLER  DOUBLE  BATH  COCK. 


U- 1 406. 


Size  of  Tub,  feet 4 4J4 

As  described,  White  Enameled,  each  ....  32.50  35.50 


If  finished  outside  Zinc  White  add 

“ “ “ “ “ and  two  Gold  Bands  add 


39.50  44.50 

....  16.00 

....  20.00 


6 

50.50 


Furnished  also  with  Compression  Double  Bath  Cock. 


NEW  PATTERN  — ROLL  RIM. 


N.  P.  OVERFLOW  STRAINER,  WASTE  PLUG  AND  RUBBER  STOPPER,  N.  P.  FULLER  DOUBLE  BATH  COCK, 
AND  N.  P.  CONNECTED  WASTE  AND  OVERFLOW. 


U-1407. 


Size  of  Tub,  feet 4 4%  5 5%  6 

As  described,  White  Enameled,  each  35.50  38.50  42.50  47.50  53.50 

If  with  two  N.  P.  Brass  Supply  Pipes  add 3.00 

“ “ Rough  Brass  Connected  Waste  and  Overflow  deduct 1.00 

“ finished  outside  Zinc  White  add 16.00 

“ “ “ “ “ and  two  Gold  Bands  add  20.00 


Furnished  also  with  Compression  Double  Bath  Cock. 
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IRON  BATH  TUBS. 


NEW  PATTERN  — ROLL  RIM. 

N.  P.  FULLER  DOUBLE  BATH  COCK  AND  N.  P.  SECRET  WASTE  AND  OVERFLOW. 


U- 1 408. 


Size  of  Tub,  feet.' 4 41^  5 51^  6 

As  described,  White  Enameled,  each 42.00  45.00  40.00  54.00  60.00 


If  with  two  N.  P.  Brass  Supply  Pipes  add 3.00 

If  finished  outside  Zinc  White  add  16.00 

“ and  two  Gold  Bands  add  20.00 


Furnished  also  with  Compression  Double  Bath  Cock. 


NEW  PATTERN-ROLL  RIM. 


WITH  N.  P.  COMPRESSION  BELL  SUPPLY  AND  WASTE  FITTINGS. 


U-1409. 


Size  of  Tub,  feet 4 

As  described,  White  Enameled,  each 54.00  57.00 


5 

61.00 


5^ 

60.00 


6 

72.00 


If  finished  outside  Zinc  White  add 16.00 

“ “ “ “ and  two  Gold  Bands  add 20.00 
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ENAMELED  IRON  ROLL  RIM  SEAT  BATHS. 

WITH  N.  P.  BELL  SUPPLY  AND  WASTE  FITTINGS. 


As  described,  White  Enameled,  each 


U-1410. 


and  two  Gold  Bands  add. 


ENAMELED  IRON  ROLL  RIM  FOOT  BATHS. 

WITH  N.  P.  BELL  SUPPLY  AND  WASTE  FITTINGS. 


57 . 50 


If  finished  outside  Zinc  White  add 10.00 


12.00 


U-  1 41 1 . 

As  described,  White  Enameled,  each ^0.00 

If  finished  outside  Zinc  White  add  “’Y" 

“ “ “ “ “ and  two  Gold  Bands  add 10.00 
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COPPER  BATH  TUBS. 


U-1412.  REGULAR  PATTERN. 

Length  of  Tubs,  4%,  5,  5j^,  6 feet. 


Weight  of  Copper,  ounces 10  12  14  16  18 

Any  length,  each 15.00  16.00  18.00  20.00  22.00 


20 

24.00 


U-1413. 


Weight  of  Copper,  ounces. 


FRENCH 

PATTERN. 

10 

12 

14 

16 

18 

16.00 

17.00 

19.00 

21.00 

23.00 

. 18.00 

19.00 

21.00 

23.00 

25.00 

20 . 00 

21 .00 

23.00 

25.00 

27.00 

. 22.00 

23.00 

25.00 

27.00 

29.00 

20 

25.00 

27.00 
20  00 

31.00 


ZINC  TUBS. 

REGULAR  PATTERN. 


Price,  each,  5,  5 % or  6 feet  long 


8.00 


THE  MILNER  & KETTIG  COMPANY. 


381 


STEEL  BATH  TUBS. 


U-1414. 


STEEL  CLAD  COPPER  LINED  TUBS. 


No.  2,  WITH  CONNECTED  WASTE  AND  OVERFLOW. 

Feet  434  5 b%  6 


NO.  1 , WITH  CONNECTED  WASTE  AND  OVERFLOW. 


12  oz.  Copper,  each, 
14  “ 

1(3 


Feet  5J£ 

24.50  25.50  26.50  28.50  12  oz.  Copper,  each,  31.50  32.50 

26.50  27.50  28.50  30.50  14  “ “ 32.50  34.50 

28.50  29.50  30  50  32.50  16  “ “ 34.50  36.50 

If  with  Common  Overflow  deduct,  from  above  prices,  $1.50. 


b% 

33.00 

35.00 

37.00 


6 

34.50 

36.50 

38.50 


PAINTED  STEEL  TUBS. 


Feet 
Each,  18.00 


COMMON  OVERFLOW. 

434  5 b%. 


WITH  CONNECTED  WASTE  AND  OVERFLOW. 


19.00 


20.00 


6 

23.00 


Feet  434 
Each,  19.50 


0 

20.50 


5 % 

21.50 


6 

24.50 


STEEL  CLAD  COPPER  LINED  TUBS. 


NO.  2,  WITH  CONNECTED  WASTE  AND  OVERFLOW.  No.  1,  WITH  CONNECTED  WASTE  AND  OVERFLOW. 


Feet 

4 

■i}~2 

5 

Feet 

4 

L1^ 

5 

12  oz.  Copper,  each 

14  “ “ 

27.50 

29.50 

31.50 

12  oz.  Copper,  each 

31.00 

33.00 

35.00 

29 . 50 

31.50 

33 . 50 

14  “ “ 

33.00 

35.00 

37.00 

16  “ “ 

31.50 

33  50 

35 . 50 

16  “ “ 

35.00 

37.00 

39.00 

If  with  Common  Overflow  deduct,  from  above  prices,  $1.50. 


PAINTED  STEEL  TUBS. 

COMMON  OVERFLOW.  WITH  CONNECTED  WASTE  AND  OVERFLOW. 

4 43~£  5 Feet  4 43^  5 

21.00  22.00  23.00  Each,  22.50  23.50  24.50 


Feet 

Each, 


332 


THE  MILNER  & KETTIG  COMPANY. 


COPPER  BOILERS. 


RIVETED. 


Capacity 

Light 

Heavy 

Extra  Heavy 

30  gallons 

24.00 

26.00 

30.00 

35  “ 

27.00 

30.00 

35.00 

40  “ 

32.00 

34.00 

40.00 

45  “ 

37.00 

39.00 

45.00 

50  “ 

41.00 

43.00 

50.00 

GO  “ 

52.00 

55.00 

60.00 

70  “ 

59.00 

63.00 

70.00 

80  “ 

G8.00 

72.00 

SO.  00 

90  “ 

80.00 

84.00 

90.00 

100  “ 

88.00 

92.00 

100.00 

Copper  Boilers,  with  Copper  Coils,  made  to  order;  prices  upon 
application. 


U-1416. 


U-141  7. 


BROWN’S  SEAMLESS  COPPER  BOILERS. 


Capacity 

Size 

Heavy 

Ex.  Heavy 

Boxing 

30  gal. . . 

5 ft. 

x 12  in. 

30.00 

40.00 

1.00 

35  “ ... 

4 ft. 

5 

in. 

x 14  in. 

35.00 

45.00 

1.00 

40  “ ... 

5 ft. 

x 14  in. 

40.00 

50.00 

1.25 

45  “ ... 

5 ft. 

8 

in. 

x 14  in. 

45.00 

55.00 

1.25 

50  “ ... 

5 ft. 

x 16  in. 

50.00 

65.00 

1.50 

60  “ ... 

5 ft. 

10 

in. 

x 16  in. 

60.00 

80.00 

1.50 

80  “ ... 

8 ft. 

x 16  in. 

80.00 

105.00 

2.00 

60  “ ... 

3 ft. 

8 

in. 

x 20  in. 

90.00 

115.00 

2.00 

80  “ ... 

4 ft. 

11 

in. 

x 20  in. 

110.00 

135.00 

2.00 

100  “ ... 

6 ft. 

4 

in. 

x 20  in. 

125.00 

150.00 

2.75 

100  “ ... 

5 ft. 

x 24  in. 

150.00 

175.00 

2.75 

120  “ ... 

5 ft. 

5}4 

in. 

x 24  in. 

155.00 

180.00 

o 

o 

125  “ ... 

5 ft. 

9 

in. 

x 24  in. 

160.00 

185.00 

3.50 

150  “ ... 

6 ft. 

6 

in. 

x 24  in. 

180.00 

205.00 

4.00 

180  “ ... 

7 ft. 

SL' 

in. 

x 24  in. 

210.00 

235.00 

4.00 

200  “ ... 

8 ft. 

/ 

in. 

x 24  in. 

240.00 

265 . 00 

4.00 

Prices  include  Couplings  for  Lead  Pipe. 


U-1418.  SEC.  VIEW. 


Heavy  Boilers  tested  to  200  lbs.  internal  pressure,  and  guaranteed  for  working  pressure 

up  to  150  lbs. 


Extra  Heavy  Boilers  tested  to  300  lbs.  internal  pressure,  and  guaranteed  for  working  pressure 

up  to  200  lbs. 
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GALVANIZED  RANGE  BOILERS. 


Capacity 

Size 

Price 

IS  gallons 

3 

feet  by 

12 

i nches 

14.50 

21  “ 

3 % 

4 4 

12 

15.50 

24  “ 

....  4 

4 ( 

12 

“ 

15.75 

24  “ 

3 

44 

14 

« 

19.00 

27  “ 

....  4 yi 

4 4 

12 

“ 

18.50 

28  “ 

....  3 % 

44 

14 

20.25 

30  “ 

....  5 

< t 

12 

< < 

19.00 

32  “ 

. 4 

14 

< i 

21.00 

3.1  “ 

....  5 

13 

u 

21.00 

30  “ 

0 

<( 

12 

( < 

24.50 

36  “ 

....  4M 

(( 

14 

“ 

21.50 

40  “ 

4 4 

14 

“ 

24  00 

42  " 

4 

( 4 

16 

4 4 

26.00 

47  “ 

. . . . 414 

4 4 

16 

44 

O 

O 

48  “ 

0 

14 

“ 

30.00 

52  “ 

4 ( 

16 

31 .00 

53  " 

. . . . 4 

IS 

“ 

31.50 

63  “ 

. . . . <> 

44 

16 

“ 

38.00 

06  “ 

....  5 

( 4 

18 

38.00 

70  “ 

. . . . i> 

( ( 

18 

44.00 

82  '■  

....  5 

(( 

20 

“ 

45.50 

98  “ 

6 

( 4 

20 

“ 

61.50 

100  “ 

....  5 

(( 

OO 

“ 

63 . 50 

120  “ 

0 

<( 

OO 

“ 

74.00 

120  “ 

( i 

24 

(( 

72.50 

144  “ 

(> 

(( 

24 

( ( 

103.00 

168  “ 

7 

U 

24 

(« 

120.00 

192  “ 

....  8 

(( 

24 

(4 

132.00 

The  above  prices  are  for  Boilers  only. 
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GALVANIZED  RANGE  BOILERS. 

WITH  GALVANIZED  IRON  STEAM  COILS. 


PRICES  ON  COILS  ONLY 

TO  BE  CHARGED  IN  ADDITION  TO  REGULAR  PRICES  OF 


BOILERS. 

For  Boilers  12  inches  in  diameter,  each  10.50 

“ 14  “ “ “ 12.00 

“ 16  “ “ “ 16.00 

“ 18  “ “ “ 18.00 

“ 20  “ “ “ 21.00 

« 22  “ “ “ 25  00 

“ 24  “ “ “ 30  00 


Note. — When  ordering  alwaj-s  state  the  number  of 
POUNDS  OF  STEAM  PRESSURE  to  be  Used  Oil  Coil, 


U- 14-20- 
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HORIZONTAL  GALVANIZED  RANGE  BOILERS. 


U-1421. 

Prices  same  as  on  Vertical  Boilers,  see  U-1419 


WITH  GALVANIZED  IRON  STEAM  COILS. 


U- 1 422.  WITH  INLET  AT  TOP. 

Prices  same  as  for  Vertical  Boilers,  see  U-1420. 


U-1423.  WITH  INLET  AT  BOTTOM. 

Prices  same  as  for  Vertical  Boilers,  see  U-1420. 


Note, — When  ordering  always  state  the  number  of  pounds  STEAM  pressure 

to  be  used  on  Coil. 
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BOILER  STANDS. 

12  inch  Ring  for  18,  21,  24,  27,  30  and  3G  gallon  Boilers,  each 1.25 

13  “ “ 35  “ “ “ 1.30 

14  “ “ 24,  28,  32, 36,  40  and  48  “ “ “ 1.40 

16  “ “ 42,  47,  52  and  63  “ “ “ 1.75 

18  “ “ 53,  66  and  79  “ “ “ 2.00 

20  “ “ 82  and  98  “ “ “ 2.25 

22  “ “ 100  and  120  “ “ “ 2.75 

24  “ “ 120,  144,  168  and  192  “ “ “ 3 50 


State  if  wanted  for  Iron  or  Copper  Boilers. 


U-  1 424. 


WROUGHT  IRON  BOILER  SHOES.  STORY’S  PATENT  BOILER  SHOES. 


U-  1 425. 
U-1  426. 


U-1425.  U-1 426. 

Inch  12  14 

Wrought  Iron  Boiler  Shoes,  each. 1.25  1.40 

Story’s  Patent  Boiler  Shoes,  including  Floor  Flange,  each  1.25  1.40 


16 

1.60 

1.60 


WROUGHT  IRON  BRACKETS. 


FOR  HORIZONTAL  BOILERS. 


U-1  427. 


U-1  428. 


u-i  427  and  u-i  428  made  to  order  for  any  size  Boiler. 
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“DOUGLAS”  INSTANTANEOUS  WATER  HEATERS. 


NO.  1 


U-1429. 


Copper,  each 
N.  P.,  each. . . 


20.00 

23.00 


NO.  3. 


NO.  2 


U-1430. 

Copper  (noThcrmoineter),each,  35.00 


N.  I'.  ( 


),  “ 40.00 


Copper  (Discharge  Fittings  for  one  Bath),  each 45.00 

N.  P.  ( “ “ “ “ ),  “ 52.00 


THE  FLUSH”— NO.  14. 

Not  Illustrated. 

Nickel  Plated  (for  one  Bath  only),  each 


Add  to  above  list  prices  : 

For  Japanned  Iron  Shelf For  No.  1, 

“ Copper  Plated  Iron  Shelf “ 

“ Nickel  “ “ “ . “ 

“ Gas  and  Water  Supply  Fittings “ 

“ Thermometer  “ 

“ Gas  Machine  Gas  Adjustment  (for  Nos.  2 and  3) 

“ Floor  Stand,  Antique  Nickel  ( “ 2 “ 3) 

“ Bath  and  Basin  Fittings,  Style  A (for  No.  2) 

“ “ “ “ “ “ B ( “2)  

“ Extra  Bath  Discharge  (for  No.  3)  . . . . 

Note. — It  is  absolutely  necessary  that  each  Heater  be  connected  with  Vent  Pipe  terminating 
outside  of  the  room  in  which  Heater  is  located. 


. . . Wja o 

25.00 

50  Nos.  2 and  3, 

2.50 

50 

4 . 00 

50 

4 . 00 

50 

5.50 

50 

2.00 

8.00 

....  4.00 

....  4.50 

2.00 

2.50 
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U- 1 432. 


U- 1 433. 


“ACME”  INSTANTANEOUS  WATER  HEATERS. 

NO.  5. —FOR  GASOLINE. 


NO.  4.— FOR  GAS. 


Copper  (no  Thermometer),  each 30.00  Copper  (no  Thermometer),  each 38.00 

N.  P.  ( “ “ ),  “ 35.00  N.  P.  ( “ “ ),  “ 44.00 

Add  to  above  list  prices  : 

For  Gas  Machine,  Gas  Adjustment  (for  No.  4)  2.00 

“ Japanned  Iron  Shelf.  . 2.00 

“ Copper  Plated  Iron  Shelf 3.50 

“ Nickel  “ “ 3.50 

“ Floor  Stand,  Antique  Nickel  Finish  . 7.00 

“ Gas  and  Water  Supply  Fittings  (for  No  4) 5.00 

“ Bath  and  Basin  Fittings,  Style  A ( “ . 4) 4.00 

“ “ “ “ “ B ( “ 4) 4.50 

“ Thermometer 2.50 


Note. — It  is  absolutely  necessary  that  each  Heater  be  connected  with  Vent  Pipe  terminating  outside 

of  room  in  which  Heater  is  located. 


U-14-34.  TO  BE  USED  UNDER  RANGE  BOILER. 


“UNIQUE”  (GAS)  WATER  HEATERS. 


No  3 F'or  30  to  40  gallon  Boilers,  each  10.00 

No.  4.  “ 40  to  00  “ “ “ 16.00 
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STANDS,  SHELVES  AND  THERMOMETERS. 


FLOOR  STANDS. 


12  inch  diameter,  each,  7.00 
15  “ “ “ 8.00 


FOR  DOUGLAS  AND  ACME  HEATERS. 


SHELVES  AND  BRACKETS. 


U-1436. 

Copper  or 
Japanned  N.  P. 
For  No.  1 Heater,  each,  1.50  2.50 

“ 2 and  3 “ 2.50  4.00 

4 “ 5 “ 2.00  3.50 


U- 1 437. 


N.  P.,  each 2.50 


VENTILATING  PIPE  AND  FITTINGS. 


COLLARS. 


U-  1 438. 


FOR  DOUGLAS  AND  ACME  HEATERS. 
U - 1 438 . COLLARS. 


21o  inch  Copper,  each  20 

2%  “ N.  P„  “ 25 

3 “ Copper,  “ .25 

3 “ N.  P„  “ .30 

4 “ Copper,  “ 30 

4 “ N.  P.,  “ .40 


U - 1 439 . ELBOWS. 

inch  Copper,  each 50 

2%  “ N.  P.,  “ 60 

3 “ Copper,  “ 60 

3 “ N.  P„  “ 70 

4 “ Copper,  70 

4 “ N.  P.,  “ 80 


ELBOWS. 


U - 1 439. 


VENT  PIPE. 


2%  inch  Copper,  per  foot 

2%  “ N.  P.,  “ 

3 “ Copper  “ ■ 

Made  in  30  inch  lengths  ; 2 % 


U - 1 440. 

35  3 inch  N.  P.,  per  foot 

45  4 “ Copper,  “ 

.40  4 “ N.  P„  “ 

inch  used  with  No.  1 Heater ; 3 inch  with  Nos.  4 and  5 ; 
4 inch  with  Nos.  2 and  3, 


.50 

.50 

.60 
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WILKS’  WATER  HEATERS. 


NOT  SELF  FEEDER. 


SELF  FEEDER. 


U - 1 44 1 . 

U - 1 442. 

u- 

1443. 

SMALL 

SIZES-NOT  SELF 

FEEDERS. 

Size  of 

Approximate 

Boiler, 

Heating  Capacity, 

Size  of  Openings, 

Weight, 

Inches 

Gallons  per  Hour 

Price,  Each 

Inches 

Pounds 

10  x 15. . . 

30  

20.00  

3/ 

70 

10  x 18. . . 

40  

21.00  

3/  

75 

12  x 24 . . . 

05  

25.00  

1 

. . 120 

12  x 30. . . 

75  

26.50  

1 

130 

14  x 30.  . . 

100  

30.00  

1H  

180 

14  x 36. . . 

125  

32.00  

1H  

100 

Size  of 
Boiler, 
Inches 
16  x 30 
10  x 36 
20  x 30 
20  x 36 
20  x 42 
24  x 36 
24  x 42 
30  x 42 
30  x 48 
36  x 42 
36  x 48 
42  x 42 
42  x 48 


SELF  FEEDERS— WITH 

MAGAZINES. 

Heating  Capacity, 
Gallons  per 
Hour 

Price, 
Each, 
with  Coal 
Magazine 

Size  of 
Openings, 
Inches 

Approximate 
Heating  Power 
4 inch  Pipe, 
Feet 

, Extreme 
Height,  Heater, 
Inches 

Approximate 

Weight, 

Pounds 

140  

57 .50 

...  \Vo  .... 

250  

340 

150  

60.00  .. 

...  w 

300  

62  

380 

200  

72  00  . . 

9 

425  

445 

250  

75.00  .. 

2 

450 

72 

500 

275  

80.00  .. 

9 

500  

78  

530 

325  

105.00  .. 

9 

700  

700 

350  

1 10  00  . . 

9 

900  

82 

740 

600  

130.00  .. 

. . . 3 

1200  

84  

1230 

700  

135.00  . . 

. . . 3 

1250  

90 

. . 1280 

000  

185.00  .. 

. . . 3 

1450  

87 

1950 

1000  

195.00  .. 

. . . 3 

1550  

93  

2000 

1200  

215.00  .. 

...  3 

2000  

90  

....  2600 

1300  

225 . 00  . . 

. . . 3 

. . . . 2400  . . . . 

96  

....  2700 

Note. — See  next  page  for  Steel  Tanks. 
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WILKS’  STEEL  TANKS. 


UPRIGHT  OR  HORIZONTAL. 


:y,  Gallons 

Length,  Feet 

Diameter,  Inches 

Weight,  Pounds 

Price,  Each 

5 

20  

220  

38.00 

100  

4 

24  

250  

42  00 

120  

5 .... 

24  

280  . . . . 

44.00 

148  

4 

30  

400  ... 

48 . 00 

ISO  

. 5 ... 

30  

445  

54  00 

220  

6 

30 

510 

58  00 

265 

5 

36  

550 

300  

8 

30  

580  ... 

70  00 

320  

6 

700 

80  00 

425  

8 

36  

850  

95  00 

480  

9 

950  

100  00 

575  

8 

42  

1200 

no  oo 

650  

9 . 

42  

1350 

120.00 

130  00 

750  

10  

42  

. 1500 

875 

12  

42  

1750 

140.00 

160.00 

1010  

14  

42  

2000  . . . . 

COILS  FOR  TANKS. 


TO  HEAT  WATER  BY  STEAM. 


Size  Pipe,  inches 

Iron  Pipe  and  Fittings,  per  foot 

1 

28 

IK 

.35 

.50 

2 

.72 

Galvanized  Pipe  and  Fittings,  per  foot 

35 

.50 

.72 

1.00 

In  ordering  always  state  whether  Horizontal  or  Upright  Tanks  are  wanted. 
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CAST  IRON  CESSPOOLS. 


CAST  IRON  CESSPOOLS. 


PLAIN. 


U- 1 444. 

Size,  9x  9 — 3 inch  Outlet,  each. 80 

“ 13x13—4  “ “ “ 1.25 


WITH  BELL  TRAP. 


U - 1 445.  SECTIONAL  VIEW. 


Size,  9 x 9—3  inch  Outlet,  each 1.00 

“ 13x13—4  “ “ “ 1.50 


STENCH  TRAPS. 


U- 1 446. 

Size  of  Top,  6x6  inches,  each "5 

“ “ 9x9  “ “ 1-25 


HYDRANT  CESSPOOLS. 


U- 1 447. 

Size,  12  x 12 — 6 inches  deep,  Plain,  each 

“ 14x14—6  “ “ “ “ 

“ 16  x 16—6  “ “ “ “ 

“ 18  x 18—6  “ “ “ “ 


1.00 

1.15 

1.30 

1.60 
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HYDRANT  CESSPOOLS. 


WITH  BELL  TRAP. 


U - 1 448. 


Size,  12  x 12 — 6 inches  deep,  Plain,  each 1.50 

“ 14x14—0  “ “ “ 1.65 

“ 16x16 — 6 “ “ “ 1.80 

“ 18x18—6  “ “ “ 2.10 


STABLE  CESSPOOLS. 

WITH  BELL  TRAP  AND  GRATING. 


SECTIONAL  VIEW. 


CELLAR  TRAPS. 


U-1451. 

Size,  9 x 9 — 2J4  inches  deep,  each 1.25 

“ 12x12—2)4  “ “ “ 1.60 


SEWER  TRAPS. 


U-1452. 

Size,  16  x 16 — 10  inches  deep,  each 2.50 
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SLOP  SINK  AND  SEWER  TRAP 
COMBINED. 


Size,  12  x 12 — • 6 inches  deep,  each 2.25 

“ 15x15—12  “ “ 3. 35 

“ 18x18—12  “ “ 4.25 


Size,  12  x 12 — 8 inches  deep,  each 2.00 

“ 14x14—9  “ “ .....  2.25 

“ 16  x 16—10  “ “ 2.50 


BAILEY  SLOP  HOPPERS. 


ROUND. 


SQUARE. 


U-1455. 


U- 1 456. 


Each 


.50 


Each 


3.50 
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CAST  IRON  SLOP  SINKS. 


REGULAR-WITH  2 INCH  OUTLET  AT  ONE  END. 


U-  1 457. 


Size,  16  x 16 — 10  inches  deep,  each 


“ 20x14—12 
“ 20  x 16—12 

“ 24  x 18—12 
“ 24  x 20—12 
“ 23  x 15—15 
“ 30x  20—12 
“ 36  x 20—  1 2 “ 

“ 48  x 20-17 
If  with  Patent  Overflow  add 
and 


each 

Plug  Strainer  add  each. 


Plain 

Galvanized 

Enameled 

2.70 

5 . 25 

7.50 

3.50 

6.50 

8.50 

4.00 

8.25 

10.00 

4.50 

9.00 

11.00 

5 . 00 

9.50 

11 .50 

4.25 

8.50 

J 1 .00 

8.00 

15.00 

16.00 

10.00 

19.00 

20.00 

20.00 

36.00 

38.00 

1.00 

1.00 

1.00 

1.25 

1.25 

1.50 

WITH  ROUND  CORNERS. 
FOUR  INCH  OUTLET  IN  CENTER. 


U- 1 458. 


Size,  16  x 16 — 10  inches  deep,  each 
“ 20  x 14—12 
“ 22  x 20—12 

“ 24  x 20—12  “ “ 


Plain 

Galvanized 

Enameled 

3.25 

6.00 

8.25 

4.00 

7.50 

9.50 

5.00 

10.00 

12.00 

5,50 

11.00 

13.50 
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ENAMELED  IRON  ROLL  RIM  SLOP  SINKS. 


Enameled  Iron  Roll  Rim  Slop  Sink,  on  Enameled 
(inside)  Trap  Standard,  Brass  Cleanout  and  Hub  Vent; 
Nickel  Plated  Brass  Strainer;  Painted  one  coat  out- 
side. 


16  x 20 — 12  inches  deep,  each 19.00 

18x22—12  “ “ “ 21.00 

20x  24—12  “ “ “ 23.00 


Furnished  also  with  Brass  Vent  instead  of  Hub 
Vent,  same  prices. 


U"  1 459. 


Enameled  Iron  Roll  Rim  Slop  Sink,  on  Enameled 
(inside)  Trap  Standard,  with  Brass  Cleanout  and  Hub 
Vent ; Nickel  Plated  Brass  Strainer ; Enameled  Iron 
Roll  Back  and  Nickel  Plated  Faucets;  Painted  one  coat 
outside. 


1(1  x 20 — 12  inches  deep,  each 23.00 

18  x 22—12  “ “ “ 25.00 

20  x24—12  “ “ “ 27.00 

If  without  Faucets  deduct 2.00 


Furnished  also  with  Brass  Vent  instead  of  Hub 
Vent,  same  prices. 


U- 1 460 
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CAST  IRON  SQUARE  SINKS. 


Size, 

Inches 

Plain 

Galvanized 

Enameled 

12 

X 

12 

1.00 

2.15 

4.25 

12 

X 

16 

1.10 

2.30 

4.5C 

12 

18  

1.25 

2.60 

4.75 

14 

14  

1 35 

2.75 

5.00 

14 

X 

20 

1.50 

3.20 

6 . 00 

14 

X 

90 

1.60 

3.30 

6.00 

14 

24 

1.70 

3 . 75 

6.25 

15 

X 

27 

2.00 

4.25 

7 25 

1(5 

X 

16 

1.60 

3.25 

5.25 

16 

20 

.1.60 

3 . 50 

6.25 

16 

X 

24 

1.80 

4.00 

6.50 

16 

X 

28 

2.10 

4 . 50 

7 50 

16 

X 

30  

2.25 

4.75 

7.75 

16 

X 

36 

2.75 

6.15 

8.75 

18 

X 

24 

2.10 

4.30 

7.00 

18 

30 

2.50 

5.10 

8.50 

18 

X 

32 

3.00 

6.25 

9.50 

18 

X 

36 

3.00 

6.50 

9.50 

20 

X 

24 

2.40 

5.00 

7 . 50 

20 

X 

28 

2.70 

5 . 50 

8.00 

20 

30 

3.00 

6.25 

9 00 

20 

36 

. 3 70 

10  50 

20 

X 

8 . 00 

11.00 

20 

X 

40  

4.(10 

8 . 50 

11  50 

20 

X 

42 

4.25 

9.00 

12  00 

20 

X 

48  

5 30 

11.50 

13  25 

20 

X 

60 

10.00 

25 . 00 

20 

X 

72 

32 . 00 

22 

X 

36 

3.80 

8.00 

11.00 

‘>9! 

X 

42 

4 25 

9.00 

12.00 

22 

X 

62 

10.75 

22.00 

26.00 

22 

X 

76 

32 . 00 

24 

X 

48 

12.25 

15.00 

24 

X 

50 

7.50 

16.00 

18.00 

24 

X 

84 

17.00 
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CAST  IRON  PATENT  OVERFLOW  SINKS. 

WITH  PLUG  STRAINER. 


U-  1 462. 


Made  same  sizes  as  Square  Sinks,  U-1461. 
To  prices  of  Square  Sinks,  U-1461,  add,  each 


Plain 

1.25 


Galvanized 

1.25 


Enameled 

1.50 


WITH  OPEN  STRAINER. 


U-1463. 


Made  same  sizes  as  Square  Sinks,  U-1461. 

Plain 

To  prices  of  Square  Sinks,  U-1461,  add,  each ....  i.qq 


Galvanized 

1.00 


Enameled 

1.00 


CAST  IRON  SINK  BACKS. 


Plain,  each 

Galvanized,  each 

Enameled,  “ 


1.25 

2.30 

2.30 


1.35 

2.40 

2.40 


1.50 

2.60 

2.60 


1.80 

3.30 

3.30 


2.00 

3.50 

3.50 


2.25 

3.70 

3.70 


2.75 

4.20 

4.20 


38 

3.00 

4.50 

4.50 


42  48 
3.50  4.25 
4.00  5.60 
4.90  5.60 


Sink  Backs  will  always  be  sent  with  two  (2)  Cock  Holes  unless  otherwise  ordered 
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CAST  IRON  CORNER  SINKS. 


U- 1 465. 


Size 

Side 

Front 

Plain 

Galvanized 

Enameled 

No.  1 . . . . 

17  inches . . . 

. 25  inches  

each  1 9 5 

° 75 

No.  2.  . . . 

..20  “ 

. 28  “ 

“ 1.75 

3 50 

No.  3. . . . 

02  “ 

. 31  “ 

“ 2.10.... 

4.20 

8.00 

CAST  IRON  HALF  CIRCLE  SINKS. 


U- 1 466. 


Size 

Back 

Width 

Plain 

Galvanized 

Enameled 

No.  1 ...  . 

24  inches.  . . 

14  inches  

each  1.50.... 

No.  2 27  “ 15  “ “ 1.80 3.00 7.00 

No.  3 29  “ ....  1G  “ “ 2.00 4.75 8.00 


No.  4 

..  31K  “ . 

. ...  17  “ 

“ O 9^ 

The  above  Sinks  can  be  made  with  Patent  Overflows  when  desired. 
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ROLL  RIM  KITCHEN  SINKS. 

CAST  IRON. 


U-1  46  7. 

Roll  Rim  Sink,  with  Roll  Back ; 
Nickel  Plated  Fuller  or  Compression 
Faucets;  Air  Chambers  and  Brackets. 


Size, 

Inches 

Plain 

Galv. 

Enani 

16 

X 

24 

4.50 

10.00 

14.00 

18 

X 

30 

7.75 

12.25 

16.25 

18 

X 

36 

S.75 

13.75 

17.75 

20 

X 

30 

8.25 

13.25 

17.25 

20 

X 

36 

9.25 

14.25 

18.75 

20 

X 

40 

10.00 

15.75 

20.25 

22 

X 

36 

9.75 

14.75 

19.25 

9 2 

X 

42 

11.25 

16.25 

20.75 

If  without  Faucets  deduct  $2.25. 

If  without  Air  Chambers  deduct  $2.00. 

Air  Chambers  tapped  for  % inch 
Iron  Pipe. 


U-1  467. 


U-1 468. 


Roll  Rim 

Sink,  w 

ith  Roll 

Back  ; 

Nickel  Plated 

Fuller 

or  Compression 

F'aucets ; Air  Chambe 

rs  and  L 

egs. 

Size,  Inches 

Plain 

Galv. 

Enani. 

16  x 24 

5.00 

10.50 

14.50 

18  x 30 

8.25 

12.75 

16.75 

18  x 36 

9.25 

14.25 

18.25 

20  x 30 

8.75 

13.75 

17.75 

20  x 36 

9.75 

14.75 

19.25 

20  x 40 

10.50 

16.25 

20.75 

22  x 36 

10.25 

15 . 25 

19.75 

22  x 42 

11.75 

16.75 

21.25 

If  without  Faucets  deduct  $2.25. 

If  without  AirCliambers  deduct  $2.00. 

Air  Chambers  tapped  for  % inch 
Iron  Pipe. 


U-1  468. 


The  Outside  and  Brackets  or  Legs  of  Plain  Sinks  are  Painted;  of  Galvanized  Sinks,  Galvanized;  of 

Enameled  Sinks,  Bronzed. 


THE  MILNER  & KETTIG  COMPANY. 

ROLL  RIM  KITCHEN  SINKS. 

CAST  IRON. 


U- 1 469 


U-1  469. 

Roll  Rim  Sink,  with  Roll  Back 
and  Left  Hand  End;  Air  Cham- 
bers ; Nickel  Plated  Fuller  or  Com- 
pression Faucets,  and  Bracket. 


e, Inches 

Galv. 

Enatn 

18  x 30 

14.25 

18.75 

18  x 36 

15.75 

20.25 

20  x 30 

15.50 

20.00 

20  x 36 

16.50 

21.50 

20  x 40 

18.25 

23.00 

22  x 36 

17.25 

22.25 

22  x 42 

18.75 

23.75 

If  without  Faucets  deduct  $2.25. 

If  for  Right  Hand  End,  same 
prices. 

Air  Chambers  tapped  for  % inch 
Iron  Pipe. 


U-1  470. 

Roll  Rim  Sink,  with  Roll  Back 
and  Left  Hand  End;  Air  Cham- 
bers ; Nickel  Plated  Fuller  or  Com- 
pression Faucets,  and  Leg. 


e,  Inches 

Galv. 

Enam 

18  x 30 

14.50 

19.00 

18  x 36 

16.00 

20.50 

20  x 30 

15.75 

20.25 

20  x 36 

16 . 75 

21.75 

20  x 40 

18.50 

23.25 

22  x 36 

17.50 

22.50 

22  x 42 

19.00 

24.00 

If  without  Faucets  deduct  $2.25. 

If  for  Right  Hand  End,  same 
prices. 

Air  Chambers  tapped  for  % inch 
Iron  Pipe.  * 


U-1  470. 

The  Outside  and  Brackets  or  Legs  of  Plain  Sinks  are  Tainted;  of  Galvanized  Sinks,  Galvanized ; of 

Enameled  Sinks,  Bronzed. 
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STEEL  SINKS. 


U-1471 . 


Size,  Inches 

Painted 

Galvanized 

Blue  Enam. 

Gray  Enam. 

White  Enam 

16  x 24  x 

6,  each  .... 

1.80 

4.00 

4.50 

6 . 50 

7.50 

IS  x 30  x 

6,  “ 

2.50 

5.10 

6.00 

8 . 50 

10.00 

18  x 36  x li,  “ 

3 . 00 

6.50 

6.75 

9.50 

li.oo 

20  x 30  x 

6,  “ 

3.00 

6.25 

6.75 

9.00 

10.50 

20  x 36  x 6,  “ 

3.70 

7775 

7.50 

10.50 

12.00 

20  x 40  x 6,  “ 

4.00 

8.50 

9.75 

11.50 

13.00 

u 

L.  & 

G.”  STEEL  SINKS. 

Galva- 

Blue 

Agate 

Crystal 

White 

Size,  Inches 

Plain 

Painted 

nized 

Enam. 

Enam. 

Enam. 

Enam 

No.  1. 

16  x 24  x 6,  each 

1.70 

1.S0 

2.50 

3.00 

4.50 

4.75 

5 . 50 

No.  l}4. 

18  x 24  x 6,  “ 

2.00 

2.25 

2.85 

3.50 

5.00 

5.25 

6.00 

No.  2. 

18  x 30  x 6,  “ 

2.20 

2.40 

3.25 

4.00 

5 . 50 

5.75 

7.25 

No.  2 %. 

20  x 20  x 6,  “ 

2.15 

2.40 

3.10 

3.75 

5.25 

5.50 

6.30 

No.  3. 

18  x 36  x 6,  “ 

2.65 

3.00 

4.00 

4.50 

6 . 25 

6 . 50 

9.00 

No.  4. 

20  x 30  x 6,  “ 

2.65 

3.00 

4.00 

4.50 

6.25 

6.50 

9.00 

No.  5. 

20  x 36  x 6,  “ 

3.20 

3 . i 0 

4.75 

5.00 

7.25 

7.50 

11.00 

No.  6. 

20  x 40  x 6,  “ 

4.00 

4.00 

5.50 

6.50 

8.25 

8.50 

12.00 

If  with  Plug  Strainer  and  Rubber  Stopper  add  35  cents. 

If  with  Cast  Iron  Coupling,  threaded  for  Iron  Pipe,  add  15  cents. 


“COLUMBUS”  STEEL  SINKS. 

CONNECTION  USED  WITH  COLUMBUS  SINKS. 


U- 1 472. 


U-  1 473. 


Size,  Inches 

Painted 

Galvanized 

Gray  Enam. 

White  Enam 

16  x 24  x 

6,  each 

1.80 

4.00 

6 . 50 

7.50 

18  x 30  x 

6,  “ 

2.50 

5.10 

8.50 

10.00 

18  x 36  x 

6,  “ 

3.00 

6.50 

9.50 

11 .00 

20  x 30  x 

(),  “ 

3.00 

6.25 

9.00 

10.50 

20  x 36  x 

6,  “ 

3.70 

7.75 

10.50 

12.00 

20  x 40  x 

6,  “ 

4.00 

8 . 50 

11.50 

13.00 

Add  for  Patent  Overflow 

50  cents  net, 

each. 
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ROLL  RIM  STEEL  SINKS. 


U- 1 474. 

Size,  Inches 

Painted 

Galvanized 

Blue  Enameled 

White  Enameled 

16  x 24  x 6,  Sink  only,  each 

1 .95 

2.70 

3.25 

5.90 

18  x 30  x 6,  “ “ 

2.70 

3.55 

4.30 

7.60 

18  x 36  x 6,  “ “ 

4.30 

4.80 

9.45 

20  x 30  x 6,  “ “ 

3.25 

4.30 

4.80 

9.45 

20  x 36  x 6,  “ “ 

4.00 

5.10 

5.35 

11.55 

20  x 40  x 6,  “ “ 

4.30 

5.90 

6.95 

12.65 

BACKS. 

24  inches  long,  each 

1.60 

2.20 

3.10 

4.00 

30  “ “ “ 

1.90 

2.60 

4. 10 

5.00 

36  “ “ “ 

2.20 

3.00 

5.10 

6.00 

40  “ “ “ 

2.60 

3.50 

6.20 

7.10 

brackets,  per  pair 

1.15 

1 .45 

“COLUMBUS”  ROLL 

RIM  STEEL  SINKS. 

Size,  Inches 

Painted 

Galvanized 

Blue  Enameled 

White  Enameled 

16  x 24  x 6,  Sink  only,  each 

2.70 

3.95 

4.50 

7 . 55 

18  x 30  x 6,  “ “ 

3.70 

5.00 

5.70 

9.95 

18  x 36  x 6,  “ “ 

4.45 

6.15 

6.60 

10.95 

20  x 30  x 6,  “ “ 

4.45 

6.15 

6.60 

10.95 

20  x 36  x 6,  “ “ 

5.50 

7 . 55 

7 . 85 

11.90 

20  x 40  x 6,  “ “ 

8 . 35 

9.45 

12.90 

Backs  and  Brackets  extra  as  above.  Add  for 

P.  O.  50  cents  net,  each. 

“L.  & G.’ 

ROLL 

RIM  STEEL 

SINKS. 

Blue 

Agate 

Crystal  White 

Size,  Inches 

Plain 

Painted 

Galv. 

En  am. 

Eli  am. 

Euam.  Enam. 

No.  01.  16  x 24  x 6,  Sink  only,  each. 

1.80 

1.95 

2.70 

3.25 

4.80 

5.10  5.90 

No.  01%.  IS  x 24  x 6,  “ “ . 

2.15 

2.40 

3.05 

3.85 

5.35 

5.65  6.40 

No.  02.  18  x 30  x 6,  “ “ . 

2.35 

2.70 

3.55 

4.30 

5 . 80 

6.10  7.60 

No.  021^.  20  x 20  x 6,  “ “ . 

2.30 

2.55 

3.30 

4.10 

5.60 

5.90  6.65 

No.  03.  IS  x 36  x 6,  “ “ . 

2.85 

3.25 

4.30 

4.80 

6.70 

6.95  9.45 

No.  04.  20  x 30  x 6,  “ “ . 

2.85 

3.25 

4.30 

4.80 

6.70 

6.95  9.45 

No.  05.  20  x 36  x 6,  “ “ 

3.45 

4.00 

5.10 

5.35 

7.75 

8.05  11.55 

No.  0ti.  20  x 40  x 6,  “ “ . 

4.30 

4.30 

5.90 

6.95 

8.85 

9.15  12.65 

BACKS— NO  AIR  CHAMBERS. 

No.  0.  20  inches  long,  each 

1.15 

1.35 

1.55 

2.10 

2.50 

2.50  3.20 

No.  1.  24  “ “ " 

1.25 

1.60 

1.85 

2.75 

3.20 

3.20  4.20 

No.  2.  30  “ “ “ 

1 . 60 

1.90 

2.30 

3 . 55 

4.20 

4.20  5.80 

No.  3.  36  “ “ “ 

1.70 

2.20 

2.75 

4.80 

5.70 

5.70  8.25 

BRACKETS. 

No.  12.  Per  pair 

1.00 

1.15 

1.45 

1.30 

No.  11.  “ 

80 

.90 

1.15 

1.10 
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SINK  FITTINGS. 


PLUG  STRAINERS. 


Plain,  per  dozen 1.50 

Galvanized,  per  dozen 2.60 

Enameled,  “ 3.00 

Brass,  “ 0.00 


Plain,  per  dozen 4.00 

Galvanized,  per  dozen  5.00 

Enameled,  “ 6.00 

Brass,  “ 12.00 


COLLARS. 


U- 1 477. 


COUPLINGS-TAPPED  FOR  IRON  PIPE. 


U-  1 478. 


Plain,  per  dozen 1.50 

Galvanized,  per  dozen 2.00 


riain,  eaeli 75 

Galvanized,  each 00 


CAST  IRON  LEGS 


U - 1 479. 


Plain,  each 

Galvanized,  each 


Per  dozen  

“ package  (100) 
Brass,  per  dozen . , 


WROUGHT  IRON  LEGS. 


BRACKETS. 


Plain 

Galv 

No. 

1. 

For  Sinks  to  14  in 

wide,  each  .50 

1.00 

No. 

2. 

“ “ “ IS  “ 

“ “ .50 

1.00 

5 

No. 

3. 

“ “ “ 20  “ 

“ “ .70 

1.25 

U’  1 480. 

No. 

4. 

u .<  ii  22  “ 

“ “ .70 

1.25 

.50  Each 50 

1.00 


BOLTS. 


U- 1 482. 


. 

2.00 

1.00 
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OVAL  STEEL  PANTRY  SINKS. 

SIZE  14  X 20  X 6 INCHES. 


U-  1 483. 


Painted,  each 

Galvanized,  each 7 

Gray  Enameled,  each 

White  “ “ 

If  with  Patent  Overflow  add  50  cents  net,  each. 


2.00 

3.50 

5.50 
G.50 


OVAL  COPPER  PANTRY  SINKS. 


U- 1 484. 


U- 1 484. 

12  x 18  inches,  each 6.00 

12x20  “ “ 6.50 

14x16  “ “ 7.00 

14x20  “ “ 7.50 

14x24  “ “ 0.00 

16x24  “ “ 10.00 

16x30  “ “ 12.00 

18x30  “ “ 13.00 


If  with  Connected  Overflow,  Waste  Plug,  Coupling  and  Tail  Piece  add  $2.00. 


SQUARE  COPPER  PANTRY  SINKS. 


U-1485. 

12  x 18  inches,  each 4.50 

12x20  “ “ 5.00 

14x16  “ “ 4.50 

14x20  “ “ 6.00 

14x24  “ “ 7.00 

16  x 24  “ “ 8.00 

16x30  “ “ 10.00 

18x30  “ ‘ 11.00 
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EARTHENWARE  SINKS. 

WHITE  OR  BROWN. 


U- 1 486  . PANTRY  SINK. 


U- 1 487.  FLAT  RIM  KITCHEN  SINK. 


U- 1 488.  THREE-QUARTER  ROLL  RIM  KITCHEN  SINK. 

Kitchen  Sinks  made  also  Full  Roll  Rim. 


Prices 


Net. 
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SLATE  AND  SOAPSTONE  SINKS. 


U-1489.  PLAIN. 


U-  1 490.  PLAIN— WITH  HIGH  BACK. 


U-1  491 . WITH  HIGH  BACK  AND  DRAIN  BOARD. 

The  above  made  in  all  sizes.  Prices  upon  application. 
For  Fittings  see  page  362. 
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SLATE,  SOAPSTONE  AND  CEMENT  LAUNDRY  TUBS. 


U - 1 492. 

SLATE  AND  SOAPSTONE. 

Width,  24  inches;  depth,  1G inches. 


Single  Tub,  24  inches  long,  Tub  only,  each 9.75 

“ 30  “ “ “ 11-25 

“ 3G  “ “ “ 12.75 

Two  Part  Tub,  48  inches  long,  Tub  only,  each  13.90 

“ “ 54  “ “ “ 18.40 

“ “ GO  “ “ “ 22.20 

Three  Part  Tub,  72  inches  long,  Tub  only,  each  28.00 

“ “ 78  “ “ ' “ 33.00 

“ “ 84  “ “ “ 3G.00 


All  Fittings  extra,  as  ioIIows: 

Ash  Covers — 24  inch,  $2.00;  48  inch,  $3.00;  54  inch,  $4.00  ; 
72  inch,  $4.50;  84  inch,  $G.50. 

Iron  Legs,  Painted,  each,  70  cents;  Galvanized,  each,  $1.40. 
Soap  Cups,  each,  50  cents. 

l b>  inch  Brass  Waste  Plugs  with  Couplings,  each,  75  cents. 


CEMENT  LAUNDRY  TUBS. 


Prices 


Net. 
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SLATE  AND  SOAPSTONE  LAUNDRY  TUBS. 

WITH  HIGH  BACK. 


U- 1 493. 


Width,  24  inches ; depth,  10  inches;  height  of  Rack,  12  inches. 


Single  Tub,  24  inches  long, 


Tub  only 


Two  Part  Tub,  48  inches  long,  Tub  only 
“ « 54 

“ “ 60 


Three  Part  Tub,  72  inches  long,  Tub  only 
“ “ 78 

“ “ 84 


11.00 

13.00 

15.00 


17.50 
22  00 
26.75 

33.00 

38.00 

41.00 


All  Fittings  extra,  as  follows  : 

Iron  Legs,  Painted,  each,  70  cents ; Galvanized,  each,  $1.40. 
Soap  Cups,  each,  50  cents. 

\%  inch  Brass  Waste  Plugs,  with  Couplings,  each,  75  cents. 
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EARTHENWARE  LAUNDRY  TUBS. 

WHITE  AND  BROWN. 


U-1494.  WITH  WOOD  RIM 


U-1495.  WITH  ROLL  RIM. 


Trices 


Net. 
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ENAMELED  IRON  LAUNDRY  TUBS. 


f 


U-  1 496. 


Enameled  Iron  Laundry  Tubs,  with  Enameled  Roll  Rim,  Nickel  Plated  Brass  Union  Strips, 
Nickel  Plated  Waste  Plugs  with  Rubber  Stoppers. 


As  described,  per  set  of  2 Tubs 30.00 

“ “ “ 3 “ 45.00 


AS  DESCRIBED  ABOVE  WITH  ENAMELED  IRON  ROLL  BACKS. 


Per  set  of  2 Tubs 37.00 

“ “ 3 “ 55.50 


If  with  Patent  Overflows  add,  each 1.25 

For  Hardwood  Wringer  Blocks  add,  each 1.50 
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FITTINGS  FOR  SLATE  AND  SOAPSTONE  SINKS. 


BRASS  STRAI  N ERS— WITH  COUPLING 
AND  TAIL. 


BRASS  STRAINERS— WITH 
BOLTS  AND  NUTS. 


IRON  LEGS. 


U-1501 . 


2.00 


Painted,  each .... 
Galvanized,  each 


Galvanized,  each 


U- 1 502 


. 1.50 

. 2.00 
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FITTINGS 

FOR 

SLATE  AND  SOAPSTONE  LAUNDRY  TUBS. 


BRASS  PLUGS. 
WITH  COUPLING  ANO  TAIL 


Each 75 


IRON  LEGS. 


U-  1 505. 


Painted,  each 70 

Galvanized,  each 1.40 


BRASS  PLUGS 
WITH  BOLTS  AND  NUTS 


U-  1 504. 

Each 35 


SOAP  CUPS. 


U- 1 506. 

Galvanized,  each 


.50 


WOOD  COVERS. 


U-1  507. 


Length,  inches  . . . 24  43  54  72  84 

Ash,  each  ....  2. 00  3 . 00  4 . 00  4 . 50  0 . 50 


BRASS  CONNECTED  WASTES. 


Each 


Net. 
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LEAD  PIPE. 


Inside 

Caliber 

In. 


Weight 
Per  Foot 
Lbs.  Ozs. 
6 


[ Light 

VA  Strong 8 

[Ex.  Strong 12 


( Aqueduct 8 

Ex.  Light  9 

Light 12 

Medium 1 

Strong 1 8 

Ex.  Strong.  ...  2 

Ex.  Ex.  Strong,  2 8 

Aqueduct 10 


K< 


Ex.  Light 12 

Light  . . 

Medium 
Strong. . 

A A 


4 

12 


5/A 


Medium 2 


Strong 

Ex.  Strong 
Ex.  Ex.  Strong, 


% 


2 
8 

3 

4 

Aqueduct 1 

Ex.  Light 1 

Light  2 

Medium  2 

Strong 3 

Ex.  Strong  ...  3 

Ex.  Ex.  Strong,  4 
5 


< Aquedu 
Ex.  Lit 


luct 

Ex.  Light 

Light 

Medium 


Inside 

Caliber 

In. 


U- 1 509. 

Weight 
Per  Foot 
Lbs.  Ozs. 


'Aqueduct 1 

Ex.  Light 

Light  

Medium  3 

Strong 

Ex.  Strong. . . . 

Ex.  Ex.  Strong, 


IK 


'Aqueduct  ....  2 

Ex.  Light  2 

Light 3 

Medium 3 

Strong 4 

Ex.  Strong.  ...  6 

Ex.  Ex.  Strong,  6 


8 

4 

12 

8 


12 

12 

12 


Inside  Weight 

Caliber  Per  F'oot 

In.  Lbs.  Ozs. 

Waste 4 

Light 6 

Medium T\  thick,  8 

Strong y “ 11 

Ex.  Strong  T\  “ 14 

Ex.  Ex.  Strong,  % “ 17 


fWaste 

Light 

Medium T35  thick, 

Strong % “ 

Ex.  Strong A “ 

[Ex.  Ex.  Strong,  % “ 


Ex.  Strong.... 

2 

8 

[Aqueduct  . . . . 

. 3 

[ Waste 

5 

Ex.  Ex.  Strong, 

3 

Ex.  Light.  . . . 

. 3 8 

3*4 1 Medium  .... 

. .A  thick, 

12 

Light  

. 4 

Strong 

K “ 

15 

Aqueduct 

12 

IK 

Medium 

. 5 

[Ex.  Strong. . 

6 « 

18 

Ex.  Light 

1 

4 

Strong 

. 0 

Light  

1 

12 

Ex.  Strong. . . 

. 7 8 

Ex.  Ex.  Strong, 


Aqueduct  . . . 
Ex.  Light.  . 

134  [ Light 

i Medium 

Strong 

[Ex.  Strong. . 

Waste  


9 

11 

3 

3 12 


4 

5 

6 
8 

3 

Ex.  Light 4 

Light 5 

Medium 7 

Strong 8 

Ex.  Strong. ...  9 

Ex.  Ex.  Strong,  10 
15 


'Waste 5 

Ex.  Light 6 

Light 8 

I Medium A thick,  12 

Strong.. y “ 17 

Ex.  Strong A “ 21 

Special % “ 25 


[Waste . 
r Ligl: 


6 

AYU  Light 8 

[Strong y thick,  19 


Waste . 


Strong 3 


PURE  BLOCK  TIN  PIPE. 


Inside 

Caliber 


H 

p 


inch 


Weight  Per  Foot 
1 oz. 

2*4,  4 and  5 ozs. 

3,  3*4,  4,  5,  0 and  8 ozs. 

4,  5,  6,  OK  an(i  8 ozs. 

4,  5,  6,  8 and  10  ozs. 

4 ozs. 

4.  4 *4,  5,  5 K>  0,  8 and  10  ozs. 


Inside 

Caliber 

K inch 

H 

1 

IK 
IK 


Weight  Per  foot 

8,  9,  10,  12  and  1(5  ozs. 
8,  9,  10,  12  and  10  ozs. 
12,  14,  15,  10  and  18  ozs. 

20,  24  and  28  ozs. 

24  ozs.  and  upwards. 

32  ozs.  and  upwards. 


Market  Prices. 
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Weight 

per 

Square  Foot 
2 Pounds  . 

->i/  >> 


;; 1 o 

4 ' 

5 

6 


SHEET  LEAD. 


U-1510. 


Approximate  Weiglit  Approximate 

Thickness,  per  Thickness, 

Fractions  of  an  Inch  Square  Foot  Fractions  of  an  Inch 

1 -3li  7 Pounds 1-9 

1-24  7K  “ 1-8 

1-20  8 “ 1-7 

1-18  9 “ 9-64 

1-16  10  “ 1-6 

1-14  11  “ 3-16 

1-12  12  “ 1-5 

1-10 


WIPING  SOLDER. 


U-151  1. 

HALF  AND  HALF  SOLDER. 


U-1512. 

PIG  TIN. 


U-1513. 

BAR  TIN. 


U-1514. 

PIG  LEAD. 


U-1515. 


Prices  on  all  the  above 


Market  Rates, 


30(5 
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PLUMBERS’  SOIL. 


U-1516. 

Trice Net.  Price 


PUTTY. 


f’UTT^ 

f^OUND  IN  PUREj 
Unseed  oil 


U-1517. 


COPPER  WIRE. 


U-1  51  8. 


Price. 


Net. 


LEAD  TACKS. 


U-1519. 

Prices Net. 


SOIL  PIPE  HOOKS. 


AA 


PLUMBERS’  HOOKS. 


U-1 521 . 

Inch  2 3 4 5 6 8 

Wro’t  Iron,  each,  .08  .10  .12  .15  .20  .40 


U-1  522. 


Net. 


Prices 


Net. 
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SEWER  PIPE  AND  FITTINGS. 


INCREASER. 


U-  1 528. 


REDUCER. 


U-  1 529. 


“S”  TRAP. 


U-  1 533. 


ELBOW. 


SQUARE  ELBOW. 


CURVE. 


U- 1 530. 


U-1531 . 


U-  1 532. 


“P”  TRAP. 


RUNNING  TRAP. 
WITH  HAND  HOLE. 


U- 1 534. 


U - 1 535. 


Elbows 

Y's  and  T’s 

Y’s  and  T's 

Reducers 

Slants  per 

Caliber 

Price, 

and  Curves 

Single 

Double 

and 

Traps, 

1 foot  or 

Channel 

of  Pipe 

per  foot 

2 feet  long, 

2 feet  long, 

2 feet  long, 

Increasers, 

each 

less 

Pipe 

or  less, 

each 

each 

each 

Long  Side 

per  foot 

each 

2 inches 

.14 

.40 

.63 

.98 

.56 

1.00 

.08? 

3 “ 

.16 

.50 

.72 

1.12 

.64 

1.50 

.09* 

4 “ 

.20 

.65 

.90 

1.40 

.80 

2.00 

.30 

.12 

5 “ 

.25 

.85 

1.13 

1.76 

1 . 00 

2.50 

■ 37)4 

.15 

6 “ 

.30 

1 . 10 

1.35 

2.10 

1.20 

3.50 

.45 

.18 

8 “ 

.45 

1.80 

2.03 

3.16 

1.80 

5.50 

• 67)4 

.27 

9 “ 

.55 

2.25 

2.48 

3.86 

2.20 

6.50 

.8234 

.33 

10  “ 

.65 

2.75 

2.93 

4.56 

2.60 

7.50 

.97)4 

.39 

12  “ 

.85 

3.50 

3.83 

5 . 96 

3.40 

10.00 

1.27)4 

.51 

15  “ 

1.25 

4.75 

5.63 

8 . 76 

5.00 

15.00 

1.87)4 

. 75 

18  “ 

1.70 

6 . 50 

7 . 65 

11.90 

6.80 

2.55 

1 .02 

20  “ 

2.25 

7 . 50 

10.13 

15 . 76 

9.00 

3.37)4 

1 .35 

24  “ 

3.25 

11.00 

14.63 

22 . 76 

13.00 

4.87)4 

1.95 

Traps,  with  or  without  Hand  Hole,  shall  be  same  price,  but  with  more  than  one  Hand  Hole  the 
additional  shall  be  charged  the  same  as  Inlets  in  Branches. 

Two  Piece  Traps,  9 inches  in  diameter,  or  larger,  to  be  charged  eight  times  the  price  of  one  foot 
of  Pipe  for  each  pair. 

Pipe  of  all  sizes  may  be  furnished  with  Sockets  or  Rings,  and  Ring  Pipe  sold  without  Rings  may 
be  sold  at  a discount  of  ten  percent  from  bill. 

Increasers  shall  have  Sockets  on  small  end  ; Reducers,  Sockets  on  large  end. 

Stoppers  or  Plugs  for  closing  Pipe,  one  third  of  one  foot  of  Pipe  of  the  size  in  which  it  is  used. 

All  breakage  is  at  the  risk  of  the  purchaser. 
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CAST  IRON  SOIL  PIPE. 


SINGLE  HUB. 


U-  1 536. 


2 inch,  5 feet  long,  per  foot 

3 .. 

4 « “ << 

5 “ 

6 « 

8 « 

10  “ 

12  “ 6 feet  long,  “ 


Standard 

Ex.  Heavy 

.24 

.35 

.30 

.55 

.40 

.75 

.50 

1.00 

.60 

1.20 

1.25 

2.25 

2.00 

3.00 

3.00 

4.00 

DOUBLE  HUB. 
LENGTHS  EACH, 6 FEET. 


U- 1 537. 


Standard 

Ex.  Heavy 

2 inch,  per  length 

1.50 

2.05 

3 “ “ 

1.80 

3.05 

4 “ “ 

2.30 

4.05 

5 “ “ 

2.80 

5.30 

Q “ “ 

3.30 

6.30 

g « <•  

7.25 

12.75 

10  “ “ 

12.00 

17.50 

ENAMELED  SOIL  PIPE  AND  FITTINGS. 


List  prices  same  as  on  Tarred  Soil  ripe  and  Fittings. 
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SOIL  PIPE  FITTINGS. 


QUARTER  BEND. 


U- 1 538. 


SIXTH  BEND. 


U-  1 539. 


2 inch  quarter,  sixth, 

3 .. 

4 “ “ “ 

5 u “ “ 

6 “ 

Q *1  “ 41 

10  “ 

12  “ “ “ 


eighth  and  sixteenth  Bends,  each 


EIGHTH  BEND.  SIXTEENTH  BEND. 


U- 1 540.  U-1541. 


Standard 

Ex.  Heavy 

.40 

.50 

.55 

.70 

.75 

1.10 

. 1 . 00 

1.35 

. 1.20 

1.75 

. 3.00 

4.00 

. 4.00 

5.00 

. 6.00 

8.00 

QUARTER  BEND-DOUBLE  HUB. 


EIGHTH  BEND— DOUBLE  HUB. 


U- 1 542. 


U- 1 543. 


Standard 

2 inch,  each 70 

3 “ “ 85 

4 “ “ 95 

5 “ “ 1.30 

6 “ “ 1.50 


Note. — One-sixth  and  one-sixteenth  Double  Hub  Bends,  same  list  prices. 


Ex.  Heavy 
.80 
1.00 
1.40 
1 .65 
2.05 


QUARTER  BEND-WITH  SIDE  INLET. 


U - 1 544.  SHOWS  R.  H.  INLET. 

2 inch,  with  2 inch  Inlet,  each 


3 

4 
4 

4 

5 
5 

5 

6 
6 
6 
8 

10 

12 


QUARTER  BEND-WITH  HEEL  INLET. 


U-  1 545. 

Standard 

90 

1.05 

1.15 

1.25 

1.35 

1.50 

1.50 

1.60 

1.75 

1.70 

1.80 

1.95 

3.75 

4.75 

6.75 


Ex.  Heavy 
1 .00 
1.20 
1.30 
1.60 
1.70 
1 .85 
1.85 
1.95 
2.10 
2.25 
2.35 
2.50 

4.75 

5 . 75 

8.75 
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SOIL  PIPE  FITTINGS. 


LONG  QUARTER  BEND. 


U-  1 546 


Standard 

Ex.  Heavy 

2 inch,  each 

1. 10 

1.40 

3 “ “ 

1.25 

2.00 

4 “ “ 

1.50 

2.25 

5 “ “ 

2.25 

3.00 

0 “ “ 

2.50 

3.50 

8 “ “ 

5.50 

7.00 

LONG  QUARTER  BEND 
WITH  FOOT  REST. 


U- 1 548. 


Standard 


2 inch,  each 1.40 

3 “ “ 1.00 

4 “ “ 2.75 

5 “ “ 3.25 

0 “ “ 4.00 


Ex.  Heavy 

1.75 

2.50 

3.50 
4.00 

4.75 


LONG  CURVE  QUARTER  BEND. 
SINGLE  HUB. 


U-1  550. 

Standard 


2 inch,  each 80 

3 “ “ 1.25 

4 “ “ 1.75 

5'“  “ 3.00 

0 “ “ 4,00 


Ex.  Heavy 
1.25 
2.00 
2.75 
4.00 
5.50 


LONG  QUARTER  BEND 


4 inch,  each 


Standard 

1.75 


LONG  QUARTER  BEND 

WITH  FOOT  REST  AND  HAND  HOLE 
AND  COVER. 


U-1  549. 


Standard 


2 inch,  each 1.05 

3 “ “ 2.50 

4 “ “ 3.75 

5 “ “ 4.50 

0 " “ 5.25 


Ex.  Heavy 
2.10 
3.20 
4.50 

5.25 

6.25 


LONG  CURVE  QUARTER  BEND 


WITH  FOOT  REST. 


U-1  55 1 . 


Standard  Ex.  Heavy 


4 inch,  each 2.75  3.75 

5 “ “ 4.00  5.00 

0 “ “ 5.25  6.75 
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SOIL  PIPE  FITTINGS. 


LONG  EIGHTH  BEND.  BATH  TUB  CONNECTION. 


U- 1 552. 

U - 1 553. 

Standard  E: 

v.  Heavy 

Standard 

4 inch, IS  inch  long,  each,  1 .50 

2.25 

2 inch, each  . . 

1.00 

4 “ 24 2.50 

3.50 

“T”  BRANCH. 


U" 1 554. 


2x2  inches,  each 

3 x 3,  3 x 2 inches,  each  ....  

4x4,  4x3,  4x2  inches,  each 

5 x 5,  5x4,  5x3,  5x2  inches,  each 

6 x 6,  6 x 5,  6 x 4,  6 x 3,  (5  x 2 inches,  each  

8 x 8,  8 x (i,  8 x 5,  8x4,  8x3,  8x2  inches,  each 

ID  x 10,  10  x 8,  10  x 6,  10  x 5,  10  x 4,  10  x 3,  10  x 2 inches,  each. 

12  x 12,  12  x 10,  12  x 8,  12  x (3,  12  x 5,  12  x 4,  12  x 3,  12  x 2 inches,  each 


Standard 
.00 
.80 
1.20 
1 .00 
2.00 

5.00 

7.00 
12.00 


Ex.  Heavy 
.SO 

1.25 
1 . 60 

2.25 

3.25 
8.00 

11.00 

16.00 


4 inch, each 


“T”  BRANCH. 
HUB  ENDS. 


U- 1 555. 


Standard 

1.25 


“T”  BRANCH. 
TAPPED  FOR  IRON  PIPE 


U- 1 556. 


2 x 11'4  inch  Thread,  each 

2 x “ “ “ 

v **  u “ 


3 x m 

3 x 2 

4xlJ^ 

4x2" 


4 x 2% 
4x3* 


Standard 
.80 
.80 
.00 
1.70 
1 .80 
1.85 
1.95 
2.20 
2.50 


Ex.  Heavy 
1.00 
1.00 
I 10 
2.15 
2.25 


2.35 

2.75 

3.00 
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SOIL  PIPE  FITTINGS. 


“T”  BRANCH-WITH  SIDE  INLET. 


U-  1 557.  SHOWS  R.  H.  INLET. 


2x2  inches 2 inch  Inlet,  each 

3 x 3,  3 x 2 inches  2 “ “ “ 

4 x 4,  4 x 3,  4 x 2 inches 2 “ “ “ 

5x5,  5x4,  5x3,  5x2  inches .2  “ “ “ 

6 x 6,  6 x 5,  6 x 4,  0 x 3,  6 x 2 inches 2 “ “ “ 


Standard 
. 1.10 
. 1.30 

. 1.70 

. 2.10 
. 2.50 


Ex  Heavy 
1.30 

1.75 
2.10 

2.75 

3.75 


SANITARY  “T"  BRANCH. 


U-1558. 


2x2  inches,  each 

3 x 3,  3 x 2 inches,  each 

4x4,  4x3,  4x2  inches,  each 

5x5,  5x4,  5x3,  5x2  inches,  each 

6 x 6,  6 x 5,  6 x 4,  6 x 3,  6 x 2 inches,  each 

8 x 8,  8 x 4 inches,  each 

12  x 12,  12  x 8,  12  x 4,  inches,  each 


Standard 
.60 
.80 
1.20 
1 .60 
. 2.00 
. 5.00 
. 12.00 


Ex.  Heavy 
.80 

1.25 
1.60 

2.25 

3.25 
8.00 

16.00 


SANITARY  "T”  BRANCH-TAPPED  FOR  IRON  PIPE. 


U- 1 559. 


2x13^  inch  Thread,  each 

>)  ^ »)  it  ti  (t 

Stan  dard 

1.00 

1.10 

Ex.  Heavy 
1.20 

1 .30 

3x1^  “ “ “ 

1.90 

2.35 

2.00 

2.45 

4x13^  “ “ “ 

2.10 

2.55 

^ x 9 ~ “ ««  “ 

2.25 

2.65 

4 x “ “ “ 

2.50 

2.90 

4x3  “ “ “ 

2.75 

3.15 
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SOIL  PIPE  FITTINGS. 


SANITARY  “T”  BRANCH. 
WITH  SIDE  INLET. 


U-  1 560.  SHOWS  L.  H.  INLET. 


2x2  inches 2 inch  Inlet,  each 

3 x 3,  3 x 2 inches 2 “ “ “ 

4 x 4,  4 x 3,  4 x 2 inches 2 “ “ 

5 x 5,  5 x 4,  5 x 3,  5 x 2 inches 2 “ “ “ 

(i  x 0,  (i  x 5,  (i  x 4,  6 x 3,  6 x 2 inches,  2 “ “ “ 


mdard 

Ex.  Heavy 

1.10 

1.30 

1.30 

1.75 

1.70 

2.10 

2.10 

2.75 

2.50 

3.75 

LONG  “T"  BRANCH. 


U-1  561 . 


4x4  inches,  IS  inches  in  the  clear,  each 


4x4  “ 

24 

4x4  “ 

30 

4x4  “ 

5x4  “ 

36 

24 

5x4  “ 

30 

5x4 

36 

6x4  “ 

24 

6x4 

30 

6x4  “ 

36 

LONG  SANITARY  “T”  BRANCH. 


“Y”  BRANCH. 


U-1  563. 


Standard 

2x2  inches,  each . . . .60 

3 x 3,  3 x 2 inches,  each .80 

4 x 4,  4 x 3,  4 x 2 inches,  each 1.20 

5 x 5,  5 x 4,  5 x 3,  5 x 2 inches,  each 1.60 

6 x 6,  6 x 5,  6 x 4,  6 x 3,  6 x 2 inches,  each  ....  2.00 

8x8,  8x6,  8x5,  8x4,  8x3,  8x2  inches,  each  5.00 

10  x 10,  10  x 8,  10  x 6,  10  x 5,  10  x 4,  10  x 3,  10  x 2 inches,  each  7.00 

12  x 12  to  12  x 2 inches,  each 12.00 


Kx.  Heavy 
.80 

1.25 
1.60 

2.25 

3.25 
8.00 

11.00 

16.00 
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SOIL  PIPE  FITTINGS. 

HALF  “Y"  BRANCH 


U- 1 564. 


Standard 

2x2  inches,  each .(JO 

3 x 3,  3 x 2 inches,  each .80 

4 x 4,  4 x 3,  4 x 2 inches,  each 1.20 

5x5,  5x4,  5x3,  5x2  inches,  each 1 .00 

0 x 6,  6 x 5,  6 x 4,  6 x 3,  6 x 2 inches,  each 2.00 

8x8,  8x6,  8x5,  8x4,  8x3,  8x2  inches,  each 5.00 


Ex.  Heavy 
.80 

1.25 
1.00 
2 25 

3.25 
8.00 


“Y”  BRANCH. 
WITH  SIDE  INLET. 


U-1565.  SHOWS  R.  H.  INLET. 


Standard 

2x2  inches *. . . . .2 

inch  Inlet,  each 

1.10 

“ “ “ 

1.30 

« « « 

1.70 

« u « 

2.10 

0 x 0,  6 x 5,  6 x 4,  6 x 3,  0 x 2 inches,  2 

“ 

2.50 

“Y”  BRANCH. 
WITH  TRAP  SCREW. 


U-1566.  SHOWS  TRAP  SCREW  ON  R.  H SIDE. 

Standard 


4x4,  4x3,  4x2  inches,  each 3.70 

5 x 5,  5 x 4,  5 x 3,  5 x 2 inches,  each . 4.10 

6 x 6,  0 x 5,  0 x 4,  0 x 3,  0 x 2 inches,  each 4.50 


Ex.  Heavy 
1.30 

1 .75 
2.10 

2.75 

3.75 


Ex.  Heavy 
4.10 

4.75 

5.75 
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SOIL  PIPE  FITTINGS. 

LONG  “ Y ” BRANCH. 


4 x 

4 inches, 
4 

18  inches  in  the  clear,  each.  . 

9_t  “ »*  “ 

U- 1 567. 

Standard 

2 ‘>5 

2.50 

Ex.  Heavy 
3.25 
3.50 

4 

30 

« « (4 

3 . ( )0 

4 75 

4 

(( 

30  “ 

((  ((  t< 

3 . 50 

5.25 

4 

(< 

24 

,,  „ ,, 

3 25 

4 . 50 

5 x 

4 

u 

30  “ 

((  u u 

4.00 

5 . 50 

4 

(( 

30  “ 

«(  a << 

4 . 75 

6.75 

6 x 

4 

ll 

24  “ 

((  ((  U 

4.25 

5.50 

4 

(i 

30  “ 

<<  <<  << 

5 . 25 

7.25 

6 x 

4 

<< 

36  “ 

u .<  « 

0.25 

9.00 

DOUBLE  “ Y " BRANCH. 


DOUBLE  ^ “Y”  BRANCH. 


U-  1 568. 


2x2  inches,  each 

3 x 3,  3 x 2 inches,  each 

4x4,  4x3,  4x2  inches,  each 

5x5,  5x4,  5x3,  5x2  inches,  each 

6 x 6,  6 x 5,  6 x 4,  6 x 3,  6 x 2 inches,  eacli 

8x8,  8x6,  8x5,  8x4,  8x3,  8x2  inches,  each 

10  x 10,  10  x 8,  10  x 6,  10  x 5,  10  x 4,  10  x 3,  10  x 2 inches,  each 
12  x 12  to  12  x 2 inches,  each 


U-  1 569. 

Standard 

1.00 

1.25 
1.65 

2.25 

3.00 

6.00 
9.00 

14.00 


Ex.  Heavy 
1.25 
1.60 
2.00 

3.00 

4.00 

9.00 

14.00 

15. 00 


U- 1 570. 

2x2  inches 2 inch  Inlet,  each 

3 x 3,  3 x 2 inches 2 “ “ 

4x4,  4x3,  4x2  inches 2 “ “ 

5 x 5,  5 x 4,  5 x 3,  5 x 2 inches 2 “ “ 

6x6,  6x5,  6x4,  6x3,  6x2  inches 2 “ “ 

8x8,  8x6,  8x5,  8x4,  8 x 3,  8x2  inches 2 “ “ 

10  x 10,  10  x 8,  10  x 6,  10  x 5, 10  x 4, 10  x 3, 10  x 2 inches,  2 “ “ 


Standard 

Ex.  He; 

1.50 

1.75 

1 . 75 

2.10 

2.15 

2.50 

2.75 

3.50 

3.50 

4.50 

6.50 

9.50 

9.50 

14.50 
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SOIL  PIPE  FITTINGS. 

DOUBLE  “Y”  BRANCH. 
WITH  TRAP  SCREW. 


U-1571  . 


Standard  Ex.  Heavy 


4 x 4,  4 x 3,  4 x 2 inches,  each 4.15  4.50 

5 x 5,  5 x 4,  5 x 3,  5 x 2 inches,  each 4.75  5.50 

6x6,  6x5,  6x4,  6x3,  6x2  inches,  each 5.50  6.50 

8 x 8 to  8 x 2 inches,  each 8.50  11.50 


INVERTED  “Y”  BRANCHES. 


U-1572. 


2x2  inches,  each 

3 x 3,  3 x 2 inches,  each 

4 x 4,  4 x 3,  4 x 2 inches,  each 


U-  1 573. 

Standard 

1.00 

1.25 

1.50 


Ex.  Heavy 
1.25 
1.75 
2.00 


CROSS. 


U- 1 574. 


2x2  inches,  each. 

3 x 3,  3 x 2 inches,  each 

4x4,  4x3,  4x2  inches,  eacli  

5 x 5,  5 x 4,  5 x 3,  5 x 2 inches,  each  

6 x 6,  6 x 5,  6 x 4,  6 x 3,  6 x 2 inches,  each 

8 x 8,  8 x 6,  8 x 5,  8 x 4,  8 x 3,  8 x 2 inches,  each 

10  x 10  to  10x2  inches,  each  

12  x 12  to  12  x 2 “ “ 


SANITARY  CROSS. 


U- 1 575. 


Standard 

1.00 

1.25 
1 .65 

2.25 
JEOO 
6.00 
9.00 

14.00 


Ex.  Heavy 
1.25 
1.60 
2.00 

3.00 

4.00 

9 . 00 

14.00 

18.00 
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SOIL  PIPE  FITTINGS. 


CROSS. 

TAPPED  FOR  IRON  PIPE. 


U-  1 576. 


Standard 

2 x lht  inch  Thread,  each,  1 . 40 

Ex.  He 
1.55 

2x2  “ “ 

“ 1.50 

1 .65 

3 x “ 

“ 2.20 

2.65 

3x2 

“ 2.30 

2.75 

4xH£  “ 

“ 2.35 

2.75 

4x2 

“ 2.45 

2.85 

4 x 2 ^ “ 

“ 2.70 

3.25 

4x3 

“ 3.00 

3.50 

SANITARY  CROSS. 
TAPPED  FOR  IRON  PIPE. 


U-  1 577. 


Standard 

Ex.  He 

2 x inch  Thread, each,  1.65 

1.90 

2x2 

“ 

“ 1 . 75 

2.00 

3 x “ 

“ 

“ 2.65 

3.00 

3x2 

“ 

“ 2.75 

3.10 

4 X 13^2  “ 

“ 

“ 2.90 

3.30 

4x2  “ 

“ 

“ 3.00 

3.50 

4 inch,  each 


CROSS. 

WITH  FOUR  HUBS. 


U- 1 578. 


Standard 

1.75 


VENTILATING  BRANCH. 


U- 1 579. 

Standard  Ex.  Heavy 


2x2  inches,  each SO  1.25 

3 x 3,  3 x 2 inches,  each 1.25  1.75 

4x4, 4x3,  4x2  inches,  each 1.50  2.00 

5x5,  5x4,  5x3,  5x2  inches,  each 2.00  2.75 

6 x 6 to  6 x 2 inches,  each 3.00  4.00 

8 x 8 to  S x 2 inches,  each 6.00  8.50 


378 


THE  MILNER  & KETTIG  COMPANY. 


SOIL  PIPE  FITTINGS. 

VENTILATING  BRANCH. 
TAPPED  FOR  IRON  PIPE. 


U- 1 580. 


2 inch, 
2 ‘ 

with  1%  inch  Tapped  Side  Inlet,  each 

1 “ “ “ 

Standard 

1.30 

1.30 

Ex.  Heavy 
1.75 
1.75 

2 ‘ 

0 “ 

(<  <( 

1.40 

1.85 

2.25 

3 

9 “ 

a (< 

1.75 

3 

1.85 

2 35 

4 

LH 

2 “ 

i t 

2.00 

2 50 

4 

tt  tt 

2.10 

2 GO 

5 

2 “ 

tt  tt 

2.50 

3.25 

“ H ” BRANCH. 


HUD  ENDS. 


U ~ 1 581 . Standard 

2x2  inches,  each 1.00 

4x2  “ “ 1.75 

4x4  “ “ 1.75 


OFFSET. 


U-  1 582. 


Stand- 

Ex. 

Stand- 

Ex. 

ard 

Heavy 

ard 

Heavy 

2 x 

o 

inches,  each . . .40 

.GO 

4 x 

12 

inches,  each  . 

( ( It 

1.40 

1 .80 

2 x 

4 

i < 

“ ..  .50 

.90 

4 x 

14 

1.65 

2.00 

2 x 

0 

a 

“ ..  .GO 

1.00 

4 x 

1G 

it  ft 

1.80 

2.25 

2 x 

8 

tt 

“ . . . 70 

1 10 

4 x 

18 

it  tt 

2.15 

2.80 

2 x 

10 

u 

“ ..  .80 

1 . 20 

4 x 

20 

2.25 

3.00 

2 x 
2 x 
2 x 
2 x 
2 x 

12 

14 

10 

18 

20 

<( 

tt 

<( 

it 

(< 

“ ..  .85 

“ ..  1.00 
“ ..  1.15 

“ ..  1.25 

“ ..  1.75 

1.25 

1.45 

1 .GO 

1 . 75 

2.50 

5 x 
5 x 
5 x 
5 x 
5 x 

4 

G 

8 

10 

12 

it  it 

tt  tt 

it  tt 

it  tt 

tt  tt 

1.40 

1 .GO 

1 .80 

1 .90 
2.00 

1.80 

2.00 

2.25 

2. 40 
2.50 

3 x 

4 

(( 

“ ..  .75 

1.10 

5 x 

14 

it  tt 

2.20 

2.75 

3 x 

G 

(( 

“ . . .80 

1.20 

5 x 

10 

it  tt 

2.40 

3.00 

3 x 

8 

tt 

“ .90 

1.35 

5 x 

18 

It  tt 

2.75 

3.50 

3 x 

10 

tt 

“ ..  .95 

1.40 

5 x 

20 

it  it 

3.00 

3.75 

3 x 
3 x 
3 x 
3 x 
3 x 

12 

14 
16 

15 
20 

it 

it 

“ ..  1.00 
“ 1 OK 

1.45 

1.70 

1.90 

2.00 

2.75 

G x 

4 

it  tt 

2.00 

3.00 

(( 

t t 

It 

. . 1 . -O 

“ ..  1 40 

“ ..  1.50 

“ ..  2.00 

()  X 

G x 

()  X 
()  X 

G 

8 

10 

12 

tt  tt 

tt  tt 

It  It 

tt  tt 

2.25 

2.40 

2.60 

2.75 

3.25 

3.50 

3.75 

4.00 

4 x 

2 

t 

“ ..  .80 

1.20 

G x 

14 

it  ll 

3.00 

4.50 

4 x 

4 

t 

“ . . .85 

1.25 

()  X 

16 

it  tt 

3.50 

5.25 

4 x 

6 

tt 

“ ..  1.00 

1.40 

6 x 

18 

it  it 

4.10 

6.00 

4 x 

8 

it 

“ 1.15 

1.50 

G x 

20 

it  if 

4.85 

7.00 

4 x 

10 

it 

“ ..  1.25 

1 .GO 

<M  CO  iO  CCl 
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SOIL  PIPE  FITTINGS. 


OFFSET-WITH  TWO  INCH  INLET. 


U- 1 583. 


Standard 

Ex.  Heavy 

Standard 

Ex.  Heavy 

2x  2 

inches,  each 

.90 

1.10 

4x12 

inches,  each 

1.90 

2.30 

2x  4 

ll 

( ( 

1 .00 

1 .40 

4x14 

a 

< t 

2.15 

2.50 

2x  6 

l l 

ll 

1.10 

1.50 

4x16 

i i 

l ( 

2.30 

2.75 

2x  8 

( < 

1.20 

1 .60 

4x18 

n 

1 1 

2.65 

3.30 

2x10 

l ( 

l l 

1.30 

1.70 

4x20 

a 

ll 

2.75 

3.50 

2x12 

< l 

( l 

1 .35 

1 .75 

5x  4 

ll 

( l 

1.90 

2.30 

2x14 

l < 

l ( 

1.50 

1 .95 

5x  6 

1 1 

1 1 

2.10 

2.50 

2x16 

( ; 

u 

1 .65 

2 10 

5x  8 

1 1 

1 1 

2.30 

2.75 

2x18 

i i 

l ( 

1 . 75 

2.25 

5x10 

1 1 

1 1 

2.40 

2.90 

2x20 

( ( 

2.25 

3.00 

5x12 

“ 

1 1 

2.50 

3.00 

3x  4 

i : 

n 

1 .25 

l.oo 

5x14 

i ( 

1 1 

2.70 

3.25 

3x  6 

u 

1.30 

1.70 

5x16 

a 

1 1 

2.90 

3.50 

3x  8 

i i 

ii 

1.40 

1.85 

5x18 

1 1 

1 1 

3.25 

4.00 

3x10 

it 

it 

1.45 

1 . 90 

5x20 

u 

ll 

3.50 

4.25 

3x12 

it 

ii 

1.50 

1.95 

6x  4 

u 

1 1 

2.50 

3.50 

3x14 

a 

l i 

1 . 75 

2.20 

6x  6 

u 

1 1 

2.75 

3.75 

3x16 

% l 

i i 

1.90 

2.40 

tlx  8 

1 1 

ll 

2.90 

4.00 

3x18 

ll 

l i 

2.00 

2.50 

6x10 

1 1 

ll 

3.10 

4.25 

3x20 

l l 

ll 

2.50 

3.25 

6x12 

1 1 

1 1 

3.25 

4.50 

4x  2 

i l 

1 1 

1 .30 

1.70 

6x14 

“ 

3.50 

5.00 

4x  4 

l < 

a 

1 . 35 

1.75 

6x16 

it 

1 1 

4.00 

5.75 

4x  6 

ii 

1 1 

1.50 

1 90 

6x18 

u 

1 1 

4 60 

6.50 

4x  8 

l l 

a 

1 . 65 

2.00 

6x20 

u 

1 1 

5.35 

7.50 

4x10 

ii 

1 1 

1.75 

2.10 

2 inch,  each 

3 “ 

4 “ “ 

5 “ “ 

6 “ 

8 “ “ 

10  “ 

12  “ 


Standard 
.30 
.45 
.65 
. 75 
.80 
2.50 
3 50 
5.00 


Ex.  Heavy 
.40 
. 55 
. 75 
.00 
1.15 

3.50 

4.50 
8.00 


inch,  each 

a a 

a ti 

a a 

ii  a 


THIMBLES. 


U-  1 588. 


Standard 

.15 

.25 

.30 

.35 

.45 


Ex.  Heavy 
.25 
.40 
.50 
.60 
.75 
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EXTENSION  PIECE. 


THIMBLE— WITH  COVER. 


U-  1 589. 


2 inch,  each 

3 “ 

4 “ “ 

5 “ 

6 “ “ 

8 '• 

10  “ 


Standard 

.40 

.50 

.60 

.70 

.90 

2.25 

5.00 


Ex.  Heavy 
.50 
.80 
1.00 
1.20 
1.50 
4.00 


U- 1 590. 

Standard  Ex.  Heavy 


2 inch,  4 inches  long,  each,  .30 

.50 

2 

“ 6 

“ 

“ .40 

.60 

2 

“ 8 

{( 

“ . 45 

.70 

2 

“ 12 

(4 

“ .60 

.SO 

3 

“ 4 

ti 

“ .45 

3 

“ 6 

(( 

“ .55 

.70 

3 

“ 8 

“ 

“ .60 

• 

4 

“ 4 

“ 

“ .65 

1.10 

4 

*•  6 

“ 

“ . 75 

1.20 

4 

“ 8 

“ 

“ .80 

1.30 

5 

“ 4 

“ 

“ .75 

5 

“ 6 

“ .85 

1.35 

5 

“ S 

“ 

“ 1.00 

6 

“ 4 

“ 

“ .80 

6 

“ 6 

“ 

“ .90 

1.75 

6 

“ 8 

“ 

“ 1.20 

REDUCER. 


U-1591 . 


3x2  inches,  each 

4 x 3,  4 x 2 inches,  each 

5 x 4,  5 x 3.  5 x 2 inches,  each  

6x5,  6x4,  6x3,  6x2  inches,  each 

8x6,  8x5,  8x4,  8x3,  8x2  inches,  each 

10  x 8 to  10  x 2 inches,  each  . 

12  x 10  to  12  x 2 inches,  each 


Standard 

.45 

.65 

.75 

.80 

2.50 

3.50 
5.00 


Ex.  Heavy 
.55 
.75 
.90 
1.15 

3.50 

4.50 
8.00 


I NCREASER— FOR  CALKING. 


U- 1 592. 


Standard 

Ex.  Heavy 

2 to 

3 inches, 

each . . . 

.70 

1.00 

2 to 

4 

i 4 

.90 

1 . 25 

2 to 

5 

44 

1 1 

1 . 15 

1.75 

2 to 

6 

it 

t 4 

1.25 

2.25 

3 to 

4 

il 

4 4 

.90 

1.25 

3 to 

5 

tt 

it 

1.15 

1.75 

3 to 

6 

tt 

tt 

1.25 

2.25 

4 to 

5 

a 

l l 

1.15 

1 ! 75 

4 to 

6 

tt 

1 1 

. 1.25 

2.25 

5 to 

6 

it 

It 

1.25 

2. 25 

6 to 

8 

1 1 

1 1 

. 2.00 

5.00 

8 to  10 

tt 

i l 

4.00 

6.50 

10  to  12 

1 1 

a 

. 6.00 

8 . 50 

INCREASER-TAPPED. 


U-  1 593. 


i x 

iH 
i ^ 

o 


3 


to  2 inches,  each 

to  3 “ '* 

to  4 “ “ 

to  3 “ 

to  4 “ “ 

to  5 “ “ 

to  5 “ 


Standard  Ex.  Heavy 
1.40  1.85 

*1.40  1.85 

1.40  1.85 

1.50  2.00 

1.50  2.00 

1.75  2.35 

2.00  2.60 
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SOIL  PIPE  FITTINGS. 


SHORT  INCREASER. 


TAPPED  FOR  IRON  PIPE. 


1J4  to  2,  134  to  2 inches,  each 

1J4  to  3,  13^  to  3,  2 to  3 inches,  each 

134  to  4 inches,  each 

13<>  to  4,  2 to  4 inches,  each  


U- 1 594. 


Standard 


1 .00 


Ex.  Heavy 
.85 
1.00 
1.20 
1.20 


triii'" . .i'niimMiiirl 

U- 1 595. 


INCREASER  AND  VENTILATING  BRANCH. 

WITH  STRAIGHT  SIDE  INLET. 


Standard  Ex.  Heavy 


2 to  4,  with  2 inch  Inlet,  each 1 .75  2.25 

4 to  6,  “ 2 “ “ “ 2.25  3.00 

4 to  6,  “ 3 “ “ “ 3.00  3.75 


U- 1 596. 


INCREASER  AND  VENTILATING  BRANCH. 

WITH  BENT  SIDE  INLET— FOR  CALKING. 

Standard  Ex.  Heavy 


2 to  4,  with  2 inch  Inlet,  each 2.00  2.50 

4 to  6,  “ 2 “ “ “ 2.50  3.25 


Can  be  furnished  with  Side  Inlet  tapped  for  Iron  Pipe. 


U- 1 597. 


INCREASER  AND  VENTILATING  BRANCH. 

WITH  STRAIGHT  SIDE  INLET  TAPPED  FOR  IRON  PIPE. 

Standard  Ex.  Heavy 


2 to  4 tapped  for  13^  inch  Pipe,  each  2.15  2.65 

2 to  4 “ “2  “ “ “ 2.25  2.75 

4 to  6 “ “134  “ “ “ 2.75  3.50 

4 to  6 “ “2  “ “ “ 2.90  3.65 

4 to  6 “ “3  “ “ “ 3.50  4.25 
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SOIL  PIPE  FITTINGS. 


U- 1 598. 


INCREASER  AND  OFFSET. 
TAPPED  FOR  IRON  PIPE. 


to  4,  with  6 inch  Offset,  each 
2 to  4,  “ (5 


U- 1 599. 

LONG  INCREASER. 


FOR  CALKING. 


Ex.  Heavy 
2.00 
2.  SO 
3 00 
3.25 
4.00 


Ex.  Heavy 


2.10 

2.25 


U-  1 600. 


2 to  3,  2 to  4 inches,  26  inches  long,  each 


2 to  4 48 

3 to  4 26 

4 to  5 30 

4 to  6 48 

5 to  6 30 

5 to  6 36 


Ex.  Heavy 

2.50 
3.75 
2.60 
4.25 

6.50 

5.50 
6.00 


LONG  INCREASER. 
TAPPED  FOR  IRON  PIPE. 


U-1601. 


Ex.  Heavy 


1 to  2 inches,  24  inches  long,  each 2.50 

1)4  to  4 “ 24  “ “ 2.50 

2 to  3 “ 24  “ “ 2.60 

2 to  4 “ 24  “ “ 2.60 
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SOIL  PIPE  FITTINGS. 


LONG  INCREASER. 

FOR  CALKING— HUB  ON  SIDE. 


U- 1 602. 


LONG  INCREASER. 

FOR  CALKING— SIDE  INLET  TAPPED. 


U-  1 603. 


LONG  INCREASER. 

FOR  CALKING— TWO  SIDE  I N LETS  TAPPED. 

jflMfflfe 


U-1604. 


LONG  INCREASER. 

FOR  CALKING— BENT  SIDE  INLET  TAPPED. 


U-1605. 


Size, 

Length, 

Hub 

Ex. 

Inches 

Inches 

on  Side, 
Inches 

Standard 

Heavy 

2 to  4 

24 

9 

. . . each,  2.25 

3.00 

2 to  4 

48 

9 

...  “ 3.15 

3 to  4 

24 

9 

...  “ 2.35 

3.10 

4 to  5 

30 

3 

4. Ill) 

5.00 

4 to  6 

48 

3 

6.00 

7.00 

5 to  0 

30 

3 

“ 

6.00 

5 to  6 

36 

4 

...  “ 

6.7  5 

Size, 

Length, 

Tapped 

Ex. 

Inches 

Inches 

on  Side, 
Inches 

Standard 

Heavy 

2 to  4 

24 

1% 

. . . each,  2.50 

3.25 

2 to  4 

48 

l x 

...  “ 3.40 

3 to  4 

24 

1% 

“ 2.60 

3.35 

4 to  5 

30 

9 

4.00 

5.00 

4 to  6 

48 

9 

...  “ 6.00 

5 to  6 

30 

9 

5.00 

6.50 

5 to  6 

36 

9 

...  “ 5.50 

7.00 

Size, 

Length,  Tapped 

Standard 

Ex. 

Inches 

Inches 

on  Sides, 
Inches 

Heavy 

2 to  4 

24 

1 H 

...each,  3.25 

4.00 

2 to  4 

48 

iy2 

...  “ 4.15 

3 to  4 

24 



...  “ 3.35 

4.10 

4 to  5 

30 

9 

...  “ 4.75 

5.75 

4 to  6 

48 

2 

“ 6.75 

5 to  6 

30 

9 

7.00 

5 to  G 

36 

9 

...  “ 6.25 

8.00 

Size, 

Length,  Tapped 

Ex. 

Inches 

Inches 

on  Side, 
Inches 

Standard 

Heavy 

2 to  4 

21 

HA 

. . . each,  .... 

3.50 

2 to  4 

48 

1 % 

“ 

4.75 

3 to  4 

24 

\% 

« i 

3.60 

4 to  5 

30 

2 

(( 

5.25 

4 to  6 

48 

9 

“ 

7.50 

5 to  6 

30 

9 

6.50 

5 to  G 

36 

9 

“ 

7.00 

2 inch, each 

3 “ 


VENT  CAP. 


U- 1 606. 


PLUG  OR  STOPPER. 


U-  1 607. 


Standard 

Ex.  Heavv 

Standard 

Ex.  Heavy 

.40 

.50 

2 inch, each 

.15 

.25 

.60 

.75 

3 “ 

25 

.35 

.80 

1 .25 

4 “ 

(( 

30 

.40 

1.10 

2.50 

5 “ 

(( 

35 

.50 

1.50 

3.50 

6 “ 

<< 

50 

.65 

8 “ 

it 

1.20 

1.50 

10  • •“ 

(< 

2.00 

3.00 

12  “ 

u 

..  . . 3.00 

4,00 
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" S ” TRAP. 


HALF  “ S " TRAP. 


PLAIN 


PLAIN. 


U-  1 608.  U- 1 609. 


Standard 

Ex.  Heavy 

Standard 

Ex.  Heavv 

2 inch,  each 

80 

1.25 

2 inch, each 

80 

1.25 

3 “ 

1.25 

2.00 

3 

....  1.25 

2.00 

4 “ 

1.75 

2.75 

4 “ 

1.75 

2.75 

5 “ 

3.0(1 

4.00 

5 

3.00 

4.00 

6 

4.00 

5.50 

6 “ 

4.00 

5.50 

8 

9.00 

12.00 

8 

....  9.00 

12.00 

HI 

20.00 

10  “ 

90  00 

12  “ 

30.00 

12  “ 

30.00 

“ S ” TRAP. 
WITH  2 INCH  VENT. 


U-1610. 


Standard 

Ex.  Heavy 

2 inch,  each 

1.30 

1.75 

3 “ 

1.75 

2.50 

4 “ 

2.25 

3.25 

5 “ 

3.50 

4.50 

6 “ 

4.50 

6.00 

8 “ 

9.50 

12.50 

HALF  " S ” TRAP. 
WITH  2 INCH  VENT. 


U-161  1. 


Standard 

Ex.  Heavy 

2 inch, each 

1.30 

1.75 

3 “ 

1.75 

2.50 

4 “ 

2.25 

3.25 

5 “ 

3.50 

4.50 

6 “ 

4.50 

6.00 

8 “ 

9.50 

12.50 

“ S " TRAP. 

WITH  HAND  HOLE  AND  COVER. 


U-1612. 


Standard 

Ex.  Heavy 

2 inch,  each 

80 

1.25 

3 “ 

1.25 

2.00 

4 “ 

1.75 

2.75 

5 “ 

3.00 

4.00 

6 “ 

. ..  . 4.00 

5.50 

b “ 

9.00 

12.00 

HALF  "S’*  TRAP. 

WITH  HAND  HOLE  AND  COVER. 


U-1613. 


Standard 

Ex.  Heavy 

2 inch, each 

80 

1.25 

3 “ 

1.25 

2.00 

4 

1.75 

2.75 

5 “ 

3.00 

4.00 

6 “ 

4.00 

5.50 

8 “ 

9.00 

12.00 
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SOIL  PIPE  FITTINGS. 


THREE-QUARTER  “S”  TRAP. 
PLAIN. 


U-1614. 


Standard 

Ex.  Heavy 

9 

inch, each 

80 

1.25 

3 

“ “ 

1.25 

2.00 

4 

“ “ . . . 

1.75 

2.75 

5 

“ “ . 

11.00 

4.00 

6 

“ “ 

4.00 

5.50 

8 

9.00 

12.00 

10 

20.00 

12 

“ “ 

30.00 

RUNNING  TRAP. 


PLAIN. 


U-1615. 


2 inch, each 

3 “ “ . , , . 

Standard 

'80 

1.25 

Ex.  Heavy 
1.25 
2.00 

4 “ “ 

1.75 

2.75 

5 “ “ . 

3.00 

4.00 

e “ “ : 

4.00 

5.50 

8 “ “ 

9.00 

12.00 

RUNNING  TRAP-VENTED. 


U-1616. 


U-1617. 


2 inch, each 

Standard 
1.30 

Ex.  Heavy 
1 . 75 

3 '*  “ . . 

1.75 

2.50 

4 “ “ . . 

2.25 

3.25 

ft  “ “ . . 

....  3.50 

4.50 

G “ “ .. 

4.50 

6.00 

8 “ “ .. 

9.50 

12.50 

THREE-QUARTER  “S”  TRAP. 
WITH  HAND  HOLE  AND  COVER. 


U-1618. 


Standard  Ex.  Heavy 


2 inch, 

with 

9 

inch  Vent,  each, 

1.30 

1.75 

3 “ 

i l 

3 

“ “ 

1.85 

2.60 

4 “ 

(( 

4 

2.50 

3.50 

5 “ 

( ( 

4 

“ “ 

3.75 

4.75 

6 “ 

4 

“ “ 

4.75 

6.25 

8 “ 

4 

9.75 

12.75 

10  “ 

6 

22.00 

12  “ 

6 

RUNNING 

TRAP. 

32.00 

WITH  HAND  HOLE  AND  COVER. 


Standard 

Ex.  Heavy 

Standard 

Ex.  Heavy 

2 inch, each 

80 

1.25 

2 inch, each 

80 

1.25 

3 “ “ 

1.25 

2.00 

3 “ 

1.25 

2.00 

4 “ “ 

....  1.75 

2.75 

4 “ 

(( 

1.75 

2.75 

5 l‘  “ 

....  3.00 

4 . 00 

5 “ 

(( 

3.00 

4.00 

6 “ “ 

....  4.00 

5 . 50 

6 “ 

( ( 

4.00 

5.50 

8 “ “ 

....  9.00 

12.00 

8 “ 

9.00 

12.00 

10  “ 

“ 

. . 20  00 
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SOIL  PIPE  FITTINGS. 


RUNNING  TRAP. 

WITH  HUBS  FOR  DOUBLE  VENT. 


U-1  620. 


Standard  Ex.  Heavy 


4 inch,  with  4 inch  Vents,  each.  . . 3.25  4.25 


5 

<<  | it  it 

4.50 

« 

8 

“ 4 a “ 

5.50 

7.00 

“ 0 “ “ 

11.00 

14  00 

10 

12 

“ o “ “ 

22.00 

“ 0 “ “ 

32.00 

“ S " TRAP. 

WITH  HAND  HOLE,  COVER  AND  HEEL  INLET. 


HALF  ‘■S’’  TRAP. 

WITH  HAND  HOLE,  COVER  AND  SIDE  INLET. 


••S"  TRAP-WITH  BRASS  SCREW 


U-1  623. 


Note. — To  obtain  prices  on  Traps  with  Brass  Screws  add  to  regular  list  prices,  each,  f2.50. 
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SOIL  PIPE  FITTINGS. 


DOUBLE  ANGLE  “Y”  BRANCH. 


U- 1 624. 


4x4  inch,  each 
5x4  “ 

6x4  “ 


Standard  Ex.  Heavy 

3.50  4.50 

4 . 50  5 . 75 

5.75  7.25 


MONITOR  BRANCH. 


U- 1 625. 


5 inch,  each 
(j  “ 


Standard 

5 . 00 

6.00 


PIPE  REST. 


U-1  626. 


Standard  Ex.  Heavy 


2 inch, 

each 

30 

.40 

3 “ 

“ 

40 

.55 

4 “ 

“ 

. . . . .50 

.65 

5 “ 

“ 

60 

.80 

6 “ 

“ 

.70 

1.00 

8 “ 

“ 

1.10 

1 . 75 

10  “ 

“ 

....  1.75 

2.50 

PIPE  EAR. 


U-1  627. 


Standard 


2 inch,  each 45 

3 “ “ 50 

4 “ “ 55 

5 “ “ 60 

6 “ “ 65 


TRAP  COVER. 


Standard 

Ex.  Heavy 

2 inch, each 

12 

. 18 

Hi 

.25 

4 “ “ 

20 

.30 

5 “ “ 

30 

40 

6 “ “ 

40 

. 50 

PIPE  BAND. 


U-1  629. 

Standard  Ex.  Hvy. 


2 inch, each 

.45 

.90 

3 “ 

.55 

1.00 

4 “ 

.70 

1.50 

5 “ 

1.00 

2.00 

6 “ 

1.40 

2.75 

8 “ 

2.25 

4.00 

PIPE  BAND. 
WITH  "T”  OUTLET. 


U-1  630. 


PIPE  BAND. 


WITH  "Y"  OUTLET 


U-1  631 . 

Standard  Ex.  Heav\ 

1.50 

1 . 75 
2.00 

2.75 

3.50 
5.00 


i.Xw  caLii . (O 

3x3,  3x2  inches,  each  .90 

4x4,  4x3,  4x2  inches,  each 1.10 

5x5,  5x4,  5x3,  5x2  inches,  each  1.45 

6x6,  6x5,  6x4,  6x3,  6x2  inches,  each 1.90 

8x8,  8x6,  8x5,  8x4,  8x3,  8x2  inches,  each  , , , 3.Q0 


388 


THE  MILNER  & KETTIG  COMPANY. 


SOIL  PIPE  FITTINGS. 


"T"  SADDLE.  "T”  SADDLE  HUB. 


U-  1 632.  U - 1 633. 


Standard 

Ex.  Heavy 

2x2  inches,  each . . . 

30 

.40 

3x3  “ 

.50 

. 65 

3x2  “ 

.50 

.65 

4x4  “ 

60 

.80 

4x3  “ 

,<i0 

.80 

4x2  “ 

.60 

.80 

5 x 5 “ 

.75 

1 .00 

5x4  “ 

.75 

1.00 

5x3  “ 

.75 

1 00 

5x2  “ 

.75 

1 .00 

6 X f) 

1.10 

1.40 

fi  x 5 “ 

1.10 

1.40 

6x4  “ 

1.10 

1.40 

1.10 

1 .40 

6x2  “ 

1.10 

1 .40 

8x4  “ 

1.50 

2.25 

10x4  “ 

2.25 

3.25 

12  x 6 “ 

4.00 

6.00 

“ T”  SADDLE-WITH  TAPPED  SADDLE. 


4x2  inches,  each 

2 x IK 


Standard 

.80 

.50 


Ex.  Heavy 
1.00 
.75 


"Y"  SADDLE  HUB. 


HALF  “Y"  SADDLE  HUB. 


U-1634. 


U-  1 635. 


2 inch 

3 

4 

5 

6 
8 

10 

12 


eacli 


Standard 
. 35 
.55 
.70 
.90 
1.25 
2.00 
4.00 
4.50 


Ex.  Heavy 
.45 
.70 
.90 
1.15 
1 .55 
3.00 
5.50 
(3.50 


Y ” Saddle  Hubs,  Reducing,  same  list  prices. 
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GREEN  HOUSE  PIPE  FITTINGS. 


“T"-HUB  ENDS. 


CROSS-HUB  ENDS. 


U-  1 636. 


U-  1 637. 


4 inch,  each 


1.25 


4 inch, each 


1 .75 


RETURN  BEND. 
SINGLE  HUB. 


U-  1 638. 


Standard 


2 inch,  each 65 

3 “ “ 85 

4 “ “ 1.25 

5 “ " 2.00 

6 “ “ 3.00 


Ex.  Heavy 

.75  2 inch,  each 

1.10  3 “ 

1 75  4 “ 

2.75 

4.00 


RETURN  BEND. 


DOUBLE  HUB. 


U-  1 639. 


Standard  Ex.  Heavy 
.75 

. . 1.10 

..  1.50  2.00 


RETURN  BEND. 
HUB  OUTLET. 


U- 1 640. 


RETURN  BEND. 
SPIGOT  OUTLET. 


U-1641. 


4 inch, each 


1.75 


4 inch, each 


1.75 


300 
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GREEN  HOUSE  PIPE  FITTINGS. 


DOUBLE  ELBOW. 


TRIPLE  ELBOW. 


U-1  642. 


U-  1 643. 


4 inch,  each. 


2.00 


4 inch, each. 


2.75 


“H”  BRANCH— 3 HUBS. 


U-1  644. 


4 inch, each 


1.75 


THREE  WAY  BRANCH  “T” 


4 inch,  each 


U-1  645. 


2.75 


GREEN  HOUSE  VALVE. 


U-1  646. 

4 inch,  each 11.00 


GREEN  HOUSE  B UTTE  R FLY  V A LV  E . 


U-1  647. 


4 inch,  each 


7 . 00 


PIPE  ‘CHAIRS. 


FOR  2 PI  PES. 


FOR  3 PIPES. 


FOR  4 PIPES. 


U-1  648. 

4 inch, each 


.25  4 inch,  each. 


.50  4 inch,  each 75 
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CLEANOUT. 

WITH  BOLTED  HAND  HOLE. 


CLEANOUT. 

WITH  HAND  HOLE. 


FRESH  AIR  INLETS. 


U-1653.  regular.  U-1654.  short. 

4 inch,  each. .. . 1.75.  4 inch,  each. .. . 1.75 


PALMER  SEWER  VALVE. 


2 inch,  each 1.00 

3 “ “ 1.20 

4 “ “ 1.60 

5 “ “ 2.00 

G “ “ 2.40 

8 “ “ 3.20 

9 “ “ 6.00 

10  “ “ 15.00 


PALMER  SEWER  GAS  AND 


U-  1 656. 

Inch  2 3 

u - 1 6 5 6.  Each.  6.00  6.50 

U - 1 657 . “ 6.00  • 


BACK  WATER  TRAP. 


U- 1 657. 

4 5 6 8 10  12 
7.50  9.00  10.00  15.00  70.00  125.00 
7.50  10.00 


BARRETT  SEWER  AND  TIDE  TRAP 


11.00 

14.00 

15.00 

50.00 

75.00 


U-  1 658. 

4 in.  for  Stand,  or  Ex.  H’vy  Pipe,  each, 

5 

6 
8 

10 


BARRETT  CLEANOUT. 


U-  1 659. 

Inch  2 3 4 5 6 S 10 

Stand.,  ea.,  1.00  1.35  1.75  2.75  3.75 

Ex.  H’y,  “ 1.50  2.50  3.50  5.00  6.00  10.00  15.00 
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GALVANIZED  IRON  SPIRAL  PIPE. 


U- 1 660. 

Diameter,  inches 1)^  2 2%  3 4 5 6 

Per  foot 12  .14  .17  .19  .25  .30  .38 


GALVANIZED  IRON  ADJUSTABLE  ELBOWS. 


CONDUCTOR  STRAINER. 


“STAR”  VENTILATOR. 


U-1  664. 

U-1  665. 

U-1  666. 

Inch 

2 

2% 

3 3 y2 

4 

5 

5>£ 

6 

U-1 664. 

U-1 666. 

j Each 

1.00 

1 .00 

1.00 

1.50  1.50 

1.75 

2.00 

2.50 

2.85 

3.40 

Inch 

7 

8 

9 

10  12 

14 

16 

18 

20 

24 

U-t  664. 

U-1  666. 

| Each 

4.00 

4.65 

5.20 

5.75  6.75 

13.00 

20.00 

27.00 

33.00 

40.00 

Inch  2 

3 

4 

5 

6 

8 

U-1 665 . 

Galvanized, 

per  dozen 

2.50 

3.00 

3.50 

4.00 

4.50 

10.50 

u- 

1 665. 

Copper. . 

Net  Prices. 
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“EUREKA”  ROOF  JOINTS. 


U-1  667. 


Consists  of  one  piece  Sheet  Copper,  proper  size  for  Flashing,  and  pure  Rubber  Ring.  Makes 
a perfect  joint  and  can  be  used  on  roof  of  any  angle. 


For  2 inch  Standard  Pipe,  each 1.80 

“ 3 “ “ “ “ 1.80 

“ 4 “ “ “ 2.00 

“ 5 “ “ “ “ 2.30 


For  2 inch  Ex.  Heavy  Pipe,  each 
“ 3 “ “ “ “ 


5 


1.80 

1.80 

2.00 

2.30 


ACME  ROOF  FLANGES. 


Each 


U-1  668. 


Inch  2 3 

70  .75 


4 5 6 

80  1.10  1.35 


No.  1 
No.  2 
No.  3 
No.  4 


MADE  IN  FOUR  DIFFERENT  ANGLES. 

for  Flat  Roof. 

“ Roof  of  15  degrees. 

“ “ 30 

“ “ 45 
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SERVICE  OR  STOP  COCK  BOXES. 

FOR  WATER  OR  GAS. 


T 


U - 1 669. 

DIAMETER  OF  BOX,  2'a  INCHES. 


No. 

Extension 

Each 

88 

1 ft. 

Stationary  Length 

.55 

89A 

1 ft. 

to  1 ft.  8 in  

. .GO 

OOB 

1 ft. 

6 in.  to  2 ft.  2 in 

. 05 

91C 

1 ft. 

9 in.  to  2 ft.  9 in 

. .70 

92  C 

2 ft. 

to  3 ft.  2 in 

70 

92D 

2 ft. 

> to  3 ft.  0 in 

. 75 

93D 

3 ft. 

to  4 ft.  

.80 

93E 

3 ft. 

to  4 ft.  0 in 

.83 

94  D 

3 ft. 

(i  in.  to  4 ft.  9 in 

.85 

94  Pi 

3 ft. 

0 in.  to  5 ft.  

. .90 

95  E 

4 ft. 

to  5 ft.  0 in 

. .95 

100E 

4 ft. 

0 in.  to  0 ft.  

. 1.00 

100E 

4 ft. 

0 in.  to  6 ft.  G in 

1 .lu 

100FX 

0 ft. 

0 in.  to  8 ft.  G in 

. 1.30 

100FM 

7 ft. 

3 in.  to  9 ft.  3 in .......  

. 1 40 

DIAMETER  OF  BOX,  3 INCHES. 

No. 

Extension 

Each 

0 

10  inches  Stationarv  Length.  

. 05 

1 

1 ft. 

in.  to  1 ft.  9H  in 

. .70 

lL 

ft.  ( 

in.  to  2 ft.  4 in 

.75 

»> 

2 ft. 

to  3 ft.  3 in 

.83 

3 

_>  ft. 

8 in.  to  4 ft.  

. .90 

4 

2 ft.  10  in.  to  4 ft.  10  in 

. .95 

5 

i ft. 

0 in.  to  5 ft.  Gin 

1 . 10 

i 

1 ft. 

to  G ft.  

. 1.25 

8 

; ft. 

to  8 ft.  

. 1 . 45 

ENLARGED  BASE. 

FOR  3 INCH  BOXES  TO  USE  WITH  2 INCH  COCKS. 


U-1670. 

Price Net. 


EXTENSION  SECTIONS. 


U-1671. 

FOR  2 H INCH  BOXES. 

Size  Extension  Each 

151  Increasing  Length  Service  Box,  O1^  in.,  .25 

152  “ “ “ “ IC>}4  “ .30 

153  “ “ “ “ 28  “ .35 

154  “ “ “ “ 33  “ .40 


FOR  3 INCH  BOXES. 

155  Increasing  Length  Service  Box,  20  in.,  .30 
150  “ “ “ “ 24  “ .35 

157  “ “ “ “ 30  “ .40 


THE  MILNER  & KETTlG  COM  PAN  V. 


JJ95 


ROUND  HEAD  ROADWAY  BOXES. 

FOR  WATER  OR  GAS. 


U-1  672. 


FLANGE  BASE 


DIAMETER  OF  SHAFT,  4%  INCHES. 


Number 

Extension 

Each 

410  

1 ft. 

(i  in.  to  2 ft. 

1 85 

42Q 

. . . 2 ft. 

3 in.  to  2 ft. 

10  in 

2.00 

42R  

...  2 ft. 

3 in.  to  3 ft. 

G in 

2.20 

43R  

. . . 2 ft. 

10  in.  to  4 ft. 

. ...  2.30 

44R  .... 

o ft. 

3 in.  to  4 ft. 

(>  in 

2.40 

45R  

. . . 3 ft. 

10  in.  to  5 ft. 

2.50 

No.  49.  Extension  Section  to  lengthen  18  inches, 
each 


U-1  673. 

1 .00  NO.  49. 

EXTENSION  SECTION. 


U-1  674. 


DIAMETER  OF  SHAFT,  41 4 INCHES. 


Number 

Extension 

Each 

1410  

1 ft.  G in.  to  2 ft.  

1.85 

142Q 

2 ft.  3 in.  to  2 ft.  10  in 

2.00 

142R  

....  2 ft.  3 in.  to  3 ft.  6 in. 

2.20 

143R  

2 ft.  10  in.  to  4 ft.  

2.30 

144R 

3 ft.  3 in.  to  4 ft.  (i  in 

2.40 

145R 

3 ft.  10  in.  to  5 ft.  

2.50 

No.  49.  Extension  Section  to  lengthen  IS  inches,  each 


1.00 


OPEN  BASE. 
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VALVE  BOXES. 


WITH  NO.  6 OVAL  OR  ROUND  BASES. 


DIAMETER  OF  SHAFT,  g!4  INCHES. 


Size  Extension  Each 


AAA 

Stationary  Length,  1 foot 

5 

inches. 

2.45 

AA 

1 foot  10  inches  to  2 

feet  4 

( ( 

2.85 

A 

2 feet 

4 

“ 9 

U 

4 

(( 

....  3.00 

B 

3 “ 

0 

“ 4 

a 

0 

....  3.15 

C 

3 “ 

6 

“ 4 

(i 

6 

(( 

....  3.30 

CC 

4 “ 

0 

“ 5 

u 

0 

U 

. ...  3.50 

D 

3 “ 

6 

“ 5 

u 

6 

(( 

....  3.65 

DD 

4 “ 

0 

“ 6 

< i 

0 

....  3.85 

E 

5 “ 

0 

“ 6 

u 

0 

u 

. . . . 3.95 

F 

5 “ 

0 

1 

<< 

0 

(( 

. ...  4.10 

G 

6 “ 

0 

“ 7 

u 

0 

1 1 

. 4.30 

H 

6 “ 

0 

“ 8 

(( 

0 

(( 

4.50 

No.  58.  Extension  Section  to  lengthen  14  in 


.80 


U- 1 676. 


NO.  58. 
EXTENSION 
SECTION. 


Base  No.  6 is  used  as  a standard  for  quoting  lengths  and  prices  on 
Valve  Boxes.  When  any  other  size  base  is  required,  the  length  of 
Valve  Box  and  price  of  same  is  either  reduced  or  increased  in  accord- 
ance with  the  following  tables  : 


With  No.  4 Round  Base,  reduce  price,  each 

“ 140  Dome  Base,  same  as  with  No.  6 Base. 

“ 8 Round  Base,  add  to  price,  each 

“ 16  “ “ “ “ 

“ 16-24  “ “ “ “ 

“ 160  Oval  Base,  “ “ “ 

“ 162  “ “ “ “ 


.25 

1.25 

4.00 

.35 

1.25 


U-1675 


For  description  of  Bases,  see  page  397. 
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BASES  FOR  VALVE  BOXES. 


NO.  140.  ROUND  DOME  BASE, 
WITH  FLANGE. 


U- 1 679. 


NO.  160.  OVAL  BASE. 


U- 1 680. 


DESCRIPTION  OF  BASES. 

no.  6.  Round  Base,  for  8 in.  Round  Valves  or  smaller  sizes.  This  is  the  standard  size,  used  in  quoting 
lengths  and  prices.  Dimensions  inside  : diameter  at  bottom,  14%  in. ; height,  11  in. 

no.  4.  Round  Base,  for  4 in.  Valves  or  smaller  sizes.  Dimensions  inside  : diameter  at  bottom,  10%  in.; 
height,  8 in.  With  this  Base  the  Valve  Boxes  will  be  3 in.  shorter  than  with  No.  (i  Base. 

No.  8.  Round  Base,  for  10  in.  Round  Valves  or  smaller  sizes.  Dimensions  inside  : diameter  at  bottom, 
17%  in. ; height,  11  in.  With  this  Base  the  Valve  Box  is  the  same  length  as  with  No.  (1  Base. 

No.  i 6.  Round  Base,  for  12  to  16  in.  Round  Valves.  Dimensions  inside  : diameter  at  bottom,  24  in. ; 
height,  15%  in.  With  this  Base  the  Valve  Box  is  4%  in.  longer  than  with  No.  6 Base. 

No.  6.  Oval  Base,  for  8 in.  Oval  Valves  or  smaller  sizes.  This  is  the  standard  size,  used  in  quoting 
lengths  and  prices.  Dimensions  inside  : diameter  at  bottom,  15  x 11%  in.  ; height,  11  in. 

No.  140.  Round  Dome  Base,  for  any  Valve  up  to  24  in.,  with  Flange  17  in.  square.  This  Base  is  espe- 
cially adapted  for  use  when  Valves  are  set  near  surface.  Reduces  length  of  Box  6 in. 

no.  160.  Oval  Base,  for  16  in.Valves  or  smaller  sizes.  Dimensions  inside  : diameter  at  bottom,  21  x 12% 
in.  ; height,  9%  in.  With  this  Base  the  Valve  Box  is  1%  in.  shorter  than  with  No.  6 Base. 

Oval  Base,  for  20  in.  Valves  or  smaller  sizes.  Dimensions  inside:  26  x 16  in. ; height,  10  in. 
With  this  Base  the  Valve  Box  is  1 in.  shorter  than  with  No.  6 Base. 


No.  162. 
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HYDRANT  FITTINGS. 


HYDRANT  HANDLES. 


U-1 681 . FOR  COMPRESSION  COCKS.  U"1682.  TRIANGULAR  GUIDE. 

Brass,  per  dozen 5 00  Brass,  per  dozen 8.00 

Malleable  Iron,  per  pound 15 


ROD  HANDLES. 


U-1  683. 

Brass,  per  dozen 6.00 

Malleable  Iron,  per  pound  20 


U-1  684. 


Brass,  and  % inch,  per  dozen 

“ 3A  “ i “ 

Malleable  Iron,  per  pound  .. 


HYDRANT  CLAMPS. 


U-1685.  TAPPED  FOR  IRON  PIPE. 

2.50  Malleable  Iron,  tapped  for  % inch  Pipe,  per  lb.,  .18 

3.50  “ “ }{  “ “ .20 

.15 


HYDRANT 


Inch  }4  % 1 

(i.OO  7.50  9.00 


OZZLES. 


H 1 

8.50  10.00 


Per  dozen 


Per  dozen 


Inch 


% 

7.00 
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HYDRANT  AND  STREET  WASHER  FITTINGS. 


HYDRANT  SOCKET. 


U-  1 689. 


Brass,  per  dozen 2.00 

Malleable  Iron,  per  pound 15 


HYDRANT  NOZZLE. 

FOR  IRON  PIPE— WITH  FLANGE. 

Inch  % % 1 

S.00  0.50  11.00 


ROD  REST. 


U-1  690. 

Cast  Iron,  per  dozen 96 


STREET  WASHER  SCREWS. 


SHORT-FOR  LEAD  PIPE. 


U-1  691 . 

Inch  34  % 

Short,  per  dozen 4.50  5.00 

Long,  “ 5.50  6.00 


1 

6 . 00 
8.50 


SHORT  FOR  IRON  PIPE. 


U-1  692. 

Inch  34  % 

Short,  per  dozen. 5.00  6.00 

Long,  “ 6.00  7.00 


1 

7.50 

10.00 


GOOSE  NECK  SCREW. 


U-1  693. 


34  x 34  i'i. 

Per  dozen 5.00 

x % in. 

Per  dozen 6.50 


GUIDE  AND  CHECK. 
FOR  STREET  WASHER. 


Brass,  per  dozen 3.00 

Malleable  Iron,  per  lb.  .15 


STREET  WASHER  KEY. 
MALLEABLE  IRON. 


U-1  695. 

Per  pound 15 


400 
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MURDOCK”  HYDRANTS  AND  STREET  WASHERS. 


WHEELTOP  SELF  CLOSING 

HYDRANT.  HYDRANT. 


U-1  696. 


To  set  in  ground,  feet 
% inch, each 


V* 


( l' 


STREET  WASHER. 


U-1  698. 


3 

4 

5 

0 

10.00 

11.00 

12.00 

13.00 

12.50 

13.50 

14.50 

15.50 

20.00 

21 .00 

22.00 

23.00 

20.00 

21.00 

22.00 

23.00 

12.00 

13.00 

14.00 

15.00 

8.50 

0.50 

10.50 

11.50 

10.00 

11.00 

12.00 

13.00 

10.00 

17.00 

18.00 

10.00 

10.00 

17.00 

18.00 

19.00 

In  ordering  he  careful  to  state  whether  connections  are  wanted 
for  lead  or  iron  I’ipe. 
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REPAIRS  FOR  “MURDOCK”  HYDRANTS  AND  STREET  WASHERS. 


Hydrant  Handle. 


U- 1 699. 


Hydrant  Screw 


U-1 701 . 

Valve  Body — Packed. 


U-1  709. 


Hydrant  Top. 


U-1  700. 

Hydrant  Top 
Complete 


U-1  702. 
Valve  Stem. 


U-1  71 0. 


Bolt  Hydrant  Nozzle  Hydrant 

. , and  Nut.  and  Locknut.  Nozzle  Slide 

MvHrant  stnrL 


Street  Washer  Key. 


Shoe.  Street  Washer  Stirrup. 


U-1714.  U-1715. 

Street  Washer  Plate. 


U-1  71 6. 


U-1  71 7. 


U-1718.  U-1  720 . 


Size  Hydrant  or  Street  Washer,  inches  % 

u-i  699.  Hydrant  Handles,  each 12 

u-i  700 . “ Tops,  each 25 

u-i  7oi.  “ Screws,  “ 40 

u-i  702.  “ Tops,  Complete,  each 75 

u-i  703.  “ Stocks,  each 60 

u-i  704.  Bolts  with  Nuts,  each 10 

u-i  705.  Hydrant  Nozzles  and  Locknuts,  each 30 

u-i  706.  “ Nozzle  Slides,  each 05 

u-i  707 . “ Stirrups  and  Tees,  each 25 

u-i  708.  “ Bases,  each 25 

u-i  709.  Valve  Bodies,  Packed  for  Hydrant  or  Street  Washer,  each 75 

u-i  7io.  *■  Stems,  for  Hydrant  or  Street  Washer,  each 40 

u-i  71  i . Bottom  Connections,  for  Hydrant  or  Street  Washer,  each 30 

u-i  71 2.  Tail  Coupling  Nuts,  “ “ “ “ 10 

u-i  71  3.  Tail  Couplings,  for  Hydrant  or  Street  Washer,  each 40 

u-1714.  Shoes,  for  Hydrant  or  Street  Washer,  each 10 

u-1715.  Street  Washer  Stirrups,  each 50 

u-1716.  Street  Washer  Plates,  each 25 

i Street  Washer  Lids  only,  each  . 25 

u-i  7i  7.  ^ u “ Tops  “ “ 50 

u-i  7i  8.  Bottoms,  Complete,  for  Hydrant  or  Street  Washer 1.35 

u-i  7i  9.  Street  Washer  Keys,  per  dozen 1.50 

u-i  720.  Street  Washer  Screws,  each .30 

Top  for  Self  Closing  Hydrants,  each .50 

Lever  “ “ “ “ .50 

Stirrups  and  Tees,  for  Self  Closing  Hydrant,  each 60 

Valve  Packings— Cup  Leather,  Washer  and  Seat  Leather,  per 

dozen  sets,  3 to  a set 1.50 


1 

1 K & 1H 

.15 

.50 

.30 

.50 

.40 

.60 

.85 

1.60 

.75 

1.50 

.10 

.10 

.50 

1.00 

.05 

. 15 

.50 

. 75 

.25 

.50 

.90 

2.00 

.50 

1.00 

.40 

.75 

.12 

.30 

.50 

1.00 

.10 

.40 

.70 

1 . 75 

.30 

1.00 

.30 

.80 

.75 

2.25 

1.70 

3.50 

1.50 

2.00 

.30 

1.00 

2 00 

4.00 
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“TOTAL  ECLIPSE”  HYDRANTS  AND  STREET  WASHERS. 


WHEEL  TOP  HYDRANT. 
No.  1 . 


SELF  CLOSING  HYDRANT. 
No.  7. 


U-1  721 . 


STREET  WASHER. 

No.  36. 


U-1  722. 


U-1  723. 


U-  1 72  1 . 

To  set  in  ground,  feet 

f % inch,  each 

1 “ “ 

\}4 
9.80 
...  12.70 

[ 1 W “ “ 

...  19.70 

M “ “ 

...  10.80 

U-1  722. 

| “ “ 

...  13.70 

U-1  723. 

( % “ “ 

((  U 

0.00 

9.7)0 

1 Wx  “ “ 

...  18.00 

2 

3 

4 

5 

6 

8 

10 

10. 

10 

10. 

00 

11 . 

00 

11. 

.50 

12. 

.10 

13. 

.50 

16. 

.00 

13 

50 

14, 

.30 

14 

.75 

15. 

.30 

10 

00 

18. 

.50 

21 

.00 

20. 

50 

21 

80 

22 

25 

22 

.80 

23. 

75 

27. 

.00 

30. 

.00 

11 . 

10 

1 1 . 

00 

12. 

00 

12. 

50 

13. 

10 

14. 

.50 

17, 

.00 

14. 

.50 

15. 

,:;o 

15, 

.75 

16 

.30 

17, 

.00 

19 

.50 

22, 

.00 

0. 

85 

i . 

,35 

7. 

.75 

8. 

.25 

8. 

.85 

10 

.25 

12. 

. 75 

10. 

25 

11 . 

.10 

11. 

.70 

12. 

,00 

12 

.75 

15 

.25 

17 

.75 

18. 

.75 

20 

.10 

20 

.70 

21 

.00 

21 

. 75 

25 

.25 

28 

.75 

In  ordering  be  careful  to  state  whether  connections  are  wanted  for  lead  or  iron  Pipe. 


f 1 
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REPAIRS  FOR  “TOTAL  ECLIPSE”  HYDRANTS  AND  STREET  WASHERS. 

^r>: 

i 


U-1  746. 


U-1  747. 


U-1 748. 


U-1  724. 
U-1  725. 
U-1  726. 
U-1  727. 
U-1  728. 
U-1  729. 
U-1  730. 
U-1 731 . 
U-1 732. 
U-1  733. 
U-1  734. 
U" 1 735. 
U-1  736. 
U-1  737. 
U-1  738. 
U-1  739. 
U-1  740. 
U-1 741 . 
U-1  742. 
U-1  743. 
U-1  744, 
U-1  745. 
U-1  746. 
U-1 747. 
U-1  748. 
U-1  749. 
U-1 750. 
U-1  751  . 
U-1  732. 
U-1  733. 


Size  Hydrant  or  Street  Washer,  inches.  . 

Hydrant  Handles,  each 

“ “ with  Cap  and  Screw,  each. 

“ Caps,  each 

“ Screws,  “ 

“ Nozzle  Sections,  each 

“ Nozzles,  with  Plate,  each 

“ “ Couplings,  “ 

“ Casings,  each 


Sand  Cups,  for  Hydrant  or  Street  Washer,  each. 
Large  Valve  Cup  Washers,  for  Hyd’ut  or  St.Wasli 
Small  “ “ “ “ “ 

Valve  Seat  “ “ “ “ 

Tail  Couplings,  “ “ “ 

Street  Washer  Keys,  each 

“ Boxes,  “ 

“ Plates,  “ 

“ Caps,  “ 

“ Necks,  “ 

“ Screws,  each 

“ Nozzle  Sections,  each 

Iron  Bushings,  for  S.  C.  Hydrants,  each 

Half  Rubber  Balls  for  Seat,  for  S.  C.  Hydrants,  e 
Cap  with  Brass  Connections,  “ “ 

Handles  with  Screws,  “ “ 

Brass  Stems,  for  S.  C.  Hydrants,  each 

Steel  Springs,  “ “ “ 

Brass  Valve  Bodies,  for  S.  C.  Hydrants,  each. . . . 
Valve  Plungers,  “ “ “ 


1 749. 

u 

•1  750. 

U-1  751  . 

% 

1 

m 

.20 

NO. 135 

.20 

NO.  130 

.30 

. . “ 130 

.70 

“ 131 

1.00 

“ 132 

1.30 

. . “ 124 

.25 

“ 125 

.35 

“ 120 

.50 

. . “ 137 

.50 

“ 138 

.50 

“ 139 

.60 

. . “ 315 

.00 

“ 316 

.70 

“317 

.80 

. . “ 320 

.60 

“ 321 

.90 

“ 322 

2.00 

. . “ 318 

.00 

“ 319 

.70 

“ 319A 

1.00 

. . “ 182 

.00 

“ 183 

.75 

“ 184 

LOO 

. . “ 300 

1.50 

“ 301 

1.75 

“ 302 

2.50 

. . “ 305 

.50 

“ 306 

. 1 0 

“ 307 

1.50 

. . “ 115 

.20 

“ 1 10 

.30 

(( 

h,  “ 325 

.15 

“ 320 

.20 

“ 327 

.30 

“ 173 

.10 

“ 174 

.15 

“ 175 

.20 

“ 328 

.00 

“ 328 

.00 

“ 328 

.06 

“ 101 

.30 

“ 102 

.40 

“ 163 

.50 

. . “ 159 

.20 

“ 100 

.30 

“ 100 

.30 

.50 

“ 33° 

.70 

“ 333 

1.00 

. . “ 335 

.20 

“ 330 

.20 

“ 337 

.50 

. . “ 33S 

.10 

“ 339 

.15 

. . “ 342 

.30 

“ 344 

.40 

“ 345 

.50 

. . “ 141 

.50 

“ 142 

.50 

“ 143 

.60 

. . “ 340 

.70 

“ 341 

.80 

. . “ 412 

.20 

“413 

.30 

. . “ 418 

.15 

“419 

.20 

. . “ 400 

.50 

“ 401 

.00 

. . “ 404 

.50 

“ 405 

.00 

. . “ 408 

.70 

“ 409 

.80 

. . “ 415 

.30 

“ 410 

.40 

. . “ 303 

.75 

“ 304 

2.00 

. . “ 308 

.75 

“309 

1.00 
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McNAMARA”  HYDRANTS. 


“MCNAMARA" 
STREET  WASHER. 


U- 1 752.  U- 1 753.  U-1754.  U-1755. 


To  set 

in  ground,  ft.,  2 

2J<f 

3 

3 % 

4 

4 % 

5 

6 

7 

8 

10 

U-1  762. | % 

inch,  earli 10.00 

“ “ 13.50 

10.35 

14.00 

10.60 

14.30 

10.90 

14.00 

11.00 

14.75 

1 1 .25 
15.10 

11.50 

15.30 

12.10 

16.00 

13.00 

17.00 

13.50 

18.50 

16.00 

21.00 

( % 

U-1  753.  1 

“ 

“ 8.50 

8.85 

9.10 

9.40 

9.50 

9.75 

10.00 

10.60 

11.50 

12.00 

14.50 

“ 

“ 13.00 

13.50 

13.80 

14.10 

14.25 

14.60 

14.80 

15.50 

16.50 

18.00 

20.00 

f 1H 

a 

" 20.50 

21.00 

21.80 

22.00 

22.25 

22.50 

22.80 

23.75 

25.00 

27.00 

30.00 

£ % 

“ 

“ 0.50 

0.75 

7.00 

7.50 

7.50 

8.00 

8.50 

9.50 

10.50 

1 1 .50 

13.00 

U-1754.  ■!  1 

( i x 

“ 

“ 11.50 

12.00 

12.50 

13.00 

13.25 

13.50 

14.00 

15.00 

16.00 

17.00 

18.50 

“ 

“ 20.75 

21.50 

22.00 

22.40 

22.70 

23.00 

23.00 

23.75 

25.00 

27.00 

30.00 

{ % 

“ 

“ 0.85 

7.35 

7.50 

7.75 

8.00 

8.25 

8.85 

10.25 

U-1  755.  1 

“ 

“ 10.25 

11.10 

11.50 

11.70 

12.00 

12.00 

12.75 

15.25 

( 1J* 

“ 

“ 18.75 

20.10 

20.40 

20.70 

21.00 

21.50 

21.75 

25.25 

In  ordering  be  careful  to  state  w 

hetfaer  connections  are  w 

anted 

for  lead  or  iron  Pipe. 
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REPAIRS  FOR  McNAMARA  HYDRANTS 


AND  STREET  WASHERS. 


A 

B 

C 

D 

E 

F 

G 

H 

I 

J 


U- 1 756. 

LIST  OF  PARTS. 


Hydrant  Fosts,  each 1.40 

“ Caps  “ 25 

Locknuts  for  Nozzles,  each 15 

Hydrant  Ells,  each 15 

Hydrant  Nozzles,  each. 25 

Valve  Protectors,  each 20 

Valve  Shells,  each  1.00 

Valve  Plungers,  each 50 

Swivels,  each 30 

Improved  Swivels,  each 30 

Hydrant  Male  Screws,  each 30 


K Hydrant  Female  Screws,  each 

L Iron  Rods,  each 

N Street  Washer  Screws,  Male,  each, 

0 Hydrant  Wheels,  each 

P Malleable  Street  Washer  Tops, each 

R Locknuts  for  Hose  Screws,  each  . 

S Hose  Screws,  each 

T Packing  Nuts,  each 

U St.  Washer  Screws,  Female,  each, 

1 Lock  Street  Washer  Tops,  each.  . . 

2 Street  Washer  Keys,  each 


.35 

.15 

.30 

.10 

.50 

.15 

.25 

.25 

.35 

.60 

.10 


40G 
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“CRESCENT”  HYDRANTS. 


U- 1 757.  U- 1 758. 


To  set  in  ground,  feet  1J4  2 

u - 1 75  7.  % inch,  each 9.80  10.10 

u - 1 750 . % “ “ 0.00  6.85 


2X4 

3 

3M 

4 

■iK 

5 

0 

10.35 

10.00 

10.80 

11.00 

11.25 

11.50 

12.10 

7.10  7.35 

7.55 

7.75 

8.00 

8.25 

8.85 

In  ordering  lie  careful  to  state  whether  connections  are  wanted  for  lead  or  iron  Pipe. 
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REPAIRS  FOR  “CRESCENT”  HYDRANTS  AND 
STREET  WASHERS. 


FOR  PLATES  U-1757  AND  U-1758. 


For  Hydrant 


Brass  Valve  Cases,  each  1.25 

Shields  for  Valve  Cases,  each .40 

Plunger  Valves,  with  Packing,  each .80 

Plunger  Valve  Packing  only,  “ .10 

Leather  Valve  Discs,  each  ....  .02 

Screws  and  Washers,  each .05 

Brass  Swivels,  each  .40 

Brass  Hose  Bushings,  each  .25 

Brass  Tubes,  each .35 

Stocks,  2 Sides,  each  2.00 

Top  Caps,  each  .30 


Tops  only,  each 
Covers,  each  . . . 


Bolts,  each .10 

Malleable  Knuckles  or  Sockets,  each .30 

Spouts,  each  .40 

Wheel  Handles,  each ....  .40 

Keys,  each 

Spring  Cotters,  each  .02 

Adjusting  Nuts,  each 05 

Machine  Screws,  each 

Brass  Screws,  each .75 

Screw  Plates,  each  . . 


For  Street  Washer 
1.25 
.40 
.80 
.10 
.02 
.05 
.40 
.20 
.35 


.80 


.30 


.20 

.02 

.05 


.75 


.20 


408 


1 < 


U-  1 759. 


THE  MILNER  & KETTIG  COMPANY. 


BAILEY”  HYDRANTS.  “BAILEY”  STREET  WASHERS. 


U-1  759. 


U-1  760. 


t 


To  set  in  ground,  feet 

% inch, each  

1 “ 


% 


3 

3K 

4 

5.75 

6.00 

6.25 

10.00 

10.25 

10.50 

5.00 

5.25 

5.50 

7.75 

8.00 

8.25 

U-1 760. 


1 
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REPAIRS  FOR  “BAILEY”  HYDRANTS  AND 
STREET  WASHERS. 


Brass  Screw. 


U-1761.  U-1762. 


Tee. 


U-1  763. 


Spout. 


U-1  764. 


Cap. 


U-1  765. 


Center  Ornament. 

12 


U-1  766. 


Valve. 


U-1  772. 


Frost  Collar. 

14 


Screw. 

16 


U-1  768. 

Valve  Coupling. 


U-1  773.  U-1  774. 


Waste  Cap. 
15 


U-1  769. 


Valve  Plunger. 

Guide. 

U-1  775.  U-1  776. 


Valve  Leathers. 

9 


U-1  777. 


Bolt 

17 

G swflm 


U-1  778. 


Top  Ornament. 


U-1  779. 


Bottom  Ornament. 


U-1  780. 


Neck 

2! 


U-1  781  . 


U-1  782. 


Box  and  Lid. 


u-i76i.  No.  1.  Wheels  for  Hydrant,  % inch,  each 18 

u-i  762.  “ 2.  Brass  Screws  for  Hydrant,  inch,  each ....  .75 

u-i  763.  “ 3.  Tees  for  Hydrant,  :t4  inch,  each 40 

u-i  764.  “ 4.  Spouts  for  Hydrant,  % inch,  each 40 

u-i  765.  “ 10.  Caps  for  Hydrant,  each 40 

u-i  766.  “ 12.  Center  Ornaments  for  Hydrant,  each .30 

u-i  767.  “ 7.  Valves  for  Hydrant  or  Street  Washer,  % inch,  each  ....  ....  2.00 

u-i  768.  “ 14.  Frost  Collars  for  Hydrant  or  Street  Washer,  each 50 

u-i  769.  “ 15.  Waste  Caps  for  Hydrant  or  Street  Washer,  each 25 

u-i  770.  “ 20.  Yokes  for  Street  Washer,  each ....  1.25 

u-i 771  • “ 22.  Keys  for  Street  Washer,  each 15 

u-i  772.  “ 19.  Plates  for  Street  Washer,  each .50 

u-i  773.  “ 10.  Screws  “ “ “ 75 

u-i  774.  “ 0.  Valve  Couplings,  each  ....  ....  .35 

u-i  775.  “ 8.  Valve  Plungers,  % inch,  each .40 

u-i  776.  “ 5.  Guides  for  Spouts,  % inch,  each  10 

U-1 777.  “ 9.  Valve  Leathers,  per  dozen  sets 2.00 

u-i  778.  “ 17.  Bolts,  per  pair 10 

u-i  779.  “ 11.  Top  Ornaments,  for  Hydrant,  each 75 

u-i  780.  “13.  Bottom  Ornaments,  for  Hydrant,  each 75 

u-1781.  “21.  Necks,  for  Street  Washer,  each 65 

u-i  782.  “ 18.  Boxes  and  Lids,  for  Street  Washers,  each 1.25 

Locknuts  for  Spouts,  per  dozen,  $1.00. 
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“MURDOCK”  SELF 
CLOSING  HOPPER  HYDRANTS. 


WALL  HYDRANTS. 


U-1  783. 


Thickness  of  wall,  inches,  9 

13 

18 

24 

% inch 3.50 

4.00 

4.50 

5.00 

1 “ 5.50 

6 00 

6.50 

7.00 

“MURDOCK” 

STOP  AND  WASTE  BOXES. 


FITTED  FOR  % INCH  LEAD  OR  IRON  PIPE. 

To  set  in  ground,  feet  . . 3 4 5 6 

Each 8.00  9.00  10.00  11.00 

“RICKETTS” 

STOP  AND  WASTE  BOXES. 


U-1 785. 

FITTED  FOR  Vl  AND  % L.  P.  OR  M AND  % I.  P. 

To  set  in  ground,  feet,  3 4 5 6 

Each 5.00  5.25  5.50  5.75 


U-1  786. 

FITTED  FOR  % INCH  LEAD  PIPE. 

All  lengths  up  to  3 feet,  each 


5.00 


411 
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KELLY”  HOPPER  COCKS. 


U-1  787. 


For  Lead  Pipe,  each 5.00 

“ Iron  “ 5.50 


JOHNSON  ” HOPPER  COCKS. 


MUELLER”  HOPPER  COCKS. 


U-1  788. 


For  Lead  Pipe,  each 1.50 

“ Iron  “ 1.75 


U-1  789. 


For  Lead  Pipe,  each 2.00 

“ Iron  “ 2.30 


412 
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“KELLY”  STOP  AND  WASTE  COCKS. 


U-1  790. 

For  Lead  Pipe,  each 5.00 

“ Iron  “ 5.50 


CUP  AND  PULL. 


LATCH. 


For  Lead  Pipe,  each . 


“ Iron 


U-1  793. 


5.00 

5.50 


HIGH  pressure: 


THE  MILNER  & KETTIG  COMPANY, 
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U- 1 794.  SECTIONAL  VIEW. 


“MUELLER”  WATER  PRESSURE 
REGULATORS. 


Pipe 

Connection,  inches  % % 1 2 2 % 

For  Iron  Pipe, each..  10.00  10.00  10.00  17.50  24.00  40.00  55.00 
“ Lead  “ “ 10.50  10.50  13.70 


PRICES  OF  LARGER  SIZES  ON  APPLICATION. 


All  Regulators  to  1J4  inch,  inclusive,  are  provided  with 
a Relief  Valve,  to  relieve  the  expansion  of  hot  water  and 
prevent  the  creating  of  pressure  in  the  House  Supply  Pipes, 
so  that  at  no  time  will  there  be  a higher  pressure  than  that 
for  which  Regulator  is  set. 


“BENNETT”  WATER  PRESSURE  REGULATORS. 


U-  1 795.  SECTIONAL  VIEW. 


Inch  % 1 

9.00  12.00 


Regulator,  with  Relief  Valve,  each 
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CLIMAX”  CELLAR  DRAINERS. 


WITHOUT 

AUTOMATIC  ATTACHMENT. 


U-  1 796. 


Pressure  Lift 


Number  Lbs.  Ft. 

1  15  to  80  (i  to  12 

2 15  to  80  (i  to  12 

3  15  to  80  (i  to  12 

■! 15  to  80  <>  to  12 

5 15  to  80  0 to  12 

(3 15  to  80  0 to  12 


WITH 

AUTOMATIC  ATTACHMENT. 


U-  1 797. 


Capacity 

Size 

Size 

No.  of 

per  Hour 

Supply 

Discharge  Discharge 

Gals. 

Pipe 

Pipe 

Pipe 

50  to  250 

Its  in. 

1 in. 

1 

100  to  400 

% in. 

1 in. 

9 

150  to  (RX) 

t in. 

1 in. 

3 

200  to  800 

C4  in. 

1 in. 

4 

275  to  1000 

in. 

1 in. 

5 

350  to  1200 

2 in. 

1 in. 

6 

PRICES. 


Number 


3 4 5 


6 


u- 1 796.  Each 


25.00 

40.00 


35.00 

55.00 


50.00 

80.00 


70.00 

110.00 


100.00 
1 GO . 00 


U-1  797. 


15.00 

25.00 
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BUCKET  PUMPS. 


Prices 


U-  1 798. 


Net. 


CISTERN  PUMPS. 


PITCHER  SPOUT  PUMPS. 


ON  BASE.  WITH  BRACKETS. 


U- 1 799.  U- 1 800.  U-1801. 


Diameter, 

Suction 

Brass 

Brass 

No. 

Cylinder 

Fitted  For 

Iron 

Cylinder 

Diameter 

Suction 

Lined 

Brass 

0 

2 in. 

1 in.  Pipe 

3.50 

*5.50 

No. 

Cylinder 

Fitted  for 

Iron 

Cylinder 

Cylinder 

1 

2LI  “ 

1 

4.00 

0.00 

1 

2y  in. 

1 in.  Pipe 

4.25 

0.50 

7.00 

•» 

2i£  “ 

Li  “1 

4.50 

7.00 

2 

3 “ 

“ 

4.75 

7.25 

10.00 

3 

“ 

m “ 

5.00 

8.00 

3 

;>i/  ■> 

H4  “ 

5 . 25 

8.00 

12.00 

4 

3 “ 

iy  “ 

5.50 

10.00 

4 

4 ' “ 

iy  “ 

0.25 

9.00 

14.00 

5 

3H  “ 

\y  “ 

0.50 

13.00 

5 

1%  “ 

9 “ 

9.50 

12.50 

6 

Vi  “ \%  or  2 “ 

8.00 

18.00 

0 

5 “ 

91^  “ 

17.00 

22 . 00 

Open  or  Closed  Top. 
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HOUSE  FORCE  PUMPS. 


ON  BASE. 


ON  PLANK. 


U- 1 803. 


Diameter, 

Cylinder 

.2  inches  

. . . 2V>  “ 

Suction  and  Discharge 

Fitted  for 

1J4  in.  Pipe  

1 y±  “ 

Iron 

8.00  .. 

0 50 

Brass 

Cylinder 

....  13.50 

14  00 

. . . 3 “ 

\M  “ 

. 1 1 00  . . 

15  00 

3%  “ 

“ 

17.00  . . 

24.00 

...4  “ 

9 “ 

18.00  .. 

. ...  30.00 

ON  BASE. 

WITH  AIR  CHAMBER. 


U-1804. 


ON  PLANK. 
WITH  AIR  CHAMBER. 


U-  1 805. 


Number 

| 

Diameter, 

Cylinder 

....  2 inches 

Suction  and  Discharge 

Fitted  for 

1 in.  Pipe  

Iron 

8.50  .. 

Brass 

Cylinder 

14.00 

2 

. 2)£  “ 

\Q  “ ‘ 

10.00  . . 

15.00 

3 

3 ' “ 

]Ls  “ 

12.00  . . 

16.00 

4 

: U ■■ 

14£  “ 

18.00  . 

26  00 

5 

4 “ 

2 ~ il 

21.00  .. 

. ...  32.00 
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HOUSE  FORCE  PUMPS. 


ON  PLANK. 


WITH 


Number 
1 .. 

2 

3 !! 

4 .. 

5 . . 


ON  BASE.  WITH  AIR  CHAMBER  AND  COCK  SPOUT. 


U-  1 806. 

Diameter, 
Cylinder 
. . . . 2 inches 


Suction  and  Discharge 
Fitted  for 


1J4 


in.  Pipe 


U-1807. 

Iron 
Each,  11.00 
“ 12.50 

“ 14.50 

“ 21.50 

“ 22.50 


Brass 

Cylinder 

16.50 

18.00 

19.50 

29.50 

35.50 


HOUSE  FORCE  PUMPS,  AS  ABOVE. 

FITTED  WITH  IRON  PIPE  COUPLINGS  INSTEAD  OF  COCK  SPOUTS. 


Number 

1 

2 

Diameter, 

Cylinder 

2 inches 

91Z  “ 

Suction  and  Discharge 

Fitted  for 

IV  “ 

3 . . . 

3 ' “ 

IV  “ 

4 

“ 

. IV  “ 

5 

4 ' “ 

9 “ 

Iron 
Each,  10.00 
“ 11.00 
“ 13.00 

“ 19.00 

“ 21.00 


Brass 
Cylinder 
. 15.00 
. 16.00 
. 18.00 
. 27.00 
. 33.00 


BRASS  HOUSE  FORCE  PUMPS. 

ON  IRON  FRAMES— WITH  REVOLVING  LEVERS. 

WITHOUT  AIR  CHAMBER.  WITH  AIR  CHAMBER. 


U-  1 808. 


Suction 
Fitted  for 

u - 1 808 1 in.  Lead  Pipe 

u - 1 809 1 “ “ 


Suction  and  Discharge  can  be  fitted  for 


U-  1 809. 

Discharge 

Fitted  for  Each 

. . % in.  Lead  Pipe  10.00 

. . % “ Hose 14.00 

Hose  or  Wrought  Iron  Pipe  if  so  ordered. 


either 
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WITHOUT  AIR  CHAMBER. 


U-1810. 


HOUSE  FORCE  PUMPS. 

ON  PLANKS— RIGHT  OR  LEFT  HAND 
WITH  AIR  CHAMBER 


f 


U-181  1. 


WITH  AIR  CHAMBER  AND 
COCK  SPOUT. 


U-1812. 


U-1810.  WITHOUT  AIR  CHAMBER. 


Number 

1 

9 

Diameter, 

Cylinder 

2 inches  

2W  “ 

Suction  and  Discharge 

Fitted  for 

\y,  “ 

Iron 

. . . . 14.00 

15.00 

Brass 
Cylinder 
18.00 
20  00 

3 

2%  “ 

1 y.  “ 

....  15.75  . 

. 21.00 

4 

. 3 “ 

l y.  “ 

16  50  . . 

. 22  00 

5 

31^  “ 

l'y  “ 

....  20.00  . . 

. . ..  25.00 

6 3%  “ 1%  “ 22.00  32.00 


Number 

1 

U-1 81 1 . 

Diameter, 

Cylinder 

2 inches  

WITH  AIR  CHAMBER. 

Suction  and  Discharge 

Fitted  for 

1 in.  Pipe  

Iron 

...  16.00 

9 

. 2%  “ 

1W  “ ‘ 

...  17.00 

3 ... 

iy.  “ 

“ 

4 

3 “ 

l y.  u 

...  18.50 

5 

3y  “ 

\y  “ 

23.00 

U-1812.  WITH  AIR  CHAMBER  AND  COCK  SPOUT. 


Diameter, 

Suction  and  Discharge 

Number 

Cylinder 

Fitted  for 

Iron 

1 

....  2 inches  

1 in.  Pipe  

18.50 

•> 

9iZ  “ 

. . . ~/2  

114“*  

19.50 

3 

. ‘iy  “ 

. \y  “ 

20  25 

4 

Q U 

\y  “ 

21.00 

■ 3U  “ 

iy  “ 

25.50 

6 

3%  “ 

i'H  “ 

....  27.50 

Brass' 

Cylinder 

21.00 

23.00 

24.00 

25.00 

28.00 

35.00 


Brass 

Cylinder 

23.50 

25.50 

26.50 

27.50 

30.50 
37.50 


WITH  AIR  CHAMBER  AND  IRON  PIPE  COUPLING  INSTEAD  OF  COCK  SPOUT. 

NOT  ILLUSTRATED. 


Diameter, 

Suction  and  Discharge 

Brass 

Number 

Cylinder 

Fitted  for 

Iron 

Cylinder 

1 

2 inches  

1 in.  Pipe  

....  16.75 

21.75 

*> 

2%  “ 

iy  “ 

23.75 

3 

....  2%  “ 

iy  “ 

. . . . 18.75 

25.00 

4 

3 " 

iy  “ 

....  19.50 

26.00 

5 

ay  “ 

\y  “ 

24.00 

29.00 

6 

ay  “ 

IK  “ 

....  26.00 

36.00 
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Price 


HORIZONTAL  DOUBLE  ACTING  FORCE  PUMPS. 


IRON  OR  BRASS  LINED. 


Net. 


VERTICAL 

TWO  CYLINDER  DOUBLE  ACTING  FORCE  PUMPS. 


BRASS  CYLINDERS. 


U-1814. 


Price 


Net. 
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“GEM”  WATER  MOTOR. 


U-1  81  5. 


The  gem  water  motor  will  lift  and  force  water  from 
Cistern  as  follows : 


No. 

1, 

with  20  lbs.  pressure ... 

20 

feet  high 

“ 

1, 

<< 

25  “ 

30 

t( 

1, 

(( 

30  “ 

35 

(( 

1, 

<< 

35  “ 

40 

(( 

>■ 

1, 

U 

40  “ 

«< 

« 

1, 

(( 

50  “ 

70 

(( 

(( 

9 

<< 

15  “ 

■>o 

(( 

9 

(( 

20  “ 

40 

a 

U 

9 

u 

25  “ 

50 

u 

(( 

9 

u 

30  “ 

70 

u 

.< 

9 

u 

35  “ 

so 

<( 

(( 

2 

u 

40  “ 

100 

it 

u 

3, 

ll 

10  “ 

30 

u 

<< 

3, 

(( 

12 

40 

<( 

u 

3, 

(( 

15  “ 

50 

u 

3, 

n 

20 

70 

Number 

PRICE,  EACH 

Supply  Pipe,  inches 

Exhaust  “ 

Suction  and  Discharge,  inches 

Diameter  Power  Cylinder,  inches 

“ Pump  “ “ 

For  pounds  pressure  

Couplings,  each,  extra,  % inch,  $1.00  ; % 


1 2 


40.00 

45.00 

X 

1Z 

X 

X 

X 

X 

9\£ 

3X 

2H 

21/ 

40  or  over 

25  to  40 

inch,  $1.20;  ^ inch,  $1.J 

50.00 

% 

X 

X 

4 

2X 

Less  than  25 


Set  of  Couplings  for  Gem  Motor  No.  1 — two  % inch,  one  % inch,  one  % inch. 

“ 2 or  3 — three  % inch,  one  % inch. 


DUPLEX  GEM”  WATER  MOTOR. 

The  DUPLEX  GEM  motor  will  lift  and  force  water 
from  Cistern  as  follows  : 


No.  1 


with  25  lbs 


pressure. 


35 

60 

50 

80 

15 

40 

20 

00 

25 

70 

35 

100 

40 

125 

10 

40 

12 

50 

15 

70 

20 

100 

40  feet  high 


U-1816. 


Number 


1 


PRICE,  EACH 

Supply  Pipe,  inches 

Exhaust  “ 

Suction  “ 

Discharge  “ 

Diameter  Power  Cylinder,  inches.  

“ Pump  “ “ 

For  pounds  pressure 40  or  over 

Couplings,  each,  extra,  % inch,  $1.00;  inch,  $1.20;  % inch,  $1.50. 

Set  of  Couplings  for  Duplex  Motor,  either  size,  one  % inch,  three  inch. 


50.00 

X 

I., 

\% 

1 ^ 


52.50 

1/ 

x 

i 

2 ~ 
\V* 

25  to  40 


3 

55.00 

X 

X 

X 

X 

2X 

IX 

Less  than  25 
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GOULD’S 


DUPLEX  BRASS  WATER  LIFTERS. 


U-1817. 


Number  1 


Price,  each 

41.50 

43.00 

50.00 

Supply  Pipe,  inches 

H 

1Z 

Exhaust  “ “ 

1Z 

1Z 

Suction  “ “ 

1 2 

}4 

1 

Discharge  Pipe,  inches 

% 

1Z 

X 

Diameter  Power  Cylinder,  inches 

9 

2 

2 

“ Pump  “ “ 

IH 

ik 

2 

If  fitted  for  Hot  Water  add 

3.00 

3.00 

3 . oo 

“EUREKA”  WATER  LIFTS. 


U-1818. 


Number 

1 

2 

5 

3 

4 

Price,  each 

50.00 

50.00 

70.00 

90.00 

00.00 

Diameter  of  Power  Cylinder,  inches 

9L/ 

2M 

3% 

3% 

“ Suction  “ “ 

134 

2L 

334 

3% 

2% 

Stroke, inches 

5M 

m 

0 

6 

(i 

Size  Inlet,  inches 

% 

% 

% 

H 
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ANTI-FREEZING  WELL  PUMPS. 

WITH  WROUGHT  IRON  SET  LENGTHS. 


REGULAR  PATTERN. 


LIGHT  PATTERN. 


OPEN  TOP. 


U-1819. 


REGULAR  PATTERN. 


Number 


Kind 


U-1819 


Open  Top 


Diameter, 

Cylinder 

234  inches 
2%  “ 

3 

334  “ 


U- 1 820. 


Close  Top 


2 34  “ 

2%  “ 


3 


3 34 


Suction 

Fitted  for 

Each 

IJ4  in.  Pipe 

7.50 

134  “ 

8.00 

U4  “ 

8.50 

1J4  “ 

9.00 

134  “ 

8.25 

1%  “ 

8.75 

134  “ 

9.25 

\H  “ 

LIGHT  PATTERN. 


Number 


Kind 


Diameter, 

Cylinder 


Suction 

Fitted  for  Each 


j 2 Open  Top  234  inches 

U-1  821  . \ 3 “ 2%  “ 

(4  “ 3 


U-1 822. 


2 

3 

4 


Close  Top 


2% 

3 


1 in.  Pipe  .... 

134  “ 

....  7.25 

....  7.50 

134  “ 

...  7.75 

1 

....  8.00 

134  “ 

....  8.25 

134  “ 

....  8.50 
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ANTI-FREEZING  WELL  FORCE  PUMPS. 

WITH  WROUGHT  IRON  SET  LENGTHS. 


WITH  AIR  CHAMBER 
IN  STOCK. 


U - 1 823. 


WITH  AIR  CHAMBER 
ON  SPOUT. 


WITH  AIR  CHAMBER  IN  STOCK. 


Number 

Diameter, 

Cylinder 

Suction 

Fitted  for 

Solid  Base 
Each 

Bolted  Base 
Each 

( 3 . 

. 2%  inch 

1 K iu.  Pipe 

. . . 12.50  . 

13.00 

W 

3 “ . 

IK  “ 

. 12.50  

13.00 

• )5  

3K  “ ■■ 

IK  “ 

13.50 

3>|  “ 

i % 

1 3 . 50 

14.00 

Number 

WITH 

Diameter, 

Cylinder 

AIR  CHAMBER  ON  SPOUT. 

Suction 

Fitted  for 

Solid  Base 

Ef  ch 

Screwed 

Base 

Each 

( 3 . 

. 2%  inch  . , 

IK  in.  Pipe 

...  14  00  

w 

3 “ 

IK  “ * 

14.00  

15.00 

■ ) 5 

. ..  . 3M  “ .. 

IK  “ 

...  14.50  

15.50 

( 6 

3%  “ .. 

IK  “ 

10.00 

With  Cock  on  Spout,  $2.50  extra. 
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PUMP  CYLINDERS  OR  WORKING  BARRELS. 

FOR  SHALLOW  WELLS— WITH  "A”  PLUNGERS. 


IRON. 


With  Brass 


All 

Iron, 

Cage  and 
Valve, 
Iron 

Follower 

Plunger, 

Size 

Stroke 

Fitted  for 

Each 

Each 

2 x 10  inches 

...  0 in  (lies 

1 in.  Pipe 

3.75 

4.50 

234  x 10  “ 

0 

1 

4.00 

4.75 

2%  x 10  “ 

....6  “ 

134  “ 

4.35 

5 . 35 

2%  x 10  “ 

....6  “ 

134  “ 

4.70 

5.70 

3 x 10 

0 

134  *• 

5.00 

0.25 

334  x 10 

0 

134  “ 

(i.OO 

7.50 

334  x 10 

0 

i 34  “ 

7.00 

8.75 

4 x 10 

0 

2 “ 

9.00 

11 .50 

Iron-brass  lined 

With 

Brass  Cage 
and  Valve, 

With 

Iron  Follower 

All  Brass 

Plunger 

Plunger 

Size 

Stroke 

Fitted  for 

Each 

Each 

2 

X 

10  inches 

....  0 inches 

1 in.  Pipe 

7.50 

8.00 

234 

X 

10 

....6  “ 

134  “ 

7.75 

8.25 

234 

X 

10  “ 

....0  “ 

134  “ 

8.00 

8.50 

2^ 

X 

10  “ 

G 

J34  “ 

8.50 

9.00 

X 

10  “ 

0 “ 

134  “ 

9.00 

9.75 

334 

X 

10 

6 

134  “ 

9.75 

10.50 

334 

X 

10 

G 

134  “ 

10.50 

11.50 

4 

X 

10 

G “ 

2 “ 

13.00 

15.50 

OUTSI  DE 
ATTACH  M ENTS. 


U - 1 829. 


INSIDE 

ATTACHMENTS. 


U-  1 830. 


SEAMLESS  BRASS  TUBE. 

IRON  ATTACHMENTS. 

With 

Brass  Cage 
ami  Valve,  With 
Iron  Follower  All  Brass  ALL 


Plunger 

Plunger 

BRASS 

Size 

Stroke 

Fitted  for 

Each 

Each 

Each 

2 

x 10  inches  . . 

.6  inches 

1 in.  Pipe 

7.50 

8.00 

10.75 

x 10  “ 

G 

134  “ 

7.75 

8.25 

11.00 

91/ 

x 10  “ .... 

G 

134  “ 

8.00 

8.50 

12.25 

234 

x 10  “ . . . 

G “ 

134  “ 

8 . 50 

9.00 

12.75 

3 

x 10  “ . . . 

G “ 

134  “ 

9.00 

9.75 

13.50 

334 

x 10  “ 

G 

134  “ 

9 . 75 

10.50 

14.75 

334 

x 10  “ 

G 

134  “ 

10.50 

11.50 

1G.75 

4 

x 10  “ 

6 

2 “ 

13.00 

15.50 

21.50 
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PUMP  STRAINERS. 


WITH  SET  SCREW. 


SCREWED— FOR  I.  P. 
FEMALE. 


SCREWED-FOR  I.  P. 
MALE. 


U-1  83 1 . 

U- 

1832 

• Inch 

H 

1 

( Plain,  each 

.40 

.50 

U - 1 831 . 

( Galvanized,  each 

.90 

1.00 

( Plain,  each 

.50 

U - 1 032. 

< Galvanized,  each 

.60 

( Galv.  and  Covered,  each. . 

.85 

1 Plain,  each 

.40 

U-1 833. 

< Galvanized,  each 

.50 

( Galv.  and  Covered,  each.  . 

.75 

U-1833.  U - 1 834. 


IH 

1% 

2 

2K 

3 

4 

5 

. 75 

.90 

1.15 

1.25 

1 . 75 

2.50 

3.25 

4.25 

1.25 

1.75 

2.50 

2.75 

3.25 

3.50 

4.50 

5.75 

.60 

.85 

1.10 

1.65 

2.25 

.85 

1.10 

1.65 

2.25 

2.75 

1.10 

1.65 

2.25 

2.75 

3.25 

.50 

.75 

1.00 

1.50 

2.00 

.75 

1.00 

1.50 

2.00 

2.50 

1.00 

1.50 

2.00 

2.50 

3.00 

6 

5 . 50 

7.50 


FOOT  VALVES  AND  STRAINERS. 


SCREWED. 


FLANGED. 


U-  1 835. 


U-  1 836. 


Inch  % 1 1J4  2 2^  3 3^  4 4^  5 6 7 8 10 

u- 1 835.  Screwed,  each..  1.15  1.30  1.40  1.00  2.40  3.30  3.00  5.60  7.30  10.50  11.25  14.75  35.00  41.00  64.00 

u- 1 836.  Flanged,  “ 3.50  4.50  5.75  7.50  9.50  13.00  14.00  17.50  38.00  45.00  70.00 


MALLEABLE  DRIVE 
CAP. 


1%  inch,  each 40 

1%  “ “ 50 

2 “ “ 70 


U”  1 837. 


PUMP  ROD  COUPLINGS. 


U- 

1838. 

Size,  inches 

• • % 

7 

T5 

Threads  to  inch. 

14 

12 

Malleable,  per  pound 
Galvanized,  “ 

. . .30 

.30 

. . .40 

.40 

Tt>  x ? 8 

12  x 14 
.30 
.40 


STEEL  PUMP  ROD. 

NOT  ILLUSTRATED. 


Polished,  %,  T%,  and  % inch,  per  pound  . 10 

Galvanized,  jS,  and  % “ “ 12 
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PUMP  REPAIRS. 


PLUNGERS  WITH  RODS. 


STOCKS  ONLY. 


CISTERN  PUMPS— U-1799  AND  1800. 


No.  0,  each . . . 

.70 

No.  4,  each. . 

. 1 . 00 

“ 1,  “ 

. 75 

“ 5,  “ 

1.15 

ti  2 “ 

.80 

“ 6, 

. 1.30 

“ 3,  “ . . 

.90 

PITCHER  SPOUT  PUMPS— U- 

1801. 

No.  1,  each. 

.80 

No.  4,  each 

1.50 

“ 2 “ 

1.00 

“ 5,  “ 

1.75 

“ 3,  “ 

1.30 

PLUNGERS 

ON  LY 

— NO  RODS. 

HOUSE  FORCE  PUMPS  U-1802  TO  1807. 

No.  1,  each. . . .70  No.  4,  each.  1.30 

“ 2,  “ ..  .80  “ 5,  “ ..  1.50 

“ 3,  “ 1.00 

HOUSE  FORCE  PU  M PS— U- 1 8 1 0,  1811,  1812. 

No.  1,  each.  .75  No.  4,  each. . . 1.00 
“ 2,  “ .80  “ 5,  “ .1.15 

“ 3,  “ ..  .90  “ 6,  “ 1.30 

LEVERS  OR  HANDLES. 

CISTERN  PUMPS— U-1799  AND  1800. 

No.  0,  each...  .50  No.  4,  each...  .70 

“ 1,  “ ..  .50  “ 5,  “ ..  1.00 

“ 2,  “ .50  “ 6,  “ 1.25 

“ 3,  “ ..  GO 

PITCHER  SPOUT  PU  M PS— U - 1 80  1 . 

Nos.  1,  2,  3 and  4,  each 60 

No.  5,  each 75 

well  pu m ps— u - 1 8i9  and  iB2i.  Each . 1.00 

WELL  PUMPS— U-1820  AND  1822.  “ .....  1.25 

well  force  pu m ps— u - 1 823 . Each 1.25 

well  force  pum  ps— u-i  824.  Each 1.40 

HOUSE  FORCE  PUMPS  — U-1802  TO  1807. 

Nos.  1,  2 and  3 each 1.00 

“ 4 and  5,  each 1.50 

HOUSE  FORCE  PU  M PS  — U- 1 8 1 0,  1811,  1812. 

Each  2.00 


WELL  PUM  PS— U- 1 81  9,  1820,  1821  AND  1822. 


Each 3.50 

well  force  pu m ps— u- 1 823.  Each 4.75 

WELL  FORCE  PU  M PS— U - 1 824.  “ 3.60 


CYLINDERS  ONLY. 

CISTERN  PUMPS— U-1799  AND  1800. 

No.  0,  each. . . 1.45  No.  4,  each. 

“ 1,  “ ..  1.60  “ 5,  “ 

“ 2,  “ ..  1.80  “ 6,  “ 

“ 3,  “ ..  1.90 

PITCHER  SPOUT  PU  M PS—  U-  1 80  1 . 

No.  1,  each.  . . 1.50  No.  4,  each. 

“ 2,  “ ..1.75  “ 5,  “ 

“ 3,  “ 2.00 

HOUSE  FORCE  PUMPS— U-1802  TO  1807. 

No.  1,  each...  3.00  No.  4,  each. 

Nos.  2 and  3,  ea. 4. 00  “ 5,  “ 

HOUSE  FORCE  PU  M PS— U - 1 8 1 O,  1811,  1812 

No.  1,  each. . . 3.50  No.  4,  each. 

“ 2,  “ ..  4.00  “ 5,  “ 

“ 3,  “ . . 4.25  “ 6,  “ 

BASES. 

CISTERN  PUMPS— U-1  799. 

Nos.  0,1  and  2,  ea.,.75  Nos.  4 and  5,  ea.,1.00 


No.  3,  each 85  No.  6,  each. . . . 1.25 

PITCHER  SPOUT  PU  M PS~ U - 1 80  1 . 

No.  1,  each...  1.00  No.  4,  each...  1.50 
“2,  “ .1.10  “ 5,  “ ..  1.75 

“ 3,  “ ..  1.25 

For  Brass  Valve  Seats. 

No.  1,  each...  .80  No.  4,  each...  1.15 
“ 2,  “ ..  .90  “ 5,  “ ..  1.50 

“ 3,  “ ..  1.00 

HOUSE  FORCE  PU  M PS—  U-  1 802,  1804  AND  1806. 

Nos.  1 and  2,  each,  1 .10  No.  4,  each,  1.75 
No.  3,  each...  1.25  No.  5,  each...  2.00 


. 2.25 
..  2.40 
. 3.00 


..  2.25 
. . 2.50 


. . 6.00 

..  6.50 

. . 4.50 
. . 5.00 
. . 6.00 


FULCRUMS  OR  BEARER  TOPS. 
CISTERN  PUMPS  — U-1799  AND  1800. 

Nos.  0, 1 and  2,  each,  .70  No.  5,  each,  .90 


No.  3,  each.  . .75  No.  6,  each...  1.10 

“ 4.  “ . . .80 

PITCHER  SPOUT  PUMPS  U-1801. 

Open  Top,  Nos.  1 and  2,  each 40 

“ “ 3 “ 4,  “ 50 

“ No.  5,  each 60 

Tight  Top,  No.  1,  each 60 

“ “ 3,  “ 85 

“ “ 4,  “ ...  .95 

well  pumps-u-1821  Each 75 

WELL  PUM  PS  — U-1  822.  “ 1.25 

well  pum  ps— u-i  8i  9.  No.  3,  each 90 

Nos.  4 and  5,  each  . . 1.10 

well  pumps— u-1820.  No.  3,  each 1.15 

Nos.  4 and  5,  each. . 1.35 

WELL  FORCE  PUMPS— U-1823  AND  1824. 

Each 1.25 

HOUSE  FORCE  PUMPS— U-1802  TO  1807. 

Nos.  1 and  2,  each 1.25 

No.  3,  each 1.50 

Nos.  4 and  5,  each 1.75 

HOUSE  FORCE  PU  M PS— U - 1 8 1 0,  1811  AND  1812. 

Each 2.00 


BOTTOM  CAPS. 


CISTERN  PU  M PS— U- 1 800. 

Nos.  0,  1,  2,  3 and  4,  each 50 

“ 5 and  6,  each 75 

HOUSE  FORCE  PU  M PS— U - 1 803,  1 80S  AND  1807. 

Nos.  1,  2 and  3,  each 50 

No.  4,  each...  .85  No.  5,  each...  1.50 

HOUSE  FORCE  PU  M PS— U - 1 8 1 0,  1811  AND  1812. 

Nos.  1,  2,  3 and  4,  each 1.00 

“ 5 and  6,  each 1.25 

LOWER  VALVES  AND  WEIGHTS. 

2 to  3 in.  3!4  to  4 in. 

cistern  pumps.  Each 25  .35 

pitcher  spout  pumps.  Each, .25  .35 

house  force  pumps.  Each,  .25  .35 

well  pumps.  Each 25  .35 

well  force  pumps.  Each..  .25  .35 

BRASS  VALVE  SEATS  OR  PLATES. 

CISTERN  PUMPS— U-1799  AND  1800. 

Nos.  1,  2,  3 and  4,  each 75 

No.  5,  each...  1.00  No.  6,  each...  1.25 

PITCHER  SPOUT  PU  M PS~ U- 1 80  1 . 

No.  1,  each...  .75  No.  4,  each...  1.20 
“ 2,  “ ..  .90  “ 5,  “ ..  1.30 

“3,  “ . . 1.10 
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PUMP  REPAIRS.  — Continued. 


LOWER  VALVE  WEIGHTS  AND  SCREWS. 

2 to  3 in.  3)4  to  in. 

Each 10  .15 

BRASS  VALVE  SEATS  AND  TUBES. 

HOUSE  FORCE  PUMPS— U-1802  TO  1807. 

Nos.  1 and  2,  each 1.00 

“ 3 “ 4,  “ 1.25 

No.  5,  each 1.50 

BRASS  VALVE  PLATES. 

HOUSE  FORCE  PUMPS— U-1802  TO  1807. 


Nos.  1,  2,  3 and  4,  each 50 

No.  5,  each  75 


CYLINDER  PLUNGERS  ONLY— NO  RODS. 


STYLE  “a" 

2)4  inch,  each,  .75  3)4  inch,  each,  1.15 

2 % “ “ .80  3)4  “ “ 1-30 

2%  “ “ .90  3%  “ “ 1.40 

3 “ “ 1.00  4 “ “ 1.50 

PISTON  OR  CONNECTING  RODS. 
CISTERN  PUMPS—  U-1799  AND  1800. 

Each 15 

PITCHER  SPOUT  PU  M PS— U - 1 80  1 . 

Nos.  0,  1,  2 and  3,  each 10 

“ 4 and  5,  each .15 

WELL  PUMPS— U-1819  AND  1821. 

Each 50 

WELL  PUMPS— U-1  820,  1822,  1823  AND  1824. 

Each 75 

HOUSE  FORCE  PUMPS— U-1802  TO  1807. 

Brass  Cased,  Nos.  1,  2 and  3,  eacli  . . . . 1.00 

“ No.  4,  each 1.25 

“ “ 5,  “ 1.75 

HOUSE  FORCE  PUM  PS— U-1  810,  1811  AND  1812. 

Brass  Cased,  Nos.  1,  2,  3 and  4,  each  . 1.00 
“ 5 and  0,  each 1.25 


CAPS  AND  GLAN  PS. 
WELL  FORCE  PUMPS— U-1823  AND  1824. 


Glands 

Each . 

1 .00 

HOUSE  FORCE  PUMPS— U-1802 

TO  1 807. 

No.  1,  each 

Caps 
. .50 

Glands 

.75 

Nos.  2 and  3,  each 

. .50 

l.oo 

“ 4 “ 5,  “ 

.75 

1.25 

HOUSE  FORCE  P U M PS— U - 1 8 1 0 , 

,1811  AND 

1812. 

Nos.  1,  2,  3 and  4,  each. . 

Caps 

.05 

Glands 

1.00 

No.  5,  each 

. .75 

1.25 

“ (i,  “ 

. 1.00 

1.25 

BRASS  BOWLS 


HOUSE  FORCE  PU  M PS— U - 1 8 1 0,  1811  AND  1812. 

Each 1 25 

PITMANS. 


HOUSE  FORCE  PU  M PS— U-  1 81  0,  1811  AND  1812. 

Each 1.00 


GUIDES. 

HOUSE  FORCE  P U M PS— U - 1 8 1 0 , 1811  AND  1812. 

Each 75 

GUIDE  RODS. 

HOUSE  FORCE  PU  M PS— U - 1 8 1 O,  1811  AND  1812. 

Each .60 


CROSS  HEADS  AND  LINKS. 
INCLUDING  NUTS  AND  SET  SCREWS. 


WELL  PUMPS— U-1  820,  1822,  1823  AND  1824. 

Cross  Heads,  each 50 

Links,  per  pair 25 

HOUSE  FORCE  PUMPS— U-1802  TO  1807. 

Cross  Heads,  Nos.  1,  2 and  3,  each 50 

“ 4 and  5,  each 60 

Links,  Nos.  1,  2 and  3,  per  pair.  .25 

“ 4 and  5,  per  pair 30 

A I R CHAMBERS. 

WELL  FORCE  PU  M PS— U - 1 824. 

Each 3.00 

HOUSE  FORCE  PU  M PS— U- 1 804,  1805,  1806,  1807. 

Nos.  1,  2 and  3,  each 2.00 

“ 4 and  5,  each ...  3.00 

HOUSE  FORCE  PUMPS— U-1811  AND  1812. 

Nos.  1,  2,  3 and  4,  each 2.00 

“ 5 and  6,  each 3.00 

SPOUTS. 

WELL  FORCE  PU  M PS—  U - 1 823. 

Each 50 


COCK  SPOUTS. 

HOUSE  AND  WELL  FORCE  P U M PS—  U - 1 80  6 , 1807, 


18  12  AND  1 824. 

Each 2.50 

BRACES. 

well  pumps.  Each  50 


IRON  PIPE  NUTS. 

FOR  SPOUTS  AND  AIR  CHAMBERS 
CISTERN  AND  PITCHER  SPOUT  PUMPS. 


1 and  1)^  inch  Pipe,  each  35 

1)4  inch  Pipe,  each 45 

2 “ “ “ 60 


LEAD  PIPE  NUTS. 

CISTERN  AND  PITCHER  SPOUT  PUMPS. 

1 and  1)4  inch  Pipe,  each 25 

1)4  inch  Pipe,  each 35 

2 “ “ “ 50 

BRASS  TUBES. 


FOR  IRON  OR  LEAD  PIPE. 

1 and  1)4  inch  Pipe,  each 50 

1)4  inch  Pipe,  each  75 


2 “ “ “ 1.00 

BRASS  SET  SCREWS  AND  LEVER  BOLTS. 
CISTERN  AND  PITCHER  SPOUT  PUMPS. 

Each 


08 
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VALVE  AND  PLUNGER  LEATHERS. 


PLUNGER  LEATHER. 
NOT  CRIMPED. 


U-  1 839. 


PLUNGER  LEATHER. 
CRIMPED. 


LOWER  VALVE  LEATHER 


U- 1 840. 


U- 1 841 


Inch  IK 

ik 

2 

2K 

2K 

2% 

o 

3K 

3 K 

3K 

4 

5 

G 

8 

u-i  839.  Each  . . 

15 

.15 

.15 

.15 

.15 

.15 

.15 

.20 

.20 

.20 

.20 

.25 

.30 

.35 

.50 

U-1  840.  “ 

15 

.15 

.15 

.15 

.15 

.20 

.25 

.30 

.35 

.40 

.45 

.55 

.00 

.75 

1.25 

U-1  841  . “ 

15 

.15 

. 15 

.15 

.15 

.15 

.15 

.20 

.20 

.20 

.20 

.25 

.30 

.35 

.50 

Per  pound 


PUMP  LEATHER. 


Net. 


WASHER  DRIVE  WELL  POINTS. 


U- 1 842. 

These  Points  are  made  of  Galvanized  Iron  Pipe,  bored  and  countersunk;  each  Hole  covered  with 
Gauze,  held  in  place  by  a Brass  Washer  and  riveted. 


Diameter 

Length 

No. 



PRICE 

PER  DOZEN 

, 

of 

of 

of 

No.  00 

No.  70 

No.  80 

No.  90 

No.  100 

No. 

Pipe 

Pipe 

Holes 

Gauze 

Gauze 

Gauze 

Gauze 

Gauze 

300 

IK  inches 

20  inches 

50 

....  30.00 

30.00 

42.00 

50.00 

04.00 

301 

IK  “ 

2 feet 

00 

30.00 

44.00 

52.00 

00.00 

80.00 

302 

IK  “ 

91Z  “ 

80 

40.00 

55.00 

04.00 

75.00 

100.00 

303 

iK  “ 

3 

100 

50.00 

00.00 

70.00 

90.00 

120.00 

304 

IK  “ 

3K  “ 

120 

00.00 

77.00 

88.00 

105.00 

140.00 

305 

IK  “ 

4 

HO 

70.00 

88.00 

100.00 

120.00 

100.00 

308 

IK  “ 

2 “ 

80 

42.00 

50 . 00 

58.00 

08.00 

90.00 

310 

IK  “ 

2%  “ 

Kill 

52.00 

01.00 

70.00 

83.00 

110.00 

320 

i,K  “ 

9 “ 

80 

48.00 

57.00 

05.00 

78.00 

94.00 

321 

iK  “ 

2K  “ 

110 

00.00 

70.00 

80.00 

90.00 

118.00 

999 

IK  '■ 

3 

130 

72.00 

84.00 

95.00 

114.00 

142.00 

323 

IK  “ 

3K  “ 

150 

....  84.00 

97.00 

110.00 

132.00 

100.00 

324 

9 “ 

2K  “ 

140 

90.00 

101.00 

112.00 

132.00 

100.00 

325 

9 “ 

3 

170 

....  105.00 

118.00 

130.00 

154.00 

190.00 

320 

2 “ 

3K  “ 

200 

....  120.00 

134.00 

148.00 

170.00 

220.00 
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BRASS  JACKET  WELL  POINTS. 


MADE  OF  GALVANIZED  IRON  PIPE. 


U-  1 843. 


1 

INCH 

POI  NTS-GALVAN  IZED. 

Length 

Len  gtli 

No. 

PRICE 

PER  DOZEN 

Of” 

of 

of 

No.  60 

No.  70 

No.  80 

No.  90 

No.  100 

No. 

Pipe 

Jacket 

Holes 

Gauze 

Gauze 

Gauze 

Gauze 

Gauze 

74 

2 feet 

18  inches 

72. . . 

33.IUI 

40.00 

46.00 

52.00 

62.00 

91Z  “ 

24 

96. . . 

42.00 

49.00 

56 . 00 

64.00 

78.00 

78 

o 2 u 

30 

120. 

51.00 

59.00 

66.00 

76.00 

94  00 

80 

“ 

36  ‘ ‘ 

144. . . 

60.00 

68 . 00 

76.00 

88.00 

120.00 

82 

4 ' “ 

42 

168. 

69 . 00 

78.00 

86  00 

100.00 

136.00 

84 

4K  “ 

48 

197. . . 

78.00 

87 . 00 

96.00 

112.00 

152 . 00 

IX 

INCH 

POI  NTS— GALVAN  IZED. 

86 

20  inches 

14  inches 

811. . 

30.(10 

36.00 

42.00 

50.00 

64.00 

00 

2 feet 

18 

100. . . 

36.00 

44  00 

52.00 

60.00 

80.00 

94 

91^  “ 

24 

130. . . 

46.00 

55.00 

64  00 

75.00 

100.00 

08 

3 ' “ 

30 

165... 

56.00 

66.00 

7 

6.00 

90.00 

120.00 

100 

3K  “ 

36 

200. . . 

66.00 

77.00 

8S.00 

105.00 

140.00 

102 

4 ' “ 

42 

270 . . . 

76.00 

88.00 

100.00 

120.00 

160.00 

106 

4K  “ 

48 

260. . . 

86.00 

99 . 00 

11 

2.00 

135.00 

180  00 

1 10 

5 “ 

54  “ 

290. . . 

96.00 

110.00 

124.00 

150.00 

200.00 

112 

54^  “ 

60  “ 

320.  . 

106.00 

121.00 

136.00 

165.00 

220.00 

114 

6 ~ “ 

66  “ 

350  . . 

116.00 

132.00 

148.00 

180.00 

240.00 

IK 

INCH 

POI  NTS— GALVAN  IZED. 

136 

2 feet 

18  inches 

120... 

48.00 

57.00 

65.00 

78.00 

94.00 

140 

91^  “ 

24 

162... 

60.00 

70.00 

80.00 

96.00 

118.00 

144 

3 ' “ 

30 

198 

72.00 

84.00 

95.00 

114.00 

142.00 

146 

3^  “ 

36  “ 

240. . 

84.00 

97.00 

110.00 

132.00 

166.00 

148 

4 

42 

276.  . 

96.00 

111.00 

125.00 

150.00 

188.00 

150 

4K  “ 

48 

312... 

108.00 

124.00 

140.00 

168.00 

204.00 

152 

5 

54  “ 

348. . 

120.00 

138.00 

155.00 

186.00 

228.00 

154 

5 K “ 

60  “ 

384... 

132.00 

151.00 

17 

0.00 

204.00 

252.00 

156 

6 

66 

420. . 

144.00 

165.00 

185.00 

222.00 

276.00 

2 

INCH 

POI  NTS— GALVAN  IZED. 

160 

2 feet 

18  inches 

144.. 

75.00 

85.00 

94.00 

110.00 

130.00 

164 

91^  k< 

24 

208.. 

101.00 

112.00 

132.00 

160.00 

168 

8 “ 

30  “ 

264 

105.00 

118.00 

130.00 

154.00 

190.00 

170 

3jo  “ 

36 

288. . 

120.00 

134.00 

148.00 

176.00 

220.00 

172 

4 ' “ 

42 

336.  . 

135.00 

151.00 

166.00 

198.00 

250.00 

174 

lt 

48 

384. . 

150.00 

167.00 

184.00 

220.00 

280.00 

176 

5 

54 

432  . 

165.00 

184.00 

202.00 

242.00 

310.00 

178 

534  “ 

60  “ 

480. . 

180.00 

200.00 

220.00 

264.00 

340.00 

180 

6 

66 

528.. 

195.00 

217.00 

23S.00 

286.00 

370.00 

Length  given  above  is  of  Pipe  only.  Does  not  include  Cast  Point. 

BRASS  JACKET- 

-FLUSH  OR  TUBULAR  WELL 

. POINTS. 

: 

-rumra  mmt  tcxnrttiT  till:  uHtrrrm 

U-  1 844. 

*** 

«]i 

1 

INCH 

POI  NTS-GALVAN  IZED. 

Length 

Length 

No. 

PRICE  PER  nn7EM 

of 

of 

of 

No.  60 

No.  70 

No.  SO 

No.  90 

No.  100 

No. 

Pipe 

Jacket 

Holes 

Gauze 

Gauze 

G 

auze 

Gauze 

Gauze 

75 

3 feet 

18  inches 

72.. 

38.00 

44.00 

50.00 

56.00 

66.00 

/ 7 

33'2  “ 

24 

96. . 

47.00 

54.00 

60.00 

68 . 00 

82.00 

79 

4 

30  “ 

120.. 

56.00 

63.00 

7 

0.00 

80.00 

98.00 

83 

5 “ 

42  “ 

168. . 

74.00 

S2.00 

90.00 

104.00 

130.00 

1 !4  INCH 

POINTS— GALVAN  IZED. 

118 

3 feet 

24  inches 

130.. 

51.00 

60.00 

68.00 

80.00 

105.00 

122 

334  “ 

30 

165. . 

61.00 

71.00 

80.00 

95.00 

125.00 

126 

4 

36 

200. . 

71.00 

82.00 

92.00 

110.00 

145.00 

130 

434  “ 

42  “ 

230.. 

81  00 

92.00 

104.00 

125.00 

165.00 

132 

5 “ 

48 

260 

91.00 

104.00 

116.00 

140.00 

180.00 

133 

534  “ 

48  “ 

260. . 

96.00 

109.00 

122.00 

145  00 

185.00 

135 

6 

48 

260. . 

101.00 

114.00 

127.00 

150.00 

19Q.00 

* 


* 


